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The increase of refugee status claiming 


immigrants in Canada has led to a review of the 
immigration policy concerning this group. This 
DURE report looks at the weaknesses of current 
Microfiche legislation which is linked to the Geneva 
Accession Number Convention and its Protocol, studying Canada's 
past adherence to the rights afforded under its 
protection. Also discusses public and 
government opinion on support for a 
humanitarian and generous refugee policy and 
questions of balancing efficiency with procedural 
fairness to claimants. Gives a chronology of 
events since 1969. 
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Le processus de reconnaissance du statut de 
réfugié au sens de la Convention de Genève, tel 
qu'il est énoncé dans la Loi sur l'immigration, 
sert à déterminer si les personnes qui 

Numero d'ordre revendiquent ce statut y ont effectivement droit 
de la microfiche et peuvent bénéficier de la protection accordée 
aux réfugiés au sens de la Convention. Ce 
processus s'est avéré inadéquat, tant au point de 
vue juridique que pratique. Dans ce bulletin, on 
examine les mécanismes en vigueur 
actuellement et le projet de réforme contenu 
dans la loi C-55 déposé en mai 1987. 
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Introduction 


The Canadian Research Index - Microlog puts all of 
Canada's hard-to-find government and research 
literature at your fingertips. Canadian Research 
Index in print is a monthly indexing service. An 
electronic version on CD-ROM or via the Internet is 
also available. Microlog represents our fulltext 
document service. Most titles included in Canadian 
Research Index are available in paper as well as 
microfiche format. Together, these services are a 
powerful tool for finding Canadian report publications. 


The Canadian Research Index includes scientific and 
technical research papers in physical, natural and social 
sciences. It also includes policy papers, important 
statistical publications, and annual reports. 


Documents issued in English or French are catalogued, 
indexed and abstracted in the language of the 
publication, while bilingual documents are catalogued, 
indexed and abstracted in both languages. As of 1998, 
abstracts are only available with electronic versions of 
the index. 


Every effort is made to ensure the currency of the 
index. For instance, documents appearing in the 
checklist of Canadian Government Publications are 
delivered by the Microlog Service approximately two 
months after publication of the list. 


SOURCES 


e government publications from the federal, 
provincial and municipal levels 

e depository publications of reference value 

e non-depository publications issued by government 
organizations, laboratories and research centres 

e non-profit organizations, educational institutions 
and research groups 

e some monographs and serials issued by Statistics 
Canada 


ORGANIZATION 


Canadian Research Index comprises the following 
sections: 


Title index: A full bibliographic citation for each title. 
Corporate name index: Access by controlled format 
corporate names based on Canadiana Authorities. 


Personal name index: Access by personal name. 
Subject index: Subject terms based on Library of 
Congress and Canadian Subject Headings are assigned 
to each document. A cross-referencing structure assists 
searchers. 

Series titles: Lists by title and numbers all reports in a 
series; series are available as an on-going subscription 
or retrospective collection. 

Microfiche collections: Lists contents of each fiche 
collection for quick reference. These collections can be 
used as current awareness lists in broad subject areas to 
notify users of new acquisitions. 


ELECTRONIC ACCESS 


The full Canadian Research Index file from 1982 to 
date is available in electronic formats on the 
SilverPlatter SPIRS platform. It is accessible on CD; it 
may be licensed for network use on a local server or on 
a SilverPlatter ERL server; and it is available for 
Internet subscription. Reports may be ordered through 
the National Technical Information Service in the 
U.S.A., or directly through IHS/Micromedia's Global 
Information Centre. All catalogued documents issued 
by Statistics Canada are now included in electronic 
versions of Canadian Research Index. For 
information, contact IHS/Micromedia's CD Centre at 
1-800-387-2689. 


DOCUMENT DELIVERY 


The unique Microlog Accession Number is the key to 
immediate retrieval of any document. Most documents 
cited in Canadian Research Index are available as 
part of the Microlog Microfiche Subscription 
Service. Institutions may subscribe to complete or 
partial collections of the documents in the Index. 
Individual copies on microfiche or paper reprints may 
be ordered through IHS/Micromedia's Document 
Delivery Service. To order, please contact: 


IHS/Micromedia Limited 

Global Information Centre 

240 Catherine St. Ste 305 
Ottawa, ON K2P 2G8 


(613) 237-4250 Toll Free: 1-800-567-1914 
Fax: (613) 237-9184 
e-mail: tic@micromedia.on.ca 


(0498) 


Introduction 


Microlog : Index de recherche du Canada met à 
votre disposition toutes les publications du 
gouvernement et les travaux de recherche difficiles à se 
procurer. L’Index de recherche du Canada imprimé 
est un service mensuel d’indexation. Une version 
électronique est également offerte sur CD-ROM ou 
dans Internet. Microlog représente notre service de 
documents en texte intégral. La plupart des titres 
figurant dans l’Index sont disponibles sous forme 
imprimée et sur microfiche. Ces services combinés 
constituent un outil très efficace pour retrouver les 
publications des différents gouvernements du Canada. 


L’Index contient entre autres des recherches en 
sciences physiques, naturelles et sociales, des énoncés 
de politique, des statistiques et des rapports annuels. 


Les ouvrages publiés en français ou en anglais sont 
indexés et résumés dans la langue de publication; les 
ouvrages bilingues sont traités dans les deux langues. 
Les résumés sont disponibles exclusivement dans les 
versions électroniques de l’index dès l’an 1998. 


De vastes efforts sont déployés pour assurer la 
pertinence de l’index. Par exemple, on peut obtenir les 
documents qui figurent sur la Liste des publications du 
gouvernement du Canada environ deux mois après leur 
parution sur cette liste. 


SOURCES 


e publications fédérales, provinciales et municipales 

e publications déposées servant de référence 

e publications non déposées publiées par les 
organismes gouvernementaux, les laboratoires et 
les centres de recherche 

e publications d’organismes à but non lucratif, 
d'établissements d’enseignement et de groupes de 
recherche 

e certaines monographies et publication en série 
publiées par Statistique Canada 


ORGANISATION DE L’INDEX 


L’Index de recherche du Canada comprend les 
sections suivantes : 


Index des titres: tous les titres sont catalogués. 

Index des dénominations sociales: donne un accés par 
dénominations sociales fondées sur les vedettes 
d’autorité du service Canadiana. 

Index des noms: donne un accès par auteur. 

Index des matières: des descripteurs fondés sur les 
vedettes matières des documents Library of Congress 


Subject Headings et Canadian Subject Headings sont 
associés à chaque publication; un réseau de renvois 
facilite la recherche. 

Titres de collections: tous les rapports publiés en série 
sont classés par titre et numéro. Ces documents sont 
disponibles par le biais d’un abonnement permanent et 
ils sont aussi intégrés à une collection rétrospective. 
Collections de microfiches: chaque collection apparaît 
dans une section séparée pour faciliter la recherche. 
Ces listes peuvent aussi servir à renseigner les usagers 
sur les nouveautés. 


ACCÈS ÉLECTRONIQUE 


Le fichier complet de l’Index de recherche du 
Canada, de 1982 à aujourd’hui, est disponible sous 
forme électronique à partir de la plate-forme 
SilverPlatter SPIRS. Il est offert sur CD-ROM et il est 
possible d’obtenir des licences d’utilisation en réseau 
pour un serveur local ou pour un serveur SilverPlatter 
ERL. Il est également disponible par le biais d’un 
abonnement Internet. Les rapports peuvent être 
commandés par l’intermédiaire du National Technical 
Information Service aux États-Unis ou encore 
directement au Global Information Centre de 
IHS/Micromedia. Tous les documents catalogués 
publiés par Statistique Canada sont intégrés dans les 
versions électroniques de l’Index de recherche du 
Canada. Pour plus de détails, contactez le personnel de 
IHS/Micromedia au 1 800 387-2689. 


LIVRAISON DE DOCUMENTS 


Le numéro d’accès unique de Microlog est la clé qui 
permet de repérer immédiatement tout document. La 
majorité des documents cités dans l’Index de 
recherche du Canada sont offerts par le service 
d'abonnement aux microfiches de Microlog. Les 
organismes peuvent s’abonner à l’ensemble ou à 
certaines des collections de documents de l’Index. On 
peut également commander des reproductions de 
documents sur microfiches ou sur papier par 
l’intermédiaire du service de livraison de documents de 
IHS/Micromedia. Pour commander, communiquer 
avec: 


IHS/Micromedia Ltée 
Global Information Centre 
240 rue Catherine, bureau 305 
Ottawa ON K2P 2G8 


(613) 237-4250 sans frais : 1 800 567-1914 
Télécopieur : (613) 237-9184 
courrier électronique: tic@micromedia.on.ca 


FICHE COLLECTIONS 


Documents from CRI are available on microfiche through various 
subscription plans ranging from the complete collection to subsets by 
level of government (jurisdiction), geographic area, or subject. 
JURISDICTION COLLECTIONS 


Federal: titles issued at the federal level, both depository and non- 
depository 


Provincial: titles issued by provincial governments 


Local/Municipal: titles issued by local governments 


GEOGRAPHIC COLLECTIONS 

Alberta 

Atlantic Provinces: Newfoundland, N.S., N.B., P.E.l. 
British Columbia 

Manitoba/Saskatchewan 


Northern Regions: N.W.T., Yukon Territory, Arctic regions 


Ontario 


Quebec 


SPECIAL COLLECTIONS 


Critical issues: documents from Canadian jurisdictions on issues that 
receive public attention and are the subject of debate 


Fisheries and Oceans Canada: documents published by the Dept. of 
Fisheries and Oceans 


Canada Centre for Mineral and Energy Technology (CANMET): 
documents published or contracted out by the Centre 


Depository Collection: documents published by the federal government 
issued through the Federal Depository Program 


FEARO: documents published by the Canadian Environmental 
Assessment Research Council (CEARC) and/or the Federal Environmental 
Assessment Research Office (FEARO) 


Non-Depository Collection: documents published by the federal 
government, not issued through the Federal Depository. Program. 
Available as a complete collection or as a science or social science 
sub-collection 


ONTERIS (ON COLLECTION): ONTERIS documents for which we have 
microfilming rights and which meet our inclusion policy 


CA 


PR 


MU 


AL 


AP 


BC 


MS 


Qu 


Cl 


CF 


CM 


DE 


FE 


ND 


OR 


COLLECTIONS DE MICROFICHES 


Les publications incluses dans l'IRC sont en vente sur microfiches, 
en collection compléte ou en collections plus petites regroupant des 
titres par juridiction, par aire géographique ou par matiére. 
COLLECTIONS GOUVERNEMENTALES 


Fédéral : publications émises par le gouvernement fédéral, régies ou 
non par le Programme de dépôt 


Provincial : publications émises par les gouvernements provinciaux. 


Local/Municipal : publications émises par les gouvernements locaux 


"et municipaux 


COLLECTIONS GEOGRAPHIQUES 

Alberta 

Provinces de l'Atlantique : T.-N., N.-É. N.-B., lle-du-Prince-Édouard 
Colombie-Britannique 

Manitoba et Saskatchewan 


Régions du nord : Territoires du Nord-Ouest, Yukon, régions 
arctiques 


Ontario 


Québec 


COLLECTIONS PARTICULIÈRES 


Sujets d'actualité : documents publiés au Canada et portant sur 
des questions d'intérêt public et des sujets de débat 


Pêches et Océans Canada : documents publiés par le Département 
des pêches et océans 


Centre canadien de la technologie des Minéraux et de l'énergie 
(CANMET) : documents publiés ou commandés par le Centre 


Programme de dépôt : documents publiés par le gouvernement 
fédéral régis par le Programme de dépôt : 


BFEEE : documents publiés par le Conseil canadien de recherche sur 
les évaluations environnementales (CCREE) et/ou le Bureau fédéral 
d'examen des évaluations environnementales (BFEEE) 


Collection non déposée : documents publiés par le gouvernement 
fédéral, non régis par le Programme de dépôt, disponible en collection 
complète ou en sous-collection Scientifique ou Sciences humaines. 


ONTERIS (COLLECTION ON) : documents d'ONTERIS pour lesquels 
nous avons les droits de microfilmage et qui satisfont à nos 
politiques d‘inclusion 


Science: agriculture; energy; environment; fisheries; forestry; life 
sciences: natural resources, earth sciences and mining; physical 
sciences: planning, housing and construction industry; technology: 
telecommunications; transportation 


Social sciences: behavioural sciences; commerce and economics; 
culture, recreation and humanities; education; external affairs; health and 
medical care; justice. and law; labour; native peoples; public 
administration; public works; social affairs 


Statistics: statistical documents or documents containing a significant 
amount of statistical data 


SUBJECT COLLECTIONS 


Agriculture: agricultural chemistry and economics; agricultural 
equipment facilities and operations; agricultural resource surveys; 
agronomy, horticulture and plant pathology; animal husbandry and 
veterinary medicine; food technology 


Behavioural sciences: abuse; human behaviour; psychology; public 
opinion; suicide; survey methods 


Commerce and Economics: banking and finance; consumer affairs; 
domestic and international commerce, marketing and economics; foreign 
industry development and economics 


Culture, Recreation and Humanities: archaeology; arts; history and 
historic sites; libraries; lotteries; recreational activities; sports; theatre 


Education: community and school; educational legislation; educational 
research; issues related to school-aged children; learning; school and 
university funding; teacher collective bargaining and pension funds; 
teaching methods 


Energy: batteries and components; electric power production; fuel 
conversion processes; fuels; geothermal energy; heating and cooling 
systems; policies and regulations; resources; solar energy; supply and 
demand; transmission 


Environment: environmental assessment reports; environmental health 
and safety; environmental policy; pollution and control of air, noise, solid 
wastes, water, pesticides and radiation 


External Affairs: disarmament and. arms control; foreign affairs and 
policy; foreign aid; international relations and trade 


Fisheries: aquaculture; commercial fishing, fishing equipment and 
processing of fishery products; fish biology and habitat; fishing boat 
accidents; laws related to fisheries; sport fishing 


Forestry: afforestation and reforestation; forest ecology; forest fires 
and prevention; forest products; logging; pulp and paper industry; wood 
trade 


sc 


ss 
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AG 


BS 
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CU 
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EV 
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Fl 
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Science : agriculture; énergie; environnement; péche; planification 
logement et industrie de la construction; sciences de la vie 
ressources naturelles, sciences de la Terre et exploitation minière 
sciences physiques; sylviculture; technologie; télécommunications 
transport 


Sciences sociales : administration publique; affaires extérieures 
affaires sociales commerce et économie; culture, récréation e 
sciences humaines; éducation; justice et droit; populations 
autochtones; santé et soins médicaux; science du comportement 
travail; travaux publics 


Statistiques : documents statistiques ou contenant une quantité 
importante de données statistiques 


COLLECTIONS PAR MATIERE 


Agriculture : agronomie, horticulture et pathologie végétale; chimie 
et économie de l'agriculture; élevage et science vétérinaire: 
installations et fonctionnement de l'équipement agricole; sondage sur 
les ressources agricoles; technologie alimentaire 


Science du comportement : comportement humain; méthodes de 
sondage; opinion publique; personne maltraitée; psychologie; suicide 


Commerce et économie : affaires et finances: commerce national 
et international; consommation; développement et économie de 
l'industrie étrangère; marketing et science économique 


Culture, loisirs et sciences humaines : activité récréative: 
archéologie; arts; bibliothèques; histoire et sites historiques; loteries; 
sports; théâtre 


Éducation: apprentissage; école et communauté: financement scolaire 
et universitaire; législation scolaire; méthodes d‘enseignement; 
négociation collective et fonds de pension de l'enseignant; questions 
concernant les enfants d'âge scolaire; recherche en éducation 


Énergie : combustible; énergie géothermique; énergie solaire: offre 
et demande; piles et composantes; procédés de conversion du 
combustible; politiques et règlements; production d'électricité; 
ressources; Systèmes de chauffage et de refroidissement; 
transmission 


Environnement : contrôle et pollution (air, bruit, déchets solides, 
eau, pesticides et radiation}; politique environnementale; rapports 
d'évaluation environnementaux; santé et sécurité de l’environnement 


Affaires extérieures : aide étrangère; commerce international 
désarmement et contrôle des armes; relations et politiques 
étrangères; relations internationales 


Pêche : accidents de bateaux de pêche; aquiculture; biologie et 
habitat du poisson; loi concernant la pêche; pêche commerciale, 
équipement de pêche et transformation des produits de la pêche; 
pêche sportive 


Forêts et sylviculture : écologie forestière; exploitation des forêts; 
feux de forêts et prévention des feux de forêts: industrie des pâtes 
et papiers; menuiserie; produits forestiers; reboisement 


Health and medical care: health care assessment and quality 
assurance; health care utilization; health-related cost; health services; 
public health and industrial medicine; technology; vital statistics 


Justice and law: coroner; corrections; courts; crime; human and civil 
rights; law reform; ombudsman; police activities 


Labour: arbitration and collective bargaining; job training and career 
development; personnel management, industrial relations and manpower 
Studies; productivity; salary administration; unemployment 


Life sciences: anatomy; biology; botany; ecology; genetics; medicine; 
nutrition; pathology; physiology; zoology 


Native peoples: documents published about Canada's native peoples, 
or about issues involving them 


Natural resources, earth sciences and mining: cartography; geology 
and geophysics; hydrology and limnology; mineral industries; natural 
resource management; natural resource surveys; oceanography; snow, 
ice and permafrost; soil sciences 


Public administration: elections; federal, provincial. and local 
government structure, operation and administration; government 
operations; intergovernmental relations; ombudsman; parliamentary 
process; public finance and budgetary papers; taxation 


Planning, housing and construction industry: architectural design and 
environmental engineering; construction management and techniques; 
land use planning; urban and regional planning 


Physical sciences: astronomy; chemistry; computer sciences; detection; 
engineering; manufacturing technology; materials science; mathematics; 
meteorology; nuclear science; ordnance; physics; space technology 


Public works: crown corporations; documents covering structures paid 
for by government funds for public use (e.g. roads, dams, post offices); 
emergency and fire services; public utilities 


Social affairs: adoption; aged; alcohol and drug problems; demography; 
families; handicapped; housing and public housing; minorities; public 
welfare; social issues; social services; veterans affairs; women 


Telecommunications: communication satellites; communications and 
broadcasting policy, regulation and technology; computer network 
communications; facsimile; information systems; mass media; postal 
service; publishing; telephones; use and planning of communications 


Transportation: air, marine, pipeline, railroad and road transportation; 
traffic planning and engineering; transportation safety; urban 
transportation 


HE 


JU 


LA 


LS 


NP 


PA 


PL 


PS 


PW 


SA 


TE 


TR 


Santé et soins médicaux : assurance de la qualité et évaluation 
des soins médicaux; coûts reliés à la santé; exploitation des soins 
médicaux; santé publique et médecine industrielle; services médicaux; 
statistiques démographiques; technologie 


Justice et droit : activités policières: coroner; correction; cour; 
droits civiques et de la personne; Ombudsman; réforme de la loi 


Travail : arbitrage et négociation collective: chômage; études sur la 
gestion du personnel, les relations industrielles: et la main-d'oeuvre; 
formation à l'emploi et évolution de carrière; productivité; salaires 


Sciences de la vie : anatomie; biologie; botanie; \écologie; génétique; 
médecine; nutrition; pathologie; psychologie; zoologie 


Populations autochtones : documents publiés sur les peuples 
autochtones du Canada, ou sur des questions connexes 


Ressources naturelles, sciences de la Terre et mines : 
cartographie; géologie et géophysique; gestion des ressources 
naturelles; hydrologie et limnologie; industries minérales; neige, glace 
et permafrost; océanographie; sondages sur les ressources naturelles 


Administration publique : ‘élections; finances publiques et 
documents budgétaires; fonctionnement gouvernemental: Ombudsman; 
processus parlementaire; relations intergouvernementales; structure, 
fonctionnement et administration des gouvernements fédéral, 
provinciaux et locaux; taxation 


Planification, logement et industrie de la construction : 
conception architecturale et génie environnemental; gestion et 
techniques de la construction; planification de l'utilisation des sols; 
planification urbaine et régionale 


Sciences physiques : artillerie; astronomie; chimie; détection; 
informatique; ingénierie; mathématiques; météorologie; physique; 
science des matériaux; sciences nucléaires; technologies de 
fabrication; technologie spatiale 


Travaux publics : documents portant sur les structures financées 
par les fonds gouvernementaux pour usage public (p. ex. routes, 
barrages et bureaux de poste); services d'urgence et d'incendie; 
service public; société d'état 


Affaires sociales : adoption; alcoolisme et toxicomanie; assistance 
publique; démographie; famille; femmes; logement et logement social; 
minorité; personnes âgées; personnes handicapées; questions d'aspect 
social; services sociaux; vétéran 


Télécommunications : communications et politique, règlement et 
technologie de radiodiffusion; communication par réseaux 
d'ordinateurs; édition; fac-similé; mass media; satellites de 
communication; service postal; systèmes d'information; téléphones; 
utilisation et planification des communications 


Transport : gestion et génie du transport; sécurité routière; 
transport aérien, maritime, par pipeline, ferroviaire et routier; 
transport urbain 


Digitized by the Internet Archive — 
in 2023 with funding from 
University of Toronto 


https://archive.org/details/31761117016220 


1995 survey of recreational fishing in 
Canada 


Ottawa : Dept. of Fisheries & Oceans, Economic 
& Policy Analysis Directorate, Statistical Services, 
1997. vii, 122 p. : ill. (Economic and commercial 
analysis report / Canada. Dept. of Fisheries & 
Oceans ; no. 154 ISSN 0843-5626) French ed. 
(Enquête sur la pêche récréative...) : 98-04910/2. 
CCG-P no. Fs 66-5/154E 

MICROLOG 98-04909 (2 fiche) 

CA CF CU FI ND SS ST 


1996 Census of Canada, release #5: 
ethnic origin, iabour market and education 


Halifax : Nova Scotia Finance, Fiscal & Economic 
Policy, Statistics, 1998. 11 p. 

MICROLOG 98-05108 (1 fiche) 

AP ED LA PR SA SS ST 


1997 status report 


Alberta. Regulatory Reform Task Force. Edmon- 
ton : The Task Force, 1997. 76 p. Cover title: 
Regulatory Reform Task Force report. 
MICROLOG 98-04949 (1 fiche) 

AL JU PA PR SS 


1998-99 budget : budget plan 


Québec (Province). Ministére des finances. Que- 
bec : The Ministère, 1998. 114 p. : M. French ed. 
(Budget 1998-99 : plan...) : 98-04855/2. 
MICROLOG 98-04854 (2 fiche) 

CO PA PR QU SS 


1998-99 budget : budget speech 


Québec (Province). Ministère des finances. Que- 
bec : The Ministère, 1998. ii, 39 p. French ed. 
(Budget 1998-99 : discours...) : 98-04876/1. 
MICROLOG 98-04872 (1 fiche) 

CO PA PR QU SS 


1998-99 estimates, part Ili, report on plans 
and priorities : Agriculture & Agri-Food 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 45, 45 p. Bilingual 
(Budget des dépenses...Agricutture...). 
MICROLOG 98-04646 (2 fiche) 

AG CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Atlantic Canada 
Opportunities Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 66, 68 p. : Bibl. Bilin- 
gual (Budget des dépenses...Agence de promo- 


Title Index 
Index des titres 


tion...). 
MICROLOG 98-04650 (2 fiche) 
AP CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Atomic Energy Control 
Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 20, 21 p. : Bibl. Bilin- 
gual (Budget des dépenses...Commission de 
contrôle..). 

MICROLOG 98-04641 (1 fiche) 

CA CO DE EN PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canada Economic 
Development for Quebec Regions 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 45, 47 p. : Bib/. Bilin- 
gual (Budget des dépenses...Développement...). 
MICROLOG 98-04865 (2 fiche) 

CA CO DE PA QU SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canada Information Office 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 19, 20 p. Bilingual 
(Budget des dépenses...Bureau d’information...). 
MICROLOG 98-04690 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canada Labour Relations 
Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 15, 15 p. Bilingual 
(Budget des dépenses...Conseil canadien...). 
MICROLOG 98-04676 (1 fiche) 

CA CO DE LA PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Artists & 
Producers Professional Relations Tribunal 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ermment Publishing, 1998. 18, 18 p. Bilingual 
(Budget des dépenses...Tribunal canadien...). 
MICROLOG 98-04648 (1 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Centre for 
Management Development 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 32, 35 p. Bilingual 
(Budget des dépenses...Centre canadien...). On 
title page: For the period of 1998-99 to 2000-2001. 
MICROLOG 98-04657 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Centre for 
Occupational Health & Safety 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 13, 13 p. Bilingual 
(Budget des dépenses...Centre canadien d’hy- 
giéne...). 

MICROLOG 98-04636 (1 fiche) 

CA CO DE HE LA PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Environmental 
Assessment Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 29, 35 p. Bilingual 
(Budget des dépenses...Agence canadienne...). 
MICROLOG 98-04656 (1 fiche) 

CA CO DE EV FE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Food Inspection 
Agency 
Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. il, 29, ii, 30 p. Bilingual 
(Budget des dépenses...Agence canadienne...). 
MICROLOG 98-04857 (1 fiche) 
AG CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Heritage 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 63, 65 p. Bilingual 
(Budget des dépenses...Patrimoine...). 
MICROLOG 98-04660 (2 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Human Rights 
Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 19, 19 p. : Bibl. Bilin- 
gual (Budget des dépenses...Commission canadi- 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 1 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


EE 


enne...). 
MICROLOG 98-04645 (1 fiche) 
CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian 
Intergovernmental Conference Secretariat 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 18, 18 p. Bilingual 
(Budget des dépenses...Secrétariat des 
conférences...). 

MICROLOG 98-04639 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian International 
Development Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 


emment Publishing, 1998. v, 56, v, 58 p. Bilingual 


(Budget des dépenses...Agence canadienne...). 
MICROLOG 98-04720 (2 fiche) 
CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian International 
Trade Tribunal 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 15, 15 p. : Bibi. Bilin- 
gual (Budget des dépenses...Tribunal canadien...). 
MICROLOG 98-04652 (1 fiche) 

CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Radio-Television 
& Telecommunications Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 


emment Publishing, 1998. Il, 27, ll, 30 p. Bilingual 


(Budget des dépenses...Conseil de la...). 
MICROLOG 98-04643 (1 fiche) 
CA CO DE PA SS TE 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Space Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 62, 65 p. Bilingual 
(Budget des dépenses...Agence spatiale...). 
MICROLOG 98-04654 (2 fiche) 

CA CO DE PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Canadian Transportation 
Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 20, 22 p. Bilingual 
(Budget des dépenses...Office des transponrts...). 
MICROLOG 98-04689 (1 fiche) 

CA CO DE PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Citizenship & Immigration 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 32, 34 p. Bilingual 
(Budget des dépenses...Citoyenneté...). 
MICROLOG 98-04683 (1 fiche) 

CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Civil Aviation Tribunal 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 13, 13 p. : Bibl. Bilin- 
gual (Budget des dépenses... Tribunal de l’avia- 
tion. 


at 
MICROLOG 98-04667 (1 fiche) 
CA CO DE PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Competition Tribunal 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 17, 18 p. Bilingual 
(Budget des dépenses... Tribunal de /a...). 
MICROLOG 98-04669 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ili, report on plans 
and priorities : Copyright Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 20, 21 p. Bilingual 
(Budget des dépenses...Commission du droit...). 
MICROLOG 98-04693 (1 fiche) 

CA CO DE PA SS TE 


1998-99 estimates, part Ill, report on plans 
and priorities : Correctional Service 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. |, 40, |, 37 p. Bilingual 
(Budget des dépenses...Service correctionnel...). 
MICROLOG 98-04666 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Department of Finance 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 46, 53 p. : Bibl. Bilin- 
gual (Budget des dépenses...Ministére des fi- 
nances...), 

MICROLOG 98-04664 (2 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Department of Foreign 
Affairs & International Trade 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. il, 67, Ill, 74 p. Bilin- 
gual (Budget des dépenses...Ministére des...). 
MICROLOG 98-04692 (2 fiche) 

CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Department of Justice 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 42, 46 p. : Bibl. Bilin- 
gual (Budget des dépenses...Ministére de la...). 
MICROLOG 98-04678 (2 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Environment Canada 
Canada. Dept. of Finance. Ottawa : Public Works 


& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 62, 65 p. Bilingual 


des dépenses...Environnement Canada). 
MICROLOG 98-04661 (2 fiche) 
CA CO DE EV PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Fisheries and Oceans 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 68, 74 p. : Bibl. Bilin- 
gual (Budget des dépenses...Péches...). 
MICROLOG 98-04647 (2 fiche) 

CA CF CO DE FI PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Hazardous Materials 
Information Review Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 19, 18 p. : Bibl. Bilin- 
gual (Budget des dépenses...Conseil de 
contr6le...). 

MICROLOG 98-04688 (1 fiche) 

CA CO DE EV PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Health Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. iii, 81, iii, 90 p. : Bibi. 
Bilingual (Budget des dépenses...Santé...). 
MICROLOG 98-04680 (2 fiche) 

CA CO DE HE PA SS 


1998-99 estimates, part III, report on plans 
and priorities : Human Resources 
Development Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 70, 77 p. : ili., Bibl. Bi- 


lingual (Budget des dépenses...Développe- 
ment. 


MICROLOG 98-04681 (2 fiche) 
CA CO DE LA PA SS : 


1998-99 estimates, part Ill : report on plans 
and priorities : Human Rights Tribunal 
Panel 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ermment Publishing, 1998. 18, 18 p. Bilingual 
(Budget des dépenses...Comité du tribunal...). 
MICROLOG 98-04856 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Immigration and Refugee 
Board 


Canada. Dept. of Finance. Ottawa : Public Works 

& Government Services Canada, Canadian Gov- 

ernment Publishing, 1998. 27, 29 p. Bilingual 

a des dépenses...Commission de l’immigra- 
lon. 


MICROLOG 98-04644 (1 fiche) 
CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Indian & Northern Affairs 
Canada and Canadian Polar Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 71, 75 p. : iil. Bilingual 
(Budget des dépenses...Affaires indiennes...). 
MICROLOG 98-04679 (2 fiche) 

CA CO DE NO NP PA SS 


Pour des copies de ces publications, contacter: 


2 IHS/Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


1998-99 estimates, part Ill, report on plans 
and priorities : Industry Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. lil, 93, lil, 105 p. : iil. 
Bilingual (Budget des dépenses...industrie...). 
MICROLOG 98-04671 (3 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Law Commission of 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 21, 22 p. Bilingual 
(Budget des dépenses...Commission du droit...). 
MICROLOG 98-04877 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Medical Research Council 
of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 39, 43 p. : ill, Bibl. Bi- 
lingual (Budget des dépenses...Conseil de re- 
cherches...). 

MICROLOG 98-04675 (1 fiche) 

CA CO DE LS PA SC 


1998-99 estimates, part Ill, report on plans 
and priorities : NAFTA Secretariat, 
Canadian Section 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 15, 15 p. Bilingual 
(Budget des dépenses...Secrétariat de...). 
MICROLOG 98-04684 (1 fiche) 

CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Archives of 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 31, 33 p. Bilingual 
(Budget des dépenses...Archives nationales...). 
MICROLOG 98-04687 (1 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Battlefields 
Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 13, 13 p. Bilingual 
(Budget des dépenses...Commission des...). 
MICROLOG 98-04691 (1 fiche) 

CA CO CU DE PA QU SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Defence 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 162, 183 p. : il. Bilin- 
gual (Budget des dépenses...Défense...). 
MICROLOG 98-04640 (4 fiche) 

CA CO DE EX PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Energy Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 29, 33 p. Bilingual 
(Budget des dépenses...Office national...). 
MICROLOG 98-04642 (1 fiche) 

CA CO DE EN PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Film Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 28, 29 p. Bilingual 
(Budget des dépenses...Office national...). 
MICROLOG 98-04721 (1 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Library of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 33, 35 p. Bilingual 
(Budget des dépenses...Bibliothéque nationale...). 
MICROLOG 98-04670 (1 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Parole Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 27, 31 p. Bilingual 
(Budget des dépenses...Commission nationale...). 
MICROLOG 98-04635 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : National Research Council 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 49, 53 p. Bilingual 
(Budget des dépenses...Conseil national...). 
MICROLOG 98-04663 (2 fiche) 

CA CO DE PA SC 


1998-99 estimates, part Ill, report on plans 
and priorities : National Round Table on 
the Environment & the Economy 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 17, 18 p. Bilingual 
(Budget des dépenses...Table ronde...). 
MICROLOG 98-04685 (1 fiche) 

CA CO DE EV PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Natural Resources Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 65, 70 p. Bilingual 
(Budget des dépenses...Ressources...). 
MICROLOG 98-04633 (2 fiche) 

CA CO DE NR PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Natural Sciences & 
Engineering Research Council of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 27, 28 p. : Bibl. Bilin- 
gual (Budget des dépenses...Conseil de re- 
cherches...). 


MICROLOG 98-04668 (1 fiche) 
CA CO DE PA PS SC 


1998-99 estimates, part Ill, report on plans 
and priorities : Northern Pipeline Agency 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 14, 14 p. Bilingual 
(Budget des dépenses...Administration du pipe- 
line...). 

MICROLOG 98-04674 (1 fiche) 

CA CO DE EN PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Office of the Auditor 
General of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. i, 29, i, 29 p. : ill. Bilin- 
gual (Budget des dépenses...Bureau du vérifi- 
cateur...). 

MICROLOG 98-04665 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Office of the Chief Electoral 
Officer 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 23, 24 p. : Bibl. Bilin- 
gual (Budget des dépenses...Bureau du Direc- 
teur...). 

MICROLOG 98-04672 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Office of the Commissioner 
for Federal Judicial Affairs 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 19, 19 p. : Bibl. Bilin- 
gual (Budget des dépenses...Bureau du Commis- 
saire...). 

MICROLOG 98-04677 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part III, report on plans 
and priorities : Office of the Correctional 
Investigator 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 24, 24 p. Bilingual 
(Budget des dépenses...Bureau...). 

MICROLOG 98-04682 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Office of the 
Superintendent of Financial Institutions 
Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 24, 25 p. : Bibl. Bilin- 
gual (Budget des dépenses...Bureau du surinten- 
dant...). 

MICROLOG 98-04686 (1 fiche) 

CA CO DE PA SS 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 3 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


po ee  ———_———]——— " —"" —— "| "|"  ——— 


1998-99 estimates, part Ill, report on plans 
and priorities : offices of the Information 
and Privacy Commissioners 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 20, 21 p. Bilingual 
(Budget des dépenses...commissariats a...). 
MICROLOG 98-04774 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part III, report on plans 
and priorities : Patented Medicine Prices 
Review Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 17, 19 p. Bilingual 
(Budget des dépenses...Conseil d’examen...). 
MICROLOG 98-04784 (1 fiche) 

CA CO DE HE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Privy Council Office 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 30, 31 p. Bilingual 
(Budget des dépenses...Bureau du Conseil...). 
MICROLOG 98-04778 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Public Service Commission 
of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 40, 46 p. : Bibl. Bilin- 
gual (Budget des dépenses...Commission de la 
fonction...). 

MICROLOG 98-04787 (2 fiche) 

CA CO DE LA PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Public Service Staff 
Relations Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 18, 18 p. : Bibl. Bilin- 
gual (Budget des dépenses...Commission des...). 
MICROLOG 98-04780 (1 fiche) 

CA CO DE LA PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Public Works and 
Government Services Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. iii, 71, iii, 76 p. Bilin- 
gual (Budget des dépenses... Travaux publics...). 
MICROLOG 98-04772 (2 fiche) 

CA CO DE PA PW SS 


1998-99 estimates, part Ili, report on plans 
and priorities : RCMP External Review 
Committee 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 16, 16 p. Bilingual 
oni des dépenses...Comité externe d’exa- 
MICROLOG 98-04785 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : RCMP Public Complaints 
Commission 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 16, 16 p. Bilingual 
(Budget des dépenses...Commission des 
plaintes...). 

MICROLOG 98-04783 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Registry of the Federal 
Court of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 24, 25 p. Bilingual 
(Budget des dépenses...Greffe de la Cour...). 
MICROLOG 98-04782 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Revenue Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 45, 50 p. Bilingual 
(Budget des dépenses...Revenu Canada). 
MICROLOG 98-04722 (2 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Royal Canadian Mounted 
Police 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 41, ili, 46 p. Bilingual 
(Budget des dépenses...Gendarmerie royale...). 
Running title: A report on plans and priorities for 
1998/99-2000/01. 

MICROLOG 98-04777 (2 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Security Intelligence 
Review Committee 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 17, 17 p. Bilingual 
(Budget des dépenses...Comité de surveil- 
lance...). 

MICROLOG 98-04775 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Social Sciences and 
Humanities Research Council of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 31, 34 p. : ill., Bibl. Bi- 
lingual (Budget des dépenses...Conseil de re- 
cherches...). 

MICROLOG 98-04779 (1 fiche) 

CA CO CU DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Solicitor General Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 38, 40 p. Bilingual 
(Budget des dépenses...Solliciteur...). 
MICROLOG 98-04776 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Statistics Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 39, 41 p. Bilingual 
(Budget des dépenses...Statistique Canada). 
MICROLOG 98-04638 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Supreme Court of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 25, 25 p. Bilingual 
(Budget des dépenses...Cour supréme...). 
MICROLOG 98-04781 (1 fiche) 

CA CO DE JU PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Tax Court of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 22, 22 p. Bilingual 
(Budget des dépenses...Cour canadienne...). 
MICROLOG 98-04773 (1 fiche) 

CA CO DE PA SS 


1998-99 estimates, part Ill, report on plans 
and priorities : Transport Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 65, 67 p. Bilingual 
(Budget des dépenses...Transports Canada). 
MICROLOG 98-04717 (2 fiche) 

CA CO DE PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Transportation Safety 


-Board of Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 26, 26 p. Bilingual 
(Budget des dépenses...Bureau de la sécurité...). 
MICROLOG 98-04789 (1 fiche) 

CA CO DE PA SS TR 


1998-99 estimates, part Ill, report on plans 
and priorities : Treasury Board of Canada, 
Secretariat 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. iv, 54, iv, 58 p. Bilin- 
gual (Budget des dépenses...Secrétariat...). 
MICROLOG 98-04637 (2 fiche) 

CA CO DE PA SS 


1998-99 estimates, pari Ill, report on plans 
and priorities : Veterans Affairs Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 45, 47 p. : iil., Bibl. Bi- 
lingual (Budget des dépenses...Anciens...). 
MICROLOG 98-04634 (2 fiche) 

CA CO DE PA SA SS 


1998-99 estimates, part lil, report on plans 
and priorities : Western Economic 
Diversification Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1998. 24, 25 p. Bilingual 
(Budget des dépenses...Diversification de 
léconomie...). 


Pour des copies de ces publications, contacter: 


4 IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


MICROLOG 98-04788 (1 fiche) 
AL BC CA CO DE MS PA SS 


1998-99 main estimates, part Ill, report on 
plans and priorities : Office of the 
Commissioner of Official Languages 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
emment Publishing, 1998. 27, 27 p. Bilingual 
(Budget des dépenses...Commissariat aux 
langues...). 

MICROLOG 98-04673 (1 fiche) 

CA CO DE PA SS 


The 1998 budget : falling behind on debt 
reduction 


By Kenneth J. Boessenkool. Toronto : C.D. Howe 
Institute, 1998. 3 p. (Backgrounder / C.D. Howe 
Institute) 

MICROLOG 98-04917 (1 fiche) 

CA CI PA SS 


1998 Ontario budget : budget papers 


Ontario. Minisiry of Finance. Toronto : The Minis- 
try, 1998. 180 p. : ill. Jobs for the future, today : 
the Ontario success story (18 p.) laid in. 
MICROLOG 98-04627 (3 fiche) 

CO ON PA PR SS 


1998 Ontario budget : budget speech 


Toronto : Ministry of Finance, 1998. 28 p. : ill. 
MICROLOG 98-04626 (1 fiche) 
CO ON PA PR SS 


Ala recherche de données sur les femmes 
: les principales sources a Statistique 
Canada 


Ottawa : Condition féminine Canada, 1998. vil, 
168 p. : Bibl. L’éd. anglaise (Finding data on 
women...) : 98-04770/2. ISBN 0-662-82725-2 
GCC-E no SW21-22/1998F 

MICROLOG 98-04711 (2 fiche) (Available on fiche 
only) 

CA ND SA SS 


Aboriginal geographical names of Canada 
: an annotated bibliography — 3d ed. 


Compilation by Albertina Pianarosa. Ottawa : 
Geomatics Canada ; Canadian Permanent Com- 
mittee on Geographical Names, 1997. vi, 200 p. 
Bilingual (La Toponymie autochtone du Carr 
ada...). ISBN 0-660-60416-7 CCG-P 

no. M86-30/1997 

MICROLOG 98-04594 (3 fiche) 

CA CU DE NP NR SS 


L’Accès à la justice pour des victimes de 
harcèlement sexuel : ’impact de la 
décision Béliveau-St-Jacques sur les 
droits des travailleuses à l’indemnisation 
pour les dommages 


Par Katherine Lippel et Diane Demers. Ottawa : 


Condition féminine Canada, 1998. 47, 48 p. : Bibl. 


Sur la couv.: Recherche en matière de politiques. 
Bilingue (Access to justice for sexual harass- 
ment...). ISBN 0-662-63438-1 GCC-E 

no SW21-23/1998 

MICROLOG 98-04708 (2 fiche) (Available on fiche 
only) 

CA DE JU LA QU SA SS 


Access and privacy directory, provincial 
government and government agencies, 
Freedom of Information and Protection of 
Privacy Act 


Manitoba. Government Records Office. Winnipeg 
: The Office, 1998. 828 p. 

MICROLOG 98-05106 (9 fiche) 

MS PA PR SS 


Access to justice for sexual harassment 
victims : the impact of Béliveau St-Jacques 
on female workers’ rights to damages 


By Katherine Lippel and Diane Demers. Ottawa : 
Status of Women Canada, 1998. 48, 47 p. : Bibl. 
Bilingual (L’Accés à la justice pour des vic- 
times...). On cover: Policy research. 

ISBN 0-662-63438-1 CCG-P no. SW21-23/1998 
MICROLOG 98-04708 (2 fiche) (Available on fiche 
only) 

CA Cl DE JU LA QU SA SS 


Accession a une propriété abordable au 
Nouveau-Brunswick : document de travail 
pour recueillir des suggestions et favoriser 
des partenariats 


Frédéricton : Municipalités, culture et habitation, 
1998. 33, 33 p. Bilingue (Affordable homeowner- 
ship In New Brunswick...). 

MICROLOG 98-04983 (1 fiche) 

AP PR SA SS 


Accreditation handbook 1998 -— 4th ed. 


Edmonton : Private Colleges Accreditation Board, 
1998. vil, 110 p. 

MICROLOG 98-04938 (2 fiche) 

AL ED PR SS 


Acousto-optic correlation investigation : 
final report, September 1, 1996 to July 1, 
1997 — 73 


By Velimir M. Ristic. Ottawa : Defence Research 
Establishment Ottawa, 1997. li, p. : l., Bibl. (Con- 
tractor report / Defence Research Establishment 
Ottawa ; 97-629) 

MICROLOG 98-04741 (1 fiche) 

CA ND PS SC 


Action plan for the elimination of child 
prostitution in the city of Saskatoon : final 
report 


Saskatoon (Sask.). Mayor’s Task Force on Child 
Prostitution. Saskatoon, SK : The Task Force, 
1996. 27 p. 

MICROLOG 98-04813 (1 fiche) 

CI MS MU SA SS 


Adaptive beamforming with near 
instantaneous convergence in passive and 
active sonar systems 


By Amar C. Dhanantwari. Dartmouth, NS : Nation- 
al Defence, Research & Development Branch, De- 
fence Research Establishment Atlantic, 1997. ix, 
118 p. : iil., Bibl. (DREA contractor report / De- 
fence Research Establishment Atlantic ; DREA 
CR 97/429) 

MICROLOG 98-04567 (2 fiche) 

CA ND PS SC 


An Adaptive real-time agent for resource 
planning within tactical naval defence 


By Jean Berger, Frédéric Loranger and Martin 
Sauvé. Val-Bélair, PQ : Defence Research Estab- 
lishment Valcartier, 1997. v, 35 p. : iil., Bibl. 
(DREV report / Defence Research Establishment 


Valcartier ; R-9623) 
MICROLOG 98-04699 (1 fiche) 
CA EX ND PS SC 


Added resistance prediction in SHIPMO7 
using a near-field method 


By Kevin A McTaggart. Dartmouth, NS : National 
Defence, Research & Development Branch, De- 
fence Research Establishment Atlantic, 1997. vi, 
34 p. : ill., Bibl. (DREA technical memorandum / 
Defence Research Establishment Atlantic ; 
97/207) 

MICROLOG 98-04563 (1 fiche) 

CA ND PS SC 


Addiction services review, Province of 
Prince Edward Island 


See Report of the Review of the Addiction Ser- 
vices Program for the Province of Prince Edward 
Island 


Administration de pilotage des 
Laurentides (Canada) : Rapport annuel 
1997 


Montréal : l'Administration, 1998. 29, 29 p. : ill. 
Bilingue. 

MICROLOG 98-04601 (1 fiche) 

CA DE QU SC TR 


Adult chinook escapement assessment 
conducted on the Cowichan River during 
1996 


By D.A Nagtegaal and E.W. Carter. Nanaimo, BC 
: Fisheries & Oceans Canada, Science Branch, 
Pacific Region, Pacific Biological Station, 1998. 
vii, 65 p. : ii., Bibl. (Canadian manuscript report 
of fisheries and aquatic sciences / Canada. Dept. 
of Fisheries & Oceans ; no. 2449 

ISSN 0706-6473) CCG-P no. Fs 97-4/2449E 
MICROLOG 98-04914 (1 fiche) 

BC CA CF FI LS ND SC 


Aeroballistic range tests of the Basic 
Finner reference projectile at supersonic 
velocities 


By Alain D. Dupuis and W. Hathaway. Val-Bélair, 
PQ : Defence Research Establishment Valcartier, 
1997. viii, 138 p. : il., Bibl. (DREV memorandum / 
Defence Research Establishment Valcartier ; 
TM-9703) 

MICROLOG 98-04757 (2 fiche) 

CA ND PS SC 


L’Aérospatiale au Québec, 1997 


Montréal : Gouvernement du Québec, Ministére 
de l'industrie, du commerce, de la science et de 
la technologie ; Industrie Canada, 1997. xxiv, 
230 p. L’éd. anglaise (Quebec aerospace...) : 
98-01900/3. 

MICROLOG 98-04864 (3 fiche) 

CA CO PR PS QU SS 


Affordable homeownership in New 
Brunswick : a discussion paper to 
stimulate ideas and partnerships 


Fredericton : Municipalities, Culture & Housing, 
1998. 33, 33 p. Bilingual (Accession a une 
propriété abordabile...). 

MICROLOG 98-04983 (1 fiche) 

AP PR SA SS 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St. Suite 305, Ottawa ONT K2P 2G8 5 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


ee ÏÎU…— |"  —_…| Î" " __ __ _ _ Ï_ "" -…-…_ÏÎ "  U_Û_ __ _ 


Air quality monitoring for dioxins, furans 
and PCBs in the Swan Hills area, summer 
1997, July 7 to August 1 


Edmonton : Alberta Environmental Protection, 
1997. 9 p. : ill. 

MICROLOG 98-04923 (1 fiche) 

AL EV PR SC 


Alberta Agricultural Products Marketing 
Council : Annual report 1996-97 
Edmonton : The Council, 1997. 31 p. : iil. 


MICROLOG 98-05145 (1 fiche) 
AG AL CO PR PW SC 


Alberta. Appeals Commission : Annual 
report 1996 & 1997 
Edmonton : The Commission, 1998. 41 p. : iil, 
Bibl. 
MICROLOG 98-05137 (1 fiche) 
AL LA PR SS ST 


Alberta Automobile Insurance Board : 
Annual report 1997 


Edmonton : The Board, 1998. 8 p. 
MICROLOG 98-05107 (1 fiche) 
AL CO PR SS TR 


Alberta Dairy Control Board : Annual 
report 1996-97 
Wetaskiwin, AB : The Board, 1997. 25 p. 


MICROLOG 98-051 23 (1 fiche) 
AG AL CO PR SC 


Alberta Law Reform Institute : Annual 
report 1996-97 


Edmonton : The Institute, 1997. 54 p. 
ISSN 0229-6276 

MICROLOG 98-04841 (1 fiche) 

AL JU PR SS 


Alberta. Mental Health Patient Advocate 
Office : Annual report 1997 


Edmonton : The Office, 1998. 32 p. : iil. 
MICROLOG 98-05120 (1 fiche) 
AL HE JU PR SA SS 


Alberta Municipal Financing Corporation : 
Annual report 1997 


Edmonton : The ion, 1998. 23 p. : ill. 
MICROLOG 98-05139 (1 fiche) 
AL MU PA PR SS 


Alberta nutritious food basket price report, 
February 1998 


Edmonton : Alberta Agriculture, Food & Rural De- 
velopment, Production Economics & Statistics 
Branch, 1998. iv, 18 p. 

MICROLOG 98-05130 (1 fiche) 

AL CO PR SS ST 


Alberta. Office of the Ombudsman : Annual 
report 1997 
Edmonton : The Office, 1998. 18 p. : ill. 


MICROLOG 98-05143 (1 fiche) 
AL JU PA PR SS 


Alberta. Provincial Mental Health Board : 
Annual report 1995-96 


Edmonton : The Board, 1996. 20 p. : iil. 
MICROLOG 98-05135 (1 fiche) 
AL HE PR SS 


Alberta Students Finance Board : Annual 
report 1997 
Edmonton : The Board, 1998. 33 p. : ill. 


MICROLOG 98-05119 (1 fiche) 
AL ED PR SS 


Alberta Summit on Justice : public 
consultation guide, an opportunity for 
input 

Edmonton : Alberta Justice, 1998. 17 p. 


MICROLOG 98-04925 (1 fiche) 
AL JU PR SS 


Alberta’s participation in Team Canada ’98, 
Mexico, Brazil, Argentina, Chile : mission 
report, January 10 to 23, 1998 


Edmonton : The Province, 1998. 25 p. 
MICROLOG 98-04934 (1 fiche) 
AL CO EX PR SS 


Alternative wheats for Saskatchewan : 
final report 


University of Saskatchewan. Regina : Saskatche- 
wan Agriculture & Food, ADF, 1998. 93 p. : ill, 
Bibl. 

MICROLOG 98-05101 (2 fiche) 

AG MS PR SC 


Ambient and source monitoring of VOCs 
from selected manufacturing facilities in 
East Kildonan area of Winnipeg using 
passivated SUMMA type canisters : final 
report 
By Kevin Reeve. Winnipeg : Manitoba Environ- 
ment, 1997. vi, 71 p. : iil., Maps, Bibl. (Report / 
Manitoba. Manitoba Environment ; no. 97-12) 
MICROLOG 98-04962 (1 fiche) 
EV MS PR SC 


Amending and supplying nutrients to 
poorly drained soils with hog manure, 
using a low odour and low cost method : 
final report 


University of Saskatchewan. Regina : Agriculture 
Development Fund, 1998. 36 p. : il!., Bibl. 
MICROLOG 98-05094 (1 fiche) 

AG MS PR SC 


Analyse des mécanismes de règlement 
des différends commerciaux 
Internationaux et conséquences pour 
Accord canadien sur le commerce 
intérieur 


Par E. Wayne Clendenning et Robert J. Clenden- 
ning. Ottawa : Industrie Canada, 1997. 76, 65 p. : 
Bibl. (Document hors-série / Canada. Industrie 
Canada ; 19) Bilingue (Analysis of international 
trade dispute...). \SBN 0-662-63225-7 GCC-E 

no C21-23/18 

MICROLOG 98-04537 (2 fiche) 

CA CO EX ND SS 


Analyse empirique d’un échantillon de 
canadiens sollicitant la protection de la loi 
de la faillite 


Saul Schwartz, Leigh Anderson ; commandé par 
le Bureau de la consommation d'Industrie Can- 
ada. Ottawa : Université Carleton, Ecole d’admin- 
istration publique, 1998. 99 p. : ii/l., Bibl. L’éd. an- 
glaise (An Empirical study of Canadians...) : 
98-05061/2. 

MICROLOG 98-05074 (2 fiche) 

CA CO ND ON PR SA SS 


Analysis of high-latitude HF propagation 
characteristics and their impact for data 
communications 


By T.J. Willink. Ottawa : Industry Canada, Com- 
munications Research Centre, 1997. x, 106 p. : 
H., Bibl. (CRC report / Communications Research 
Centre (Canada) ; no. 97-001) 

MICROLOG 98-04586 (2 fiche) 

CA ND PS SC TE 


Analysis of international trade dispute 
settlement mechanisms and implications 
for Canada’s Agreement on Internal Trade 


By E. Wayne Clendenning and Robert J. Clen- 
denning. Ottawa : Industry Canada, 1997. 65, 

76 p. : Bibl. (Occasional paper / Canada. Industry 
Canada ; 19) Bilingual (Analyse des mécanismes 
de règlement...). ISBN 0-662-63225-7 CCG-P 

no. C21-23/18 

MICROLOG 98-04537 (2 fiche) 

CA CO EX ND SS 


An Analysis of the experimental data 
measured with the modified HF surface- 
wave radar at Cape Bonavista 


By Hank W. Leong. Ottawa : National Defence, 
Defence Research Establishment Ottawa, 1997. 


xii, 66 p. : il., Bibl. (Report / Defence Research 


Establishment Ottawa ; no. 1312) 
MICROLOG 98-04694 (1 fiche) 
CA ND PS SC 


ANG Gathering & Processing Ltd., 
application for a permit to construct sour 
natural gas pipelines in the Edson area : 
addendum to Decision D97-18, application 
no. 1007783 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1997. 14 p. 

MICROLOG 98-04953 (1 fiche) 

AL EN PR SC TR 


Annotated bibliography on universal 
design, a selection of books on creating 
accessible environments 


Victoria : Ministry of Municipal Affairs & Housing, 
1997. 83 p. ISBN 0-7726-3391-6 

MICROLOG 98-04804 (1 fiche) 

BC PL PR SA SC 


Annual and spatial variability in 
zooplankton biomass and species 
composition, and in eggs and larvae of 
mackerel and cod in the southern Gulf of 
St. Lawrence between 1982 and 1991 


By M. Castonguay, Yves De La Fontaine and J.A 
Runge. Mont-Joli, PQ : Ministère des pêches et 
des océans, Direction régionale des sciences, In- 
stitut Maurice-Lamontagne, 1998. v, 86 p. : Maps, 
Bibl. (Canadian data report of fisheries and aqua- 
tic sciences / Canada. Dept. of Fisheries & Oce- 
ans ; no. 1035 ISSN 0706-6465) CCG-P no. Fs 


ee aa a a a a ee a NES 


Pour des copies de ces publications, contacter: 


6 IHS/Micromedia, 240 Catherine St. Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


97-13/1035E 
MICROLOG 98-04726 (1 fiche) 
AP CA CF LS ND SC 


Annual charge book : standard charge 
terms, 1997 


Toronto : Ministry of Consumer & Commerical 
Relations, Registration Division, 1998. 259 p. 
MICROLOG 98-05146 (6 fiche) 

CO ON PR SS 


Annual report of production and sales, 
1996-97 


Alberta Dairy Control Board. Edmonton : The 
Board, 1997. 34 p. : ill. 

MICROLOG 98-05141 (1 fiche) 

AG AL CO PR SC ST 


Annual report, statistics 97 


Workers’ Compensation Board of British Colum- 
bia. Vancouver, BC : The Board, 1998. 72 p. : ill. 
On cover: WorkSafe. 

MICROLOG 98-05081 (1 fiche) 

BC LA PR SS ST 


Annual statistical report, 1995-96 


New Brunswick. Nursing Home Services Branch. 
Fredericton : The Branch, 1996. Il, 49, li, 49 p. Bi- 
lingual (Rapport annuel de statistiques...). 
MICROLOG 98-051 28 (2 fiche) 

AP HE PR SS ST 


Application des techniques de 
télédétection en support au 
commandement et contrôle tactique 


Par Roger Fortin et Philippe Torteau. Val-Bélair, 
PQ : Centre de recherches pour la défense Val- 
cartier, 1997. vil, 143 p. : /il., Bibl. (DREV memo- 
randum / Defence Research Establishment Val- 
cartier ; TM-9707) 

MICROLOG 98-04737 (2 fiche) 

CA ND PS SC 


Application for a well licence, Tomahawk 
field, Maxwell Oil & Gas Ltd., LSD 
13-5-53-5 W5M : decision report 97-15, 
application no. 970239 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1997. 19 p. 

MICROLOG 98-04954 (1 fiche) 

AL EN PR SC 


Application for a well licence, Twining field, 
Penn West Petroleum Ltd., well licence no. 
0213751, LSD 16-5-31-23 W4M : examiner 
report 98-6, application no. 970251 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 2 p. 

MICROLOG 98-04955 (1 fiche) 

AL EN PR SC 


Application for well licences and reduced 
oil well spacing, Cabre Exploration 
Limited, Provost field : decision report 
98-8, applications no. 970459 and 1010982 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 12 p. 

MICROLOG 98-04974 (1 fiche) 

AL EN PR SC 


Application for well licences, well licence 
nos. 0202155 to 0202162, Purchase Oil & 
Gas Inc., Morgan field : examiner report 
98-4, application no. 970483 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 12 p. 

MICROLOG 98-04975 (1 fiche) 

AL EN PR SC 


Assessment work catalogue, 
Saskatchewan, 1998 


By Richard W. Bennett. Regina : Saskatchewan 
Energy & Mines, 1998. vi, 53 p. (Miscellaneous 
report / Saskatchewan. Saskatchewan Energy & 
Mines ; 98-5 ISSN 0228-5657) 

MICROLOG 98-04619 (1 fiche) 

MS NR PR SC 


Audio signature of clothing 


By Wendell V. Uglene. North York, ON : Dept. of 
National Defence, Defence & Civil Institute of En- 
vironmental Medicine, 1996. iv, 34 p. : ill., Bibl. 
(DCIEM publication / Defence & Civil Institute of 
Environmental Medicine (Canada) ; 97-CR-10) 
MICROLOG 98-04555 (1 fiche) 

CA ND PS SC 


Audiovisual resource package for safe 
food handling course for food processors : 
final report 


University of Saskatchewan. Regina : Saskatche- 
wan Agriculture & Food, ADF, 1998. 8 p. : iil. 
MICROLOG 98-05097 (1 fiche) 

AG ED MS PR SC 


Background document for Cape Scott 
Provincial Park, Scott Islands Provincial 
Park 


See Cape Scott Provincial Park, Scott Islands 
Provincial Park : background document 


Basic departmental data, 1997 


Ottawa : Dept. of Indian Affairs & Northern Devel- 
opment, Information Management Branch, Cor- 
porate Information Management Directorate, De- 
partmental Statistics Section, 1998. xi, 80, xii, 

80 p. Bilingual (Données ministérielles de 
base...). 

MICROLOG 98-04818 (3 fiche) 

CA CO ND NP SA SS ST 


Benefiting Canada’s children : 
perspectives on gender and social 
responsibility 


By Christa Freiler and Judy Cerny. Ottawa : Sta- 
tus of Women Canada, 1998. xiii, 101, xiii, 111 p. 
: Bibl. Bilingual (Des prestations pour les en- 
fants...). On cover: Policy research. 

ISBN 0-662-63469-1 CCG-P no. SW21-27/1998 
MICROLOG 98-04719 (3 fiche) (Available on fiche 
only) 

CA Cl DE SA SS 


The Benefits of low inflation, taking stock 


By Brian O'Reilly. Ottawa : Bank of Canada, 1998. 
viii, 74 p. : Bibl. (Technical report / Bank of Can- 
ada ; no. 83) ISSN 0713-7931 

ISBN 0-662-26839-3 

MICROLOG 98-04926 (1 fiche) 

CA CO ND SS 


Bioindicators of forest health and 
sustainability : review report and project 
implementation strategies 


By Dendron Resource Surveys Inc. ; in associa- 
tion with Willard Fogal, Tom C. Hutchinson, 
Andrew M. Thriscutt ; for Bioindicators of Forest 
Sustainability Project, Ontario Forest Research In- 
stitute. Sault Ste. Marie, ON : The Institute, 1997. 
ili, 101 p. : W., Bibl. (Forest research information 
paper / Ontario Forest Research Institute ; no. 
138 ISSN 0319-9118) ISBN 0-7778-6735-4 
MICROLOG 98-05068 (2 fiche) 

FO ON PR PS SC 


Biology of the Kaminuriak population of 
barren-ground caribou, part 3 : taiga 
winter range relationships and diet 


By Donald R. Miller. Ottawa : Environment Can- 
ada, Canadian Wildlife Service, 1976. 42 p. : iil, 
Bibl. (Report series / Canadian Wildlife Service ; 
no. 36) CCG-P no. CW65-8/36 

MICROLOG 98-04540 (1 fiche) 

CA LS MS ND SC 


Biology of the Kaminuriak population of 
barren-ground caribou, part 4 : growth, 
reproduction and energy reserves 


By T. Charles Dauphiné. Ottawa : Environment 
Canada, Canadian Wildlife Service, 1976. 71 p. : 
iil., Bibl. (Report series / Canadian Wildlife Ser- 
vice ; no. 38) CCG-P no. CW65-8/38 
MICROLOG 98-04541 (1 fiche) 

CA LS MS ND NO SC 


Birds in boreal Canada : communities, 
densities and adaptations 


By Anthony J. Erskine. Ottawa : Fisheries & Envi- 
ronment Canada, Canadian Wildlife Service, 
1977. 73 p. : ill., Maps, Bibl. (Report series / Can- 
adian Wildlife Service ; no. 41) ISSN 0069-0031 
ISBN 0-660-01185-9 CCG-P no. CW65-8/41 
MICROLOG 98-04544 (1 fiche) 

CA LS ND SC 


Birds protected in Canada under the 
Migratory Birds Convention Act 


Ottawa : Environment Canada, Canadian Wildlife 
Service, 1991. 32 p. (Occasional paper / Cana- 
dian Wildlife Service ; no. 1 ISSN 0576-6370) Bi- 
lingual (Oiseaux protégés au Canada...). 

ISBN 0-662-58218-7 CCG-P no. CW69-1 /1-1991 
MICROLOG 98-04546 (1 fiche) 

CA LS ND SC 


Un Bon investissement, évaluation de 
l'initiative stratégique des Territoires du 
Nord-Ouest, programme Investir dans les 
gens : première année, rapport final 


Hull, PQ : Développement des ressources 
humaines Canada ; Yellowknife : les Territoires, 
1995. xi, 89 p. : ill. L’éd. anglaise (Paying divi- 
dends...) : 98-04767/2. Sur la couv.: Evaluation 
des initiatives stratégiques. Titre de la couv.: In- 
vestir dans les gens, Territoires du Nord-ouest. 
MICROLOG 98-04768 (2 fiche) 

CA ED LA ND NO PR SA SS 


Bookkeeping - Rev. 


Winnipeg : Canada/Manitoba Business Service 
Centre, 1998. 18 p. (Small business manage- 
ment systems / Manitoba. Business Resource 
Centre) 

MICROLOG 98-04965 (1 fiche) 

CA CO MS PR SS 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 7 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


ee ES  — 


Boundary integral formulation of 
magnetic-field calculations in the London 
model of superconductors 


By Harold S. Wilson. Dartmouth, NS : National 
Defence, Research & Development Branch, De- 
fence Research Establishment Atlantic, 1997. vi, 
13 p. : Bibl. (DREA technical memorandum / De- 
fence Research Establishment Atlantic ; 97/235) 
MICROLOG 98-04525 (1 fiche) 

CA ND PS SC 


British Columbia Assessment Authority : 
Annual report 1996 


Victoria : The Authority, 1997. 32 p. Cover title: A 
Report on the creation of the 1997 assessment roll 
and financial statements for year ended Dec. 31, 
1996, ISSN 0383-5049 

MICROLOG 98-04834 (1 fiche) 

BC CO PA PR SS ST 


British Columbia environmental industries 
export directory 


Victoria : Ministry of Employment & Investment, 
B.C. Trade & Investment Office, 1998. 67 p. 
MICROLOG 98-04860 (1 fiche) 

BC CO EV PR SC 


The British Columbia film industry, 
opportunities for film and video production 
and investment in British Columbia 


Prepared by: Neal Clarance ; prepared for: Prov- 
ince of British Columbia. Vancouver, BC : Ellis 
Foster Chartered Accountants, 1998. 21 p. : illl., 
Bibl. 

MICROLOG 98-04943 (1 fiche) 

BC CO CU PR SS 


British Columbia. Forest Appeals 
Commission : Annual report 1997 


Victoria : The Commission, 1998. 51 p. 
ISSN 1205-7606 

MICROLOG 98-04837 (1 fiche) 

BC FO JU PR SC 


British Columbia. Ministry of 
Transportation & Highways : Annual report 
1996-97 


Victoria : The Ministry, 1997. vi, 68 p. : iil. 
ISSN 1180-5315 

MICROLOG 98-04878 (1 fiche) 

BC PR PW SC TR 


British Columbia. Office of the Child, Youth 
& Family Advocate : Annual report 1997 


Vancouver, BC : The Office, 1998. lii, 84 p. 
ISSN 1205-7010 

MICROLOG 98-04875 (1 fiche) 

BC JU PR SA SS 


Bronte Creek management plan 


Toronto : Ontario Parks, 1998. ill, 26 p. : Maps, 
Bibl. ISBN 0-7778-7328-1 

MICROLOG 98-05077 (1 fiche) 

NR ON PR SC 


Budget 1998-99 : discours sur le budget 


Québec (Province). Ministére des finances. 
Québec : le Ministère, 1998. ii, 45 p. L’éd. an- 
glaise (1998-99 budget : budget speech) : 
98-04872/1. 

MICROLOG 98-04876 (1 fiche) 

CO PA PR QU SS 


Budget 1998-99 : plan budgétaire 


Québec (Province). Ministére des finances. 
Québec : le Ministère, 1998. 120 p. : ill. L’éd. an- 
glaise (Budget 1998-99 : plan...) : 98-04854/2. 
MICROLOG 98-04855 (2 fiche) 

CO PA PR QU SS 


Budget 1998-99 : renseignements 
supplémentaires sur les mesures du 
budget 
Québec (Province). Ministére des finances. 
Québec : le Ministére, 1998. 153 p. 
MICROLOG 98-04868 (2 fiche) 
CO PA PR QU SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Administration du pipe-line du Nord 
Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 14, 
14 p. Bilingue (1998-99 estimates...Northern Pipe- 
line...). 

MICROLOG 98-04674 (1 fiche) 

CA CO DE EN PA SS TR 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Affaires indiennes et du Nord canadien et 
Commission canadienne des affaires 
polaires 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 75, 
71 p. : ill. Bilingue (1998-99 estimates...indian & 
Northem...). 

MICROLOG 98-04679 (2 fiche) 

CA CO DE NO NP PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Agence canadienne de développement 
international 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. v, 
58, v, 56 p. Bilingue (1998-99 estimates...Cana- 
dian International...). 

MICROLOG 98-04720 (2 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Agence canadienne d’évaluation 
environnementale 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 35, 
29 p. Bilingue (1998-99 estimates...Canadian En- 
vironmental...). 

MICROLOG 98-04656 (1 fiche) 

CA CO DE EV FE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Agence canadienne d’inspection des 
aliments 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. ii, 
30, li, 29 p. Bilingue (1998-99 estimates...Cana- 
dian Food...). 

MICROLOG 98-04857 (1 fiche) 

AG CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Agence de promotion économique du 
Canada atlantique 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 68, 
66 p. Bilingue (1998-99 estimates...Atlantic Can- 
ada...). 

MICROLOG 98-04650 (2 fiche) 

AP CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Agence spatiale canadienne 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 65, 
62 p. Bilingue (1998-99 estimates...Canadian 
Space...). 

MICROLOG 98-04654 (2 fiche) 

CA CO DE PA SS TR 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Agriculture et agroalimentaire Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 45, 
45 p. Bilingue (1998-99 estimates...Agricutture...). 
MICROLOG 98-04646 (2 fiche) 

AG CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Anciens combattants Canada 

Canada. Ministére des finances. Ottawa : Travaux 


publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 47, 


~ 45 p. :iil., Bibl. Bilingue (1998-99 estimates...Vet- 


erans...). 
MICROLOG 98-04634 (2 fiche) 
CA CO DE PA SA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Archives nationales du Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 33, 
31 p. Bilingue (1998-99 estimates...National Ar- 
chives...). 

MICROLOG 98-04687 (1 fiche) 

CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bibliothéque nationale du Canada 


Canada. Ministére des finances. Ottawa : Travaux 

publics et services gouvernementaux Canada, 

Editions du gouvernement du Canada, 1998. 35, 

fea p. ieee (1998-99 estimates...National Li- 
y...) 

MICROLOG 98-04670 (1 fiche) 

CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau de la sécurité des transports du 
Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 26, 
26 p. Bilingue (1998-99 estimates...Transportation 


ST + |: 


Pour des copies de ces publications, contacter: 


8 IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Safety...). 
MICROLOG 98-04789 (1 fiche) 
CA CO DE PA SS TR 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau de l’Enquêteur correctionnel 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 24, 
24 p. Bilingue (1998-99 estimates...Office of the 
Correctional...). 

MICROLOG 98-04682 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau d’information du Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 20, 
19 p. Bilingue (1998-99 estimates...Canada Infor- 
mation...). 

MICROLOG 98-04690 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau du Commissaire a la magistrature 
fédérale 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 19, 
19 p. : Bibl. Bilingue (1998-99 estimates...Office 
of the Commissioner...). 

MICROLOG 98-04677 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Bureau du Conseil privé 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 31, 
30 p. Bilingue (1998-99 estimaites...Privy Coun- 
cil...). 

MICROLOG 98-04778 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau du Directeur général des élections 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 24, 
23 p. : Bibl. Bilingue (1998-99 estimates...Office 
of the Chief...). 

MICROLOG 98-04672 (1 fiche) 

CA CO DE PASS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau du surintendant des institutions 
financières Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 25, 
24 p. : Bibl. Bilingue (1998-99 estimates...Office 
of the Superintendent...). 
MICROLOG 98-04686 (1 fiche) 
CA CO DE PA SS 


Title Index 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Bureau du Vérificateur général du Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. i, 
29, 1, 29 p. : ill. Bilingue (1998-99 estimates...Of- 
fice of the Auditor...). 

MICROLOG 98-04665 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Centre canadien de gestion 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 35, 
32 p. Bilingue (1998-99 estimates...Canadian 
Centre...). Sur la page de titre: Pour la période 
1998-99 a 2000-2001. 

MICROLOG 98-04657 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Centre canadien d’hygiéne et de sécurité 
au travail 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 13, 
13 p. Bilingue (1998-99 estimates...Canadian 
Cenire...). 

MICROLOG 98-04636 (1 fiche) 

CA CO DE HE LA PA SS 


Budget des dépenses, 1998-99, partie Ili, 
rapport sur les plans et les priorités : 
Citoyenneté et immigration Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 34, 
32 p. Bilingue (1998-99 estimates...Citizenship...). 
MICROLOG 98-04683 (1 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Comité de surveillance des activités de 
renseignement de sécurité 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 17, 
17 p. Bilingue (1998-99 estimates...Security Intelli- 


gence...). 
MICROLOG 98-04775 (1 fiche) 
CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Comité du tribunal des droits de la 
personne 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
18 p. Bilingue (1998-99 estimates...Human 
Rights...). 

MICROLOG 98-04856 (1 fiche) 

CA CO DE JU PA SS 


MICROLOG 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Comité externe d’examen de la GRC 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 16, 
16 p. Bilingue (1998-99 estimates...RCMP Exter- 
nal 


MICROLOG 98-04785 (1 fiche) 
CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commissariat aux langues officielles 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 27, 
27 p. Bilingue (1998-99 estimates...Office of the 
Commissioner...). 

MICROLOG 98-04673 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur Jes plans et les priorités : 
commissariats à information et à la 
protection de la vie privée 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 21, 
20 p. Bilingue (1998-99 estimates...offices of the 
Information...). 

MICROLOG 98-04774 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission canadienne des droits de la 
personne 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 19, 
19 p. : Bibl. Bilingue (1998-99 estimates...Cana- 
dian Human...). 

MICROLOG 98-04645 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Commission de contrôle de l’énergie 
atomique 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 21, 
20 p. : Bibl. Bilingue (1998-99 estimates...Atomic 
Energy...). 

MICROLOG 98-04641 (1 fiche) 

CA CO DE EN PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission de la Fonction publique du 
Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 46, 
40 p. : Bibl. Bilingue (1998-99 estimates...Public 
Service...). 

MICROLOG 98-04787 (2 fiche) 

CA CO DE LA PA SS 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St. Suite 305, Ottawa ONT K2P 2G8 9 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


I  —  ——"——]"— —— 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission de l’immigration et du statut 
de réfugié 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Éditions du gouvernement du Canada, 1998. 29, 
27 p. Bilingue (1998-99 estimates...immigra- 
tion...). 

MICROLOG 98-04644 (1 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission des champs de bataille 
nationaux 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 13, 
13 p. Bilingue (1998-99 estimates...National 
Battlefields...). 

MICROLOG 98-04691 (1 fiche) 

CA CO CU DE PA QU SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission des plaintes du public contre 
la GRC 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 16, 
16 p. Bilingue (1998-99 estimates...RCMP Pub- 
Ne.:2). 

MICROLOG 98-04783 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission des relations de travail dans 
la fonction publique 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
18 p. : Bibl. Bilingue (1998-99 estimates...Public 
Service...). 

MICROLOG 98-04780 (1 fiche) 

CA CO DE LA PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Commission du droit d’auteur 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 21, 
20 p. Bilingue (1998-99 estimates...Copyright 
Board). 

MICROLOG 98-04693 (1 fiche) 

CA CO DE PA SS TE 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Commission du droit du Canada 


Canada. Ministére des finances. Ottawa : Travaux 

publics et services gouvernementaux Canada, 

Editions du gouvernement du Canada, 1998. 22, 

a p. ahaa (1998-99 estimates...Law Commis- 
on...) 

MICROLOG 98-04877 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Commission nationale des libérations 
conditionnelles 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Éditions du gouvernement du Canada, 1998. 31, 
27 p. Bilingue (1998-99 estimates...National Pa- 
role...). 

MICROLOG 98-04635 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Conseil canadien des relations du travail 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 15, 
15 p. Bilingue (1998-99 estimates...Canada La- 
bour. 


MICROLOG 98-04676 (1 fiche) 
CA CO DE LA PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Conseil de contrôle des renseignements 
relatifs aux matières dangereuses 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
19 p. : Bibl. Bilingue (1998-99 estimates...Hazard- 
ous Materials...). 

MICROLOG 98-04688 (1 fiche) 

CA CO DE EV PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Conseil de la radiodiffusion et des 
télécommunications canadiennes 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. ii, 
30, il, 27 p. Bilingue (1998-99 estimates...Cana- 
dian Radio-Television...). 

MICROLOG 98-04643 (1 fiche) 

CA CO DE PA SS TE 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Conseil de recherches en sciences 
humaines du Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 34, 
31 p. : iil., Bibl. Bilingue (1998-99 estimates...So- 
cial Sciences...). 

MICROLOG 98-04779 (1 fiche) 

CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Conseil de recherches en sciences 
naturelles et en génie du Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 28, 
27 p. : Bibl. Bilingue (1998-99 estimates...Natural 
Sciences...). 

MICROLOG 98-04668 (1 fiche) 

CA CO DE PA PS SC 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Conseil de recherches médicales du 
Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 43, 
39 p. : ll., Bibl. Bilingue (1998-99 esti- 
mates...Medical Research...). 

MICROLOG 98-04675 (1 fiche) 

CA CO DE LS PA SC 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Conseil d’examen du prix des 
médicaments brevetés 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 19, 
17 p. Bilingue (1998-99 estimates...Patented Med- 
icine...). 

MICROLOG 98-04784 (1 fiche) 

CA CO DE HE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Conseil national de recherches Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 53, 
49 p. Bilingue (1998-99 estimates...National Re- 
search...). 

MICROLOG 98-04663 (2 fiche) 

CA CO DE PA SC 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : Cour 
canadienne de l’impot 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 22, 
22 p. Bilingue (1998-99 estimates...Tax Court....). 
MICROLOG 98-04773 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : Cour 
supréme du Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 25, 
25 p. Bilingue (1998-99 estimates...Supreme 
Court...). 

MICROLOG 98-04781 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Défense nationale 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 183, 
162 p. : iil. Bilingue (1998-99 estimates...National 
Defence). 

MICROLOG 98-04640 (4 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Développement des ressources humaines 
Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 77, 


papa 


Pour des copies de ces publications, contacter: 


10 IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


70 p. : iil., Bibl. Bilingue (1998-99 estimates...Hu- 
man Resources...). 

MICROLOG 98-04681 (2 fiche) 

CA CO DE LA PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Développement économique Canada pour 
les régions du Québec 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 47, 
45 p. : Bibl. Bilingue (1998-99 estimates...Canada 
Economic...). 

MICROLOG 98-04865 (2 fiche) 

CA CO DE PA QU SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Diversification de l’économie de l’Ouest 
Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 25, 
24 p. Bilingue (1998-99 estimates... Western Eco- 
nomic...). 

MICROLOG 98-04788 (1 fiche) 

AL BC CA CO DE MS PA SS 


| Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Environnement Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 65, 
62 p. Bilingue (1998-99 estimates...Environment 
Canada). 

MICROLOG 98-04661 (2 fiche) 

CA CO DE EV PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Gendarmerie royale du Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. ili, 
46, 41 p. Bilingue (1998-99 estimates...Royal Ca- 
nadian...). Titre courant: Rapport sur les plans et 
priorités pour les exercices 1998-99 a 2000-01. 
MICROLOG 98-04777 (2 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Greffe de la Cour fédérale du Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 25, 
24 p. Bilingue (1998-99 estimates...Registry...). 
MICROLOG 98-04782 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Industrie Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. iii, 
105, lil, 93 p. : il. Bilingue (1998-99 estimates...in- 
dustry Canada). À 

MICROLOG 98-04671 (3 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Ministère de la justice 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 46, 
42 p. : Bibl. Bilingue (1998-99 estimates...Depart- 
ment of Justice). 

MICROLOG 98-04678 (2 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Ministère des affaires étrangères et du 
commerce international 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. iii, 
74, ll, 67 p. Bilingue (1998-99 estimates...Depart- 
ment of Foreign...). 

MICROLOG 98-04692 (2 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Ministére des finances Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 53, 
46 p. : Bibl. Bilingue (1998-99 estimates...Depart- 
ment of Finance...). 

MICROLOG 98-04664 (2 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Office des transports du Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 22, 
20 p. Bilingue (1998-99 estimates...Canadian 
Transportation...). 

MICROLOG 98-04689 (1 fiche) 

CA CO DE PA SS TR 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Office national de l’énergie 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 33, 
29 p. Bilingue (1998-99 estimates...National Ener- 


OY...) 
MICROLOG 98-04642 (1 fiche) 
CA CO DE EN PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Office national du film 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 29, 
28 p. Bilingue (1998-99 estimates...National 
Film...). 

MICROLOG 98-04721 (1 fiche) 

CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Patrimoine canadien 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 65, 
63 p. Bilingue (1998-99 estimates...Canadian Her- 


itage). 
MICROLOG 98-04660 (2 fiche) 
CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie ill, 
rapport sur les plans et les priorités : 
Péches et océans 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 74, 
68 p. : Bibl. Bilingue (1998-99 esti- 
mates...Fisheries...). 

MICROLOG 98-04647 (2 fiche) 

CA CF CO DE FI PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Ressources naturelles Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 70, 
65 p. Bilingue (1998-99 estimates...Natural Re- 
sources...). 
MICROLOG 98-04633 (2 fiche) 

.CA CO DE NR PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Revenu Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 50, 
45 p. Bilingue (1998-99 estimates...Revenue Can- 
ada). 

MICROLOG 98-04722 (2 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Santé Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. iii, 
90, iii, 81 p. : Bibl. Bilingue (1998-99 esti- 
mates...Health Canada). 

MICROLOG 98-04680 (2 fiche) 

CA CO DE HE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Secrétariat de I’ ALENA, section 
canadienne 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 15, 
15 p. Bilingue (1998-99 estimates...NAFTA...). 
MICROLOG 98-04684 (1 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Secrétariat des conférences 
intergouvernementales canadiennes 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
18 p. Bilingue (1998-99 estimates...Canadian In- 
tergovernmental...). 

MICROLOG 98-04639 (1 fiche) 

CA CO DE PA SS 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 11 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


le ee ne eS SS EE eee eee 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Secrétariat du Conseil du trésor du 
Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. Iv, 
58, iv, 54 p. Bilingue (1998-99 estimates... Trea- 
sury Board...). 

MICROLOG 98-04637 (2 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Service correctionnel du Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. i, 
37, |, 40 p. Bilingue (1998-99 estimates...Correc- 
tional...). 

MICROLOG 98-04666 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Solliciteur général Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 40, 
28 p. Bilingue (1998-99 estimates...Solicitor Gen- 
eral...). 

MICROLOG 98-04776 (1 fiche) 

CA CO DE JU PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Statistique Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 41, 
39 p. Bilingue (1998-99 estimates...Statistics Can- 
ada). 

MICROLOG 98-04638 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : Table 
ronde nationale sur l’environnement et 
l’économie 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
17 p. Bilingue (1998-99 estimates...National 
Round Table...). 

MICROLOG 98-04685 (1 fiche) 

CA CO DE EV PASS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 
Transports Canada 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 67, 
= Se Bilingue (1998-99 estimates...Transport Can- 
ada). 

MICROLOG 98-04717 (2 fiche) 

CA CO DE PA SS TR 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Travaux publics et services 
gouvernementaux Canada 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. lii, 
76, iii, 71 p. Bilingue (1998-99 estimates...Public 
Works...). 

MICROLOG 98-04772 (2 fiche) 

CA CO DE PA PW SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Tribunal canadien des relations 
professionnelles artistes-producteurs 


Canada. Ministère des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
18 p. Bilingue (1998-99 estimates...Canadian Art- 
ists...). 

MICROLOG 98-04648 (1 fiche) 

CA CO CU DE PA SS 


Budget des dépenses, 1998-99, partie III, 
rapport sur les plans et les priorités : 


Tribunal canadien du commerce extérieur 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 15, 
15 p. : Bibl. Bilingue (1998-99 estimates...Cana- 
dian International...). 

MICROLOG 98-04652 (1 fiche) 

CA CO DE EX PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 


Tribunal de la concurrence 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 18, 
17 p. Bilingue (1998-99 estimates...Competi- 
tion...). 

MICROLOG 98-04669 (1 fiche) 

CA CO DE PA SS 


Budget des dépenses, 1998-99, partie Ill, 
rapport sur les plans et les priorités : 
Tribunal de l’aviation civile 


Canada. Ministére des finances. Ottawa : Travaux 
publics et services gouvernementaux Canada, 
Editions du gouvernement du Canada, 1998. 13, 
13 p. : Bibl. Bilingue (1998-99 estimates...Civil 
Aviation...). 

MICROLOG 98-04667 (1 fiche) 

CA CO DE PA SS TR 


Budget guidelines for a dairy enterprise 
based on 100.0 kgs. of daily butterfat 
quota 


Winnipeg : Manitoba Agriculture, Farm Business 
Management, 1998. 20 p. (Information update / 
Manitoba. Farm Management) 

MICROLOG 98-05110 (1 fiche) 

AG MS PR SC 


Buffleheads 


By Anthony J. Erskine. Ottawa : Dept. of the Envi- 
ronment, Canadian Wildlife Service, 1971. 241 p. 
: iil., Maps, Bibl. (Monograph series / Canadian 
Wildlife Service ; no. 4) CCG-P no. R65-7/4 
MICROLOG 98-05133 (3 fiche) 

CA LS ND SC 


Bureau de la sécurité des transports du 
Canada : Rapport annuel 1996 


Ottawa : le Bureau, 1997. 34, 34 p. Bilingue. 
MICROLOG 98-04846 (1 fiche) 
CA DE SC ST TR 


Business plan, 1998-2001 


Alberta. Alberta Advanced Education & Career 
Development. Edmonton : The Ministry, 1998. 
32 p. : ill. 

MICROLOG 98-05138 (1 fiche) 

AL ED PA PR SS 


Business plan, 1998-99 


Forest Renewal BC. Victoria : The Corporation, 
1998. 41 p. ISSN 1204-8763 

MICROLOG 98-04833 (1 fiche) 

BC FO PR SC 


Business plan, 97/98 


British Columbia. Ministry of Transportation & 
Highways. Victoria : The Ministry, 1998. 20 p. 
MICROLOG 98-04859 (1 fiche) 

BC PA PR PW SC TR 


C4 respirator field of view study, part 2 


By Ben Barkow. North York, ON : Dept. of Nation- 
al Defence, Defence & Civil Institute of Environ- 
mental Medicine, 1997. 20 p. : ill., Bibl. (DCIEM 
publication / Defence & Civil Institute of Environ- 
mental Medicine (Canada) ; 97-CR-28) 
MICROLOG 98-04590 (1 fiche) 

CA ND PS SC 


CAD interface development for LOCATE 
workspace layout tool : final report 


Artificial Intelligence Management & Development 
Corporation. North York, ON : Defence & Civil In- 
stitute of Environmental Medicine, 1997. iv, 46 p. : 
Bibl. (DCIEM publication / Defence & Civil Insti- 
tute of Environmental Medicine (Canada) ; 
97-CR-17) 

MICROLOG 98-04575 (1 fiche) 

CA ND PS SC 


Cadre des services aux jeunes 
contrevenantes et contrevenants, 
1997-2000, cadre de planification triennial 


Toronto : Ministére des services sociaux et com- 
munautaires, 1997. 32 p. L’éd. anglaise (Young 
offenders framework...) sur la même fiche. 

ISBN 0-7778-6766-6 

MICROLOG 98-05043 (1 fiche) 

JU ON PR SA SS 


Caisse de dépét et placement du Québec : 
Survol des activités 1997 


Montréal : la Caisse, 1998. 24 p. : ill. 
ISSN 1480-7963 

MICROLOG 98-04849 (1 fiche) 

CO PA PR QU SS 


Canada and freshwater, experience and 
practices 


Ottawa : Environment Canada, 1998. 27, 29 p. : 
ill., Bibl. (Sustainable development in Canada 
monograph series / Canada ; no. 6) Bilingual 
(Le Canada et les eaux douces...). 

ISBN 0-662-63459-4 CCG-P no. E2-136/6-1998 
MICROLOG 98-04577 (1 fiche) 

CA DE EV NR SC 


ee dE le de ann qe ne eee 


Pour des copies de ces publications, contacter: 


12 IHS/Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


Canada Development Investment 
Corporation : Annual report 1997 


Toronto : The Corporation, 1998. 34, 37 p. Bilin- 


gual. 
MICROLOG 98-04871 (1 fiche) 
CA CO ND PW SS 


Le Canada et les eaux douces, expérience 
et pratiques 


Ottawa : Environnement Canada, 1998. 29, 27 p. : 
ill., Bibl. (Collection de monographies sur le 
développement durable au Canada / Canada ; 
no 6) Bilingue (Canada and freshwater...). 

ISBN 0-662-63459-4 GCC-E no E2-136/6-1998 
MICROLOG 98-04577 (1 fiche) 

CA DE EV NR SC 


Canada. National Biotechnology Advisory 
Committee : Report 1998 


Ottawa : The Committee, 1998. 96 p. : M. On title 
page: Leading in the next millennium, sixth report. 
MICROLOG 98-04827 (2 fiche) 

CA DE LS PS SC 


Canada. National Energy Board : Annual 
report 1997 


Calgary, AB : The Board, 1998. 47 p. French ed. : 
98-04839/1. 

MICROLOG 98-04835 (1 fiche) 

CA DE EN NR SC ST 


Canada. Office national de l’énergie : 
Rapport annuel 1997 


Ottawa : l'Office, 1998. 52 p. L’éd. anglaise : 
98-04835/1. 

MICROLOG 98-04839 (1 fiche) 

CA DE EN NR SC ST 


Canada’s international activities to 
promote the advancement of women : 
highlights, 1990-97 


Ottawa : Status of Women Canada, 1997. 14 p. 
French ed. (Points saillants des activités.) on the 
same fiche. 

MICROLOG 98-04919 (1 fiche) (Available on fiche 
only) 

CA Cl EX ND SA SS 


Canadian 88 Energy Corp., application to 
construct and operate sour natural gas 
pipelines and well production facility, 
Burmis area : decision 97-16, applications 
no. 1004834 & 1010138 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1997. 4 p. 

MICROLOG 98-04977 (1 fiche) 

AL EN PR SC 


The Canadian banking system — Rev. 


By Charlies Freedman. Ottawa : Bank of Canada, 
1998. viii, 38 p. : ill., Bibl. (Technical report / Bank 
of Canada ; no. 81) On title page: Revised ver- 
sion of a paper delivered at the Conference on 
Developments in the Financial System : national 
and international perspectives. ISSN 0713-7931 
ISBN 0-662-26464-9 

MICROLOG 98-04521 (1 fiche) 

CA CO DE SS 


Canadian Human Rights Commission : 
Annual report 1997 


Ottawa : The Commission, 1998. viii, 73, viii, 84 p. 


MICROLOG 98-05028 (2 fiche) 
CA DE JU SA SS ST 


Canadian Intellectual Property Office : 
Annual report 1996-97 


Hull, PQ : The Office, 1997. 24, 24 p. : iil. Bilin- 


gual. 
MICROLOG 98-04895 (1 fiche) 
CA DE JU SS 


Canadian Natural Resources Limited, 
application for a primary recovery scheme 
for reduced spacing in the Bonnyville and 
Wolf Lake sectors : decision 98-5, 
application no. 1007817 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 24 p. 

MICROLOG 98-04964 (1 fiche) 

AL EN PR SC 


Canadien national : Rapport annuel 1985 


Montréal : la Société, 1986. 48 p. : iil. L’éd. arr 
g'aise : 92-04936/1. 

MICROLOG 98-04613 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1987 


Montréal : la Société, 1988. 48 p. : ill. L’éd. an- 
glaise : 92-04935/1. 

MICROLOG 98-04611 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1988 


Montréal : la Société, 1989. 47 p. : ill. L’éd. an- 
glaise : 92-04934/1. 

MICROLOG 98-04610 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1989 


Montréal : la Société, 1990. 48 p. : ill. L’éd. an- 
glaise : 90-04728/1. 

MICROLOG 98-04609 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1990 


Montréal : la Société, 1991. 46 p. : il. L’éd. an- 
glaise : 91-05647/1. 

MICROLOG 98-04608 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1991 


Montréal : la Société, 1992. 48 p. : il. L’éd. an- 
glaise : 92-04188/1. 

MICROLOG 98-04607 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1992 


Montréal : la Société, 1993. 48 p. : iil. L’éd. an- 
glaise : 93-06298/1. 

MICROLOG 98-04606 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1993 


Montréal : la Société, 1994. 52 p. : iil, L’éd. an- 
glaise : 94-05020/1. 


MICROLOG 98-04603 (1 fiche) 
CA ND PW SC TR 


Canadien national : Rapport annuel 1994 


Montréal : la Société, 1995. 66 p. : iil. L’éd. an- 
glaise : 95-04649/1. 

MICROLOG 98-04605 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1996 


Montréal : la Société, 1997. 60 p. : iil. L’éd. an- 
glaise : 97-03899/1. 

MICROLOG 98-04616 (1 fiche) 

CA ND PW SC TR 


Canadien national : Rapport annuel 1997 


Montréal : la Société, 1998. 67 p. : iil. L’éd. an- 
glaise : 98-04382/1. 

MICROLOG 98-04617 (1 fiche) 

CA ND PW SC TR 


Cape Scott Provincial Park, Scott Islands 
Provincial Park : background document 


Parksville, BC : Ministry of Environment, Lands & 
Parks, BC Parks Division, Strathcona District, 
1998. iv, 42 p. : Maps, Bibl. Cover title: Back- 
ground document for Cape Scott Provincial Park, 
Scott Islands Provincial Park. 

MICROLOG 98-04805 (1 fiche) 

BC NR PR SC 


Cattle performance on overwintered 
forage : final report 


Saskatchewan. District 36 ADD Board. Regina : 
Agriculture Development Fund, 1998. 7 p. 
MICROLOG 98-05093 (1 fiche) 

AG MS PR SC 


Cavitation performance of propeller blade 
root fillets 


J.L Kennedy...et al. Dartmouth, NS : Defence Re- 
search Establishment Atlantic, 1993. 10 p. : iil. 
Bibl. 

MICROLOG 98-04522 (1 fiche) 

CA ND PS SC 


CE Alberta BioClean Ltd., new 
MTBE/ETBE plant, Fort Saskatchewan 
area : decision 98-1, application no. 
960864 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 33 p. 

MICROLOG 98-04956 (1 fiche) 

AL EN PR SC 


The Central Appalachian hardwoods 
experience provides silvicultural tools for 
Ontario 


By Gary W. Miller, Eric P Boysen and Ken A El- 
liott. Kemptville, ON : Ministry of Natural Re- 
sources, Southcentral Sciences Section, 1998. 
23 p. : iil., Bibl. (Technical report / Ontario. 
Southcentral Science Section ; no. 005) 

ISBN 0-7778-7261-7 

MICROLOG 98-05051 (1 fiche) 

FO ON PR SC 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 13 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


D p SS SS eee 


Centres de formation intégrée pour les 
jeunes, évaluation des processus : rapport 
final 


Hull, PQ : Développement des ressources, 
humaines Canada, Politique stratégique, Evalua- 
tion et exploitation des données ; Edmonton : la 
Province, 1996. xv, 40 p. L’éd. anglaise (Integrat- 
ed training centres for youth...) : 98-04728/1. Sur 
la couv.: Evaluation des initiatives stratégiques. 
MICROLOG 98-04729 (1 fiche) 

AL CA LA ND PR SA SS 


Chambre des notaires du Québec : 
Rapport annuel 1996-97 


Montréal : la Chambre, 1997. I, 92 p. 
MICROLOG 98-04873 (1 fiche) 
LA PR QU SS 


Chief Judge of the Provincial Court of 
Manitoba, Judicial Inquiry Board of 
Manitoba, Manitoba Judicial Council : 
Annual reports concerning complaints 
about judicial conduct, 1997 


Winnipeg : Manitoba Justice, 1998. 10, 11 p. Bi- 
lingual (Juge en chef de la Cour provinciale...). 
MICROLOG 98-04907 (1 fiche) 

JU MS PR SS 


Choice and Opportunity 


See Phase 1, formative evaluation, PE.I. Choice 
and Opportunity : final report 


Choix et possibilités 


Voir Premier volet, évaluation formative, projet 
Choix et possibilités, |.-P.-E. : rapport d'ensemble 


Classification plan and retention 
schedules for administrative records 


Fredericton : Supply & Services, Provincial Ar- 
chives of New Brunswick, Government Records 
Section, 1998. 211 p. On cover: Records man- 
agement series. ISBN 1-55137-565-6 
MICROLOG 98-05103 (3 fiche) 

AP PA PR SS 


Clearcutting and its alternatives for upland 
black spruce 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 23 p. : Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #7) ISBN 0-7778-5385-X 
MICROLOG 98-05032 (1 fiche) 

FO LS ON PR SC 


Les Codes volontaires : guide 
d’élaboration et d’utilisation 


Une initiative conjointe du Bureau de la consom- 
mation, Industrie Canada, et la Division des af- 
faires réglementaires, Secrétariat du Conseil du 
Trésor. Ottawa : le Bureau ; la Division, 1998. 31, 
31 p. Bilingue (Voluntary codées...). 

ISBN 0-662-63478-0 GCC-E no C2-342/1998F 
MICROLOG 98-04826 (1 fiche) 

CA CO DE PA SS 


Commercial thinning of jack pine 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 19 p. : ill., Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #2) ISBN 0-7778-5380-9 
MICROLOG 98-05062 (1 fiche) 


Commission canadienne des droits de la 
personne : Rapport annuel 1997 


Ottawa : la Commission, 1998. viii, 84, viii, 72 p. 
MICROLOG 98-05028 (2 fiche) 
CA DE JU SA SS ST 


Commission de l’enseignement supérieur 
des provinces maritimes (Canada) : 
Rapport annuel 1996-97 


Frédéricton : la Commission, 1997. 40, 40 p. : 
Bibl. Bilingue. ISSN 0318-8612 

MICROLOG 98-04598 (1 fiche) 

AP ED PR SS 


Commission des assurances de l'Ontario : 
Rapport annuel 1996-97 


North York, ON : la Commission, 1997. 73 p. : ill. 
Publié avec: Rapport du surintendant, 1996 ; 
Énoncé des priorités, 1998-99. L’éd. anglaise : 
98-05059/2. ISSN 1203-4878 

MICROLOG 98-05058 (2 fiche) 

CO ON PR SS ST 


Community Organization 1998 Property 
Tax Exemption Regulation : interpretive 
guide 


Edmonton : Alberta Municipal Affairs, 1998. iv, 
74 p. : ill. 

MICROLOG 98-04935 (1 fiche) 

AL JU MU PA PR SS 


Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : 
rapport final 


Hull, PQ : Développement des ressources, 
humaines Canada, Politique stratégique, Evalua- 
tion et exploitation des données ; Fredericton : la 
Province, 1995. xv, 60 p. L’éd. anglaise (New 
Brunswick Job Corps...) : 98-04940/1. Sur la 
couv.: Évaluation des initiatives stratégiques. 
MICROLOG 98-04941 (1 fiche) 

AP CA LA ND PR SA SS 


A Comparison of red pine sawlog 
management and red pine pulpwood 
management 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 23 p. : ill., Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #12) ISBN 0-7778-5388-4 
MICROLOG 98-05048 (1 fiche) 

FO LS ON PR SC 


Compensation for Alberta government 
senior officials : final report 


Prepared by committee: Ric Forest...et al. ; pre- 

pared for the Minister Responsible for Personnel 
Administration. Edmonton : Personnel Adminis- 

tration Office, 1998. i, 25 p. : ill. 

MICROLOG 98-04946 (1 fiche) 

AL LA PA PR SS 


A Complex web : access to justice for 
abused immigrant women in New 
Brunswick 


By Baukje Miedema and Sandra Wachhoiz. Ot- 
tawa : Status of Women Canada, 1998. 45, 55 p. : 
Bibl. Bilingual (Une Toile complexe...). On cover: 
Policy research. ISBN 0-662-63440-3 CCG-P 

no. SW21-24/1998 

ee 98-04707 (2 fiche) (Available on fiche 
only 


Computational evaluation of damping and 
decoupling materials, phase 2 


By Olivier Foin, Alain Berry and Jean Nicholas. 
Dartmouth, NS : National Defence, Research & 
Development Branch, Defence Research Estab- 
lishment Atlantic, 1996. iv, 62 p. : ii/., Bibl. (DREA 
contractor report / Defence Research Establish- 
ment Atlantic ; DREA CR/97/423) 

MICROLOG 98-04701 (1 fiche) 

CA ND PS SC 


Concept de gestion et de stockage des 
déchets de combustible nucléaire : rapport 


Commission d'évaluation environnementale du 
concept de gestion et de stockage permanent 
des déchets de combustible nucléaire (Canada). 
Hull, PQ : Agence canadienne d'évaluation en- 
vironnementale, 1998. 202 p. : ill., Bibl. (Pro- 
cessus fédéral d'évaluation et d'examen en ma- 
tière d'environnement / Canada. Bureau fédéral 
d'examen des évaluations environnementales) 
L’éd. anglaise (Nuclear fuel waste...) : 
98-05002/3. ISBN 0-662-82580-2 GCC-E 

no EN-106-30/1-1998F 

MICROLOG 98-05003 (3 fiche) 

CA DE EV FE PS SA SC 


Conditions d’obtention des brevets 
d'enseignement au Canada - Rév. 


Toronto : Assn canadienne d'éducation, 1998. 

25 p. Bilingue (Requirements for teaching certifi- 
cates in Canada). ISSN 0080-1437 

MICROLOG 98-04599 (1 fiche) (Available on fiche 
only) 

CA ED LA SS 


La Conjugaison de phase optique à 1.06 
um : rapport final 


Préparé par Nathalie McCarthy...et al. Québec : 
Université Laval ; Centre de recherches pour la 
défense Valcartier, 1997. 89 p. : ill., Bibl. 
MICROLOG 98-04739 (1 fiche) 

CA ND PS SC 


The Connection between literacy and work 
: implications for social assistance 
recipients 


By Constantine Kapsalis. Hull, PQ : Human Re- 
sources Development Canada, Strategic Policy, 
Applied Research Branch, 1998. vii, 25 p. : ill., 
Bibl. (Working papers / Canada. Human Re- 
sources Development Canada ; W-98-1E) 
French ed. (Le Lien entre l’alphabétisme...) : 
98-04797/1. 

MICROLOG 98-05132 (1 fiche) 

CA LA ND SA SS 


Consolidation of municipal services 
management, consolidation planning 
framework, northern Ontario 


Toronto : Ministry of Community & Social Ser- 
vices, 1998. 29 p. On cover: Provincial-municipal 
services realignment, social and community health 
services implementation project. French ed. (Ges- 
tion municipale intégrée...) on the same fiche. 
ISBN 0-7778-7004-5 

MICROLOG 98-05056 (1 fiche) 

HE MU ON PA PR SA SS 


Consolidation of municipal services 
management, consolidation planning 
framework, southern Ontario 
Toronto : Ministry of Community & Social Ser- 
vices, 1998. 26 p. French ed. (Gestion municipale 
intégrée...) on the same fiche. On cover: Provin- 


FO ON PR SC AP CA CI DE JU SA SS 
clal-municipal services realignment, social and 
community health services implementation proj- 
Pour des copies de ces publications, contacter: 
14 IHS/Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


ect. ISBN 0-7778-7003-7 
MICROLOG 98-05055 (1 fiche) 
HE MU ON PA PR SA SS 


Construction standards for accessory 
suites, City of Saskatoon, Saskatoon, 
Saskatchewan 


Energy Pathways Inc. Ottawa : Federation of Can- 
adian Municipalities ; Canadian Home Builders’ 
Assn ; Canadian Housing & Renewal Assn ; Can- 
ada Mortgage & Housing Corporation, 1997. li, 
19, li, 21 p. Bilingual (Normes de construction 
visant...). On cover: Case study. At head of title: 
Affordability and Choice Today (A.C.T) Stream- 
lined Approval Process Project. 

MICROLOG 98-04811 (1 fiche) 

CA DE MS MU PL SC 


Consultant’s report on the operation of the 
Halifax Casino : Nova Scotia Gaming 
Corporation operating contract with ITT 
Sheraton Canada, Ltd. and Purdy’s Wharf 
Development Limited carrying on business 
as Metropolitan Entertainment Group 


McGhie Consulting. Reno, NV : The Consultants, 
1996. 67 p. : ill. 

MICROLOG 98-04803 (1 fiche) 

AP CO CU PR SS 


Contamination par les BPC des sédiments 
et du crabe des neiges, Chionoecetes 
opilio, aux environs du site du naufrage de 
la barge Irving Whale aprés son 
renflouage 


Michel Gilbert...et al. Ottawa : Pêches et océans 
Canada, 1998. x, 32, x, 28 p. : ill., Cartes géogr., 
Bibl. (Rapport technique canadien des sciences 
halieutiques et aquatiques / Canada. Ministére 
des péches et des océans ; 2204 

ISSN 0706-6570) GCC-E no FS 97-6/2204 
MICROLOG 98-04727 (1 fiche) 

AP CA CF EV LS ND SC 


Controlled raspberry yields through 
improved mulching techniques : final 
report 
University of Saskatchewan. Regina : Saskatche- 
wan Agriculture & Food, ADF, 1997. 16 p. : ill. 


MICROLOG 98-05105 (1 fiche) 
AG MS PR SC 


La Convention de la Baie-James et du 
Nord québécois (Canada) et la Convention 
du Nord-Est québécois, Cris-Inuit- 
Naskapis : Rapport annuel 1996 


Ottawa : Affaires indiennes et du Nord Canada, 
1997. 30, 30 p. Bilingue. 

MICROLOG 98-04845 (1 fiche) 

CA DE NP PA QU SS 


Convention on the Prohibition of the 
Development, Production, Stockpiling and 
Use of Chemical Weapons and on their 
Destruction 


By Robin Clewley. Ralston, AB : National De- 
fence, Defence Research Establishment Suffield, 
1997. vill, 115 p. (Suffield special publication / 
Defence Research Establishment Suffield ; no. 
188) 

MICROLOG 98-04756 (2 fiche) 

CA EX ND SS 


Coping with the coho crisis : a 
conservation-minded, stakeholder- 
sensitive and community-oriented strategy 


By Parzival Copes. Victoria : Ministry of Agricul- 
ture, Fisheries & Food, 1998. v, 23 p. 
MICROLOG 98-04944 (1 fiche) 

BC Cl Fl PR SC 


Corporation de développement des 
investissements du Canada : Rapport 
annuel 1997 


Toronto : la Corporation, 1998. 37, 34 p. Bilingue. 


MICROLOG 98-04871 (1 fiche) 
CA CO ND PW SS 


Creating a seabed mosaic from geocoded 
sidescan sonar images 


By Roland H. Poeckert. Dartmouth, NS : National 
Defence, Research & Development Branch, De- 
fence Research Establishment Atlantic, 1997. iv, 
16 p. : iil., Bibl. (DREA technical memorandum / 
Defence Research Establishment Atlantic ; 
97/215) 

MICROLOG 98-04579 (1 fiche) 

CA ND PS SC 


Crop protection with chemicals, 1997 


Edited by Shaffeek Ali in cooperation with the 
agro-chemical industry. Edmonton : Alberta Agri- 
culture, Food & Rural Development, 1997. 377 p. 
: ill. ISSN Agdex 606-1 

MICROLOG 98-04852 (5 fiche) 

AG AL PR SC 


The Crucial challenge : managing an 
employee responsive workplace, a 
workshop kit for managers and trainers 


Developed for Management Board Secretariat 
and the Ontario Women's Directorate ; by Russell 
Hille Associates. Toronto : The Secretariat ; The 
Directorate, 1993. ili, 165 p. : Bibl. On cover: The 
Ontario public service. 

MICROLOG 98-05089 (3 fiche) 

LA ON PA PR SA SS 


Culture, itself a treasure : final report 


Prince Edward Island. Ministerial Steering Com- 
mittee on Culture. Charlottetown : The Steering 
Committee, 1998. 85 p. 

MICROLOG 98-04829 (1 fiche) 

AP CU PR SS 


Current research 1998-C : Canadian 
Shield 


Ottawa : Natural Resources Canada, Geological 
Survey of Canada, 1998. 189 p. : ill., Maps, Bibl. 
MICROLOG 98-04897 (3 fiche) 

CA DE NR SC 


Data sources on immigrant women 


Statistics Canada. Ottawa : Status of Women 
Canada, 1997. 31 p. : Bibl. French ed. (Sources 
de données sur les immigrantes...) on the same 
fiche. 

MICROLOG 98-04761 (1 fiche) (Available on fiche 
only) 

CA ND SA SS 


DCIEM/HPP metabolic measurement 
software V1.0. : users’ manual 


By Allan A. Keefe and Jan |. Pope. North York, ON 
: Dept. of National Defence Canada, Defence & 
Civil Institute of Environmental Medicine, 1997. iii, 
24 p. : ill. (DCIEM technical memorandum / De- 
fence & Civil Institute of Environmental Medicine 
(Canada) ; no. 97-TM-38) 

MICROLOG 98-04584 (1 fiche) 

CA LS ND PS SC 


The Decommissioning of DRES Building 
12 


By John M. McAndless and David Cole. Medicine 
Hat, AB : National Defence, Defence Research 
Establishment Suffield, 1997. iv, 44 p. : i/l., Bibl. 
(Suffield report / Defence Research Establish- 
ment Suffield ; no. 655) 

MICROLOG 98-04740 (1 fiche) 

CA EV ND PS SC 


Delay and backlog in the Provincial Court 
of British Columbia : report of the Chief 
Judge 


By Robert W. Metzger. Victoria : The Court, 1998. 
182 p. : ill. 

MICROLOG 98-04808 (2 fiche) 

BC JU PR SS ST 


La Demande mondiale de produits 
forestiers, jusqu’à l’an 2010 


Par Romain Jacques. Ottawa : Ressources na- 
turelles Canada, Service canadien des forêts, Di- 
rection générale de l'industrie, de l'économie et 
des programmes, 1996. vi, 44 p. : illl., Bibl. (Note 
de recherche / Service canadien des forêts. Di- 
rection générale de l'industrie, de l'économie et 
des programmes ; no 47f) En tête du titre: 
Etudes économiques. L’éd. anglaise (Global de- 
mand for...) : 98-02741/1. 

MICROLOG 98-04593 (1 fiche) 

CA CO EX FO ND SS ST 


Le Déménagement des parents gardiens : 
rapport final 


Par Martha J. Bailey et Michelle Giroux. Ottawa : 
Condition féminine Canada, 1998. v, 88 p. : Bibl. 
L’éd. anglaise (Relocation of custodial parents...) : 
98-04920/2. ISBN 0-662-63445-5 GCC-E 

no SW21-25/1998 

MICROLOG 98-04921 (2 fiche) (Available on fiche 
only) 

CA DE JU SA SS 


Deposition of astaxanthin isomers in 
chinook salmon, Oncorhynchus 
tshawytscha, fed different sources of 
pigment 


By J.N. Whyte, D. Travers and K.L. Sherry. 
Nanaimo, BC : Fisheries & Oceans Canada, Sci- 
ence Branch, Pacific Region, Pacific Biological 
Station, 1998. vi, 27 p. : ill., Bibl. (Canadian tech- 
nical report of fisheries and aquatic sciences / 
Canada. Dept. of Fisheries & Oceans ; no. 2206 
ISSN 0706-6457) CCG-P no. FS 97-6/2206E 
MICROLOG 98-04915 (1 fiche) 

CA CF FI LS ND SC 


The Derivation of spatially referenced 
ecological databases for ecosystem 
mapping and modeling in the Rinker Lake 
Research Area, northwestern Ontario 


R.A. Sims...et al. Ottawa : Natural Resources Can- 
ada, Canadian Forest Service ; Toronto : Ministry 
of Natural Resources, 1998. 14 p. : ill., Bibi. 
(NODA note / Ontario. Ministry of Natural Re- 
sources and Canadian Forest Service ; 34 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St. Suite 305, Ottawa ONT K2P 2G8 15 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


ISSN 1198-2233) At head of title: Canada-Ontario 
Northern Ontario Development Agreement, Forest- 
ty. ISBN 0-662-26657-9 CCG-P no. Fo 

29-41 /34-1998E 

MICROLOG 98-04800 (1 fiche) 

CA FO ND ON PR SC TE 


Des prestations pour les enfants du 
Canada : perspectives sur l'égalité des 
sexes et la responsabilité sociale 


Par Christa Freiler et Judy Cerny. Ottawa : Condi- 
tion féminine Canada, 1998. xiii, 111, xili, 101 p. : 
Bibl. Bilingue (Benefiting Canada’s children...). 
Sur la couv.: Recherche en matière de politiques. 
ISBN 0-662-63469-1 GCC-E no SW21-27/1998 
MICROLOG 98-04719 (3 fiche) (Available on fiche 
only) 

CA DE SA SS 


Design and development of intelligent 
aiding for LOCATE workspace layout tool : 
final report 


Artificial Intelligence Management & Development 
Corporation. North York, ON : Defence & Civil In- 
stitute of Environmental Medicine, 1997. iv, 108 p. 
:iil., Bibl. (DCIEM publication / Defence & Civil 
Institute of Environmental Medicine (Canada) ; 
97-CR-15) 

MICROLOG 98-04581 (2 fiche) 

CA ND PS SC 


Détail des dépenses de programmes : 
profil des dépenses des ministéres, 1998 


Ottawa : Secrétariat du Conseil du trésor, 1998. 
72, 67 p. Bilingue (Program expenditure deiail...). 
MICROLOG 98-04786 (2 fiche) 

CA CO DE PA SS 


Detail of expenditure under the Election 
Act: all constituencies, 1996-97 


Regina : The Province, 1997. 65 p. 
MICROLOG 98-04625 (1 fiche) 
MS PA PR SS 


Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.PO.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta 


By AP. Hamblin. Calgary, AB : Natural Resources 
Canada, Geological Survey of Canada, 1998. 9 p. 
: IIL, Bibl. (Open file / Geological Survey of Can- 
ada; 3589) 

MICROLOG 98-04861 (1 fiche) 

AL CA ND NR SC 


A Detailed report of educational software 
evaluations, 1997 


Halifax : Education & Culture, 1997. iv, 152 p. 
MICROLOG 98-04814 (2 fiche) 
AP ED PR PS SS 


Developing environmental indicators for 
agriculture : discussion paper 


Ottawa : Agriculture & Agri-Food Canada, Envi- 
ronmental Indicator Working Group, 1993. 31 p. : 
iil., Bibl. (Agri-Environmental Indicator Project re- 
port 1 Canada. Agriculture & Agri-Food Canada ; 
no. 1 

MICROLOG 98-04535 (1 fiche) 

AG CA EV ND SC 


Developing Saskatchewan business 


Regina : Saskatchewan Economic & Co-operative 
Development, 1997. 327 p. 

MICROLOG 98-04945 (4 fiche) 

CO MS PR SS ; 


Development and evaluation of equivalent- 
fluid seabed models 


By Jing-Fang Li and Murray Hodgson. Dart- 
mouth, NS : National Defence, Research & Devel- 
opment Branch, Defence Research Establishment 
Atlantic, 1996. 41 p. : i/l., Bibl. (DREA contractor 
report / Defence Research Establishment Atlantic 
; DREA CR/97/421) 

MICROLOG 98-04565 (1 fiche) 

CA ND NR PS SC 


Development and implementation of 
TASCflow3D for parallel architecture : final 
report 


Advanced Scientific Computing Ltd. Medicine 
Hat, AB : National Defence, Defence Research 
Establishment Suffield, 1997. 14 p. : iil. (DRES 
contractor report / Defence Research Establish- 
ment Suffield ; CR 97-25) 

MICROLOG 98-04696 (1 fiche) 

CA ND PS SC 


Development and pilot testing of a 
continuous copper cementation thickener 
cone 


Ross Gilders ; prepared by the New Brunswick 
Research and Productivity Council ; for NovaGold 
Resources Inc. Fredericton : Natural Resources & 
Energy, Minerals & Energy, 1995. 19 p. : ill. 
(Open file report / New Brunswick. Minerals & 
Energy Division ; 95-23 ISSN 1198-0648) On 
cover: Canada-New Brunswick Cooperation 
Agreement on Mineral Development. 

ISBN 1-55137-651-2 

MICROLOG 98-04984 (1 fiche) 

AP NR PR SC 


Development and processing of pigmented 
wheats : final report 


University of Saskatchewan. Regina : Agriculture 
Development Fund, 1998. 46 p. : iill., Bibl. 
MICROLOG 98-05017 (1 fiche) 

AG MS PR SC 


Development of a bioreactor for on-site 
remedial treatment of pollutant containers 
before permanent disposal : final report 


University of Saskatchewan. Regina : Saskatche- 
wan Agriculture & Food, ADF, 1998. 44 p. : ill. 
Bibl. 

MICROLOG 98-05099 (1 fiche) 

EV LS MS PR SC 


Development of a model for the first order 
bistatic ocean clutter radar cross section 
for ground wave radars 


Submitted by: Northern Radar Systems Limited ; 
authors: J. Walsh, B.J. Dawe. Ottawa : Defence 
Research Establishment Ottawa, 1994. 60 p. : il. 
Bibl. (Contractor report / Defence Research Es- 
tablishment Ottawa ; 97-623) 

MICROLOG 98-04530 (1 fiche) 

CA ND PS SC 


Dimension humaine de la chasse aux 
oiseaux-gibier migrateurs au Canada 


Par Fernand L. Filion et Shane A Parker. Ottawa : 
Environnement Canada, Service canadien de la 
faune, 1984. 37 p. : ill., Bibl. (Publication hors- 
série / Service canadien de la faune ; no 51 
ISSN 0576-6370) L'éd. anglaise (Human dimen- 
sions of migratory game-bird hunting...) : 
85-00163/1. ISBN 0-662-92400-2 GCC-E 

no CW69-1/51F 

MICROLOG 98-04547 (1 fiche) 

CA CU ND SS ST 


Directory of commercial aircraft and 
operations, 1998 


Fredericton : Dept. of Natural Resources, Forest 
Fire Management, 1998. 14 p. 

MICROLOG 98-051 44 (1 fiche) 

AP PR SC TR 


Directory of health resources 


Saskatchewan. Population Health Branch. Regina 
: The Branch, 1998. 82 p. 

MICROLOG 98-04655 (1 fiche) 

HE MS PR SS 


Dismounted infantry tactical task 
information needs, phase Il : data capture 
approach 


By R.D. Webb and Don N. McLean. Guelph, ON : 
Humansystems Inc., 1997. 38 p. : ill., Bibl. 
(DCIEM publication / Defence & Civil Institute of 
Environmental Medicine (Canada) ; 97-CR-29) 
MICROLOG 98-04752 (1 fiche) 

CA EX ND PS SC 


Disorientation training in non-motion 


based simulator 


By lan P. Howard, Bob Cheung and Eric Groen. 
North York, ON : National Defence, Defence & 
Civil Institute of Environmental Medicine, 1996. 
51 p. : il., Bibl. (DCIEM publication / Defence & 
Civil Institute of Environmental Medicine (Can- 
ada) ; 97-CR-09) 

MICROLOG 98-04556 (1 fiche) 

CA LS ND SC 


Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the 
northern part of the Pacific Ocean 


By AG. Slizkin. Ottawa : National Research Coun- 
cil, Canada Institute for Scientific & Technical In- 
formation, 1998. 10 p. : Bibl. (Canadian transia- 
tion of fisheries and aquatic sciences / Canada. 
Dept. of Fisheries & Oceans ; no. 5664 

ISSN 0704-3716) Originally published in Russian. 
MICROLOG 98-04539 (1 fiche) 

CA CF LS ND SC 


Distributions, movements and numbers of 
Peary caribou and muskoxen on western 
Queen Elizabeth Islands, Northwest 
Territories, 1972-74 


By Frank L. Miller, Anne Gunn and Richard H. 
Russell. Ottawa : Fisheries & Environment Can- 
ada, Canadian Wildlife Service, 1977. 55 p. : ill., 
Maps, Bibl. (Report series / Canadian Wildlife 
Service ; no. 40) Cover title: Peary caribou and 
muskoxen on western Queen Elizabeth Islands, 
NWT, 1972-74. ISBN 0-660-01057-0 CCG-P 

no. CW65-8/40 

MICROLOG 98-04543 (1 fiche) 

CA LS ND NO SC 


ee es RS ea ee ae a ee ee a eS 


Pour des copies de ces publications, contacter: 


16 IHS/Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-9184 


August 1998 


Title Index 


MICROLOG 


Division of matrimonial property on death 


Alberta Law Reform Institute. Edmonton : The In- 
stitute, 1998. iv, 196 p. : Bibi. (Report for discus- 
sion / Alberta Law Reform Institute ; no. 17 
ISSN 0834-9037) ISBN 1-8960-7810-9 
MICROLOG 98-04795 (3 fiche) 

AL JU PR SA SS 


Données ministérielles de base, 1997 


Ottawa : Affaires indiennes et du Nord Canada, 
Direction générale de la gestion de l'information, 
Direction de la gestion de l'information min- 
istérielle, Section des statistiques ministérielles, 
1998. xii, 80, xi, 80 p. Bilingue (Basic departmen- 
tal data...). 

MICROLOG 98-04818 (3 fiche) 

CA CO ND NP SA SS ST 


Draft standards and guidelines for the land 
application of mechanical pulpmill sludge 
to agricultural land 


Edmonton : Alberta Environmental Protection, 
Environmental Service, Environmental Assess- 
ment Division, Standards & Guidelines Branch, 
1998. iii, 40 p. : iil., Bibl. ISBN 0-7785-0138-8 
MICROLOG 98-04936 (1 fiche) 

AG AL EV PR SC 


Driftwood Provincial Park, preliminary 
management plan 


Toronto : Ontario Parks, 1998. 22 p. : Maps, Bibl. 
ISBN 0-7778-6595-5 

MICROLOG 98-05078 (1 fiche) 

NR ON PR SC 


Early stand tending in jack pine 
plantations 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 23 p. : Hil., Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #6) ISBN 0-7778-5384-1 
MICROLOG 98-05033 (1 fiche) 

FO LS ON PR SC 


Earnings dynamics in Canada : the 
earnings mobility of Canadians, 1982-92 


By Ross Finnie. Hull, PQ : Human Resources De- 
velopment Canada, Strategic Policy, Applied Re- 
search Branch, 1997. vii, 67 p. : iil., Bibl. (Working 
papers / Canada. Human Resources Develop- 
ment Canada ; W-97-3E.a) 

MICROLOG 98-04791 (2 fiche) 

CA CI CO ND SA SS ST 


The Eastern Canada Shallow Water 
Ambient Noise Experiment 


By Mark G. Hazen and Francine Desharnais. 
Dartmouth, NS : Defence Research Establishment 
Atlantic, 1997. 6 p. : iil., Bibl. 

MICROLOG 98-04549 (1 fiche) 

AP CA ND PS SC 


Ecoles du Manitoba, 1998 


Manitoba. Education et formation professionnelle 
Manitoba. Winnipeg : le Ministère, 1998. 78 p. : 
Cartes géogr. Bilingue (Schools in Manitoba...). 
MICROLOG 98-04850 (2 fiche) 

ED MS PR SS 


Economic and agronomic analysis of 
swath grazing vs stored feed : final report 


Biggar Forage Club. Regina : Saskatchewan Agri- 
culture & Food, ADF, 1997. 21 p. 

MICROLOG 98-05090 (1 fiche) 

AG MS PR SC 


Economic statistics on the forest industry 
from 1970 to 1991 


By Jean Berthiaume. Hull, PQ : Canadian Forest 
Service, Policy & Economics Directorate, Eco- 
nomic Studies Division, 1993. li, 10 p. : iil. (Re- 
search note / Canadian Forest Service. Econom- 
ic Studies Division ; 35a) French ed. (Statistiques 
ues de l’industrie.) on the same fiche. 
MICROLOG 98-04589 (1 fiche) 
CA CO FO ND SS 


Eel River Bar First Nation Inquiry, Eel River 
dam claim 


Canada. Indian Claims Commission (1991-). Ot- 
tawa : The Commission, 1997. 160 p. French ed. 
(Enquête sur la revendication...) : 98-03687/2. 
Cover title: Eel River Bar First Nation Inquiry : re- 
port on Eel River Dam Claim. 

MICROLOG 98-04825 (2 fiche) 

AP CA DE JU NP PA SS 


Eel River Bar First Nation Inquiry : report 
on Eel River Dam Claim 


See Eel River Bar First Nation Inquiry, Eel River 
dam claim 


Effect of processing parameters on cure 
kinetics in filled polyurethanes 


Prepared for: Centre de recherches pour la 
défense Valcartier ; by: Robert Pearce, Pierre 
Sammut, Kenneth Cole. Boucherville, PQ : Na- 
tional Research Council Canada, Industrial Mate- 
rials Institute, 1996. 74 p. : iil., Bibl. 

MICROLOG 98-04743 (1 fiche) 

CA ND PS SC 


Effect of tillage and crop rotations on leaf 
spots of spring wheat in the brown soil 
zone : final report 


Semiarid Prairie Agricultural Research Centre 
(Canada). Regina : Saskatchewan Agriculture & 
Food, ADF, 1998. 53 p. : Bibl. 

MICROLOG 98-05115 (1 fiche) 

AG CA MS PR SC 


Les Effets des transformations du 
gouvernement sur le programme des 
langues officielles du Canada 


Ottawa : Commissaire aux langues officielles, 
1998. 1, 35, |, 33 p. : Bibl. Bilingue (Government 
transformations...). \SBN 0-662-63402-0 GCC-E 
no SF31-35/1998 

MICROLOG 98-05015 (1 fiche) 

CA CU DE PA SS 


An Efficient piecewise matched-field 
tracking algorithm 


Michael J. Wilmut...et al. Dartmouth, NS : De- 
fence Research Establishment Atlantic, 1998. 
19 p. : /il., Bibl. 

MICROLOG 98-04990 (1 fiche) 

CA ND PS SC 


Electricien industriel /électricienne 
industrielle 


Hull, PQ : Développement des ressources 
humaines Canada, Direction des partenariats des 
ressources humaines, Normes, planification et 
analyse, 1997. xi, 378 p. (Série d'analyses de 
professions / Canada. Direction des informations 
sur les professions et les carrières) L’éd. anglaise 
(Industrial electrician) : 98-04576/4. Sur la couv.: 
Norme interprovinciale, Canada. 

ISBN 0-662-82794-5 GCC-E 

no MP32-11/65-1998F 

MICROLOG 98-04578 (5 fiche) 

CA DE LA SS 


Elimination des obstacles au 
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dustrie, de l'économie et des programmes ; no 
36b) L’éd. anglaise (Evolution of employment...) : 
98-02743/1. 

MICROLOG 98-04591 (1 fiche) 

CA FO LA ND SS 
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dépenses 


Ottawa : Bureau du vérificateur général du Can- 
ada, 1998. 21, 19 p. Sommaire (1, 1 p.) inclus. 
Bilingue (Parliamentary committee review...). 
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Final report as to the impact of the Skeena 
Cellulose situation on small to medium 
sized businesses in northwestern British 
Columbia 


By Ralph Torney. Victoria : The Province, 1998. 
18 p. 

MICROLOG 98-04807 (1 fiche) 

BC CO FO PR SS 


Final report for the improved window 
addressable memory — Rev. 


Lockheed Martin Canada Inc. Ottawa : Defence 
Research Establishment Ottawa, 1996. iii, 89.p. : 
ill., Bibl. (Contractor report / Defence Research 
Establishment Ottawa ; 97-617) On cover: Docu- 
ment no. 1004019. 

MICROLOG 98-04531 (1 fiche) 

CA ND PS SC 


Financial report of Ontario universities : 
supplementary volume, 1996-97 


Council of Ontario Universities. Research, Analy- 
sis & Policy Division. Toronto : The Division ; 
Council of Finance Officers - Universities of On- 
tario, 1998. v, 124 p. ISSN 0823-5872 
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Employment/Self-Employment Program, 
GESEP : final report 


Hull, PQ : Human Resources Development Can- 
ada, Strategic Policy, Evaluation & Data Develop- 
ment ; St. John's : The Province, 1996. viii, 63 p. 
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Research Establishment Suffield, 1997. 29 p. : 
Bibl. (DRES contractor report / Defence Research 
Establishment Suffield ; CR 97-35) Cover title: 
Field trial safety audit & recommendations, phase 
[IA 

MICROLOG 98-04754 (1 fiche) 

CA EX LA ND SS 


Physical flow modeling of contaminants in 
a frigate cleansing station 


By D.E. Kiel, D.R. Jones and D.J. Wilson. Medi- 
cine Hat, AB : National Defence, Defence Re- 
search Establishment Suffield, 1997. vill, 93 p. : 
ill., Bibl. (DRES contractor report / Defence Re- 
search Establishment Suffield ; CR 97-24) 
MICROLOG 98-04695 (2 fiche) 

CA ND PS SC 


The Pike Lake fishery 


By S.J. Kerr. Kemptville, ON : Ministry of Natural 
Resources, Southcentral Sciences Section, 1998. 
ili, 37 p. : Ü., Bibl. (Technical report / Ontario. 
Southcentral Science Section ; TR-106) 

ISBN 0-7778-7306-0 

MICROLOG 98-05038 (1 fiche) 


La Planification des ensembles 

d’ habitations communautaires : Creative 
Communities et la Collaborative Housing 
Society, Toronto, Ontario 


Energy Pathways Inc. Ottawa : Fédération canadi- 
enne des municipalités ; Assn canadienne des 
constructeurs d’habitations ; Assn canadienne 
d'habitation et de rénovation urbaine ; Société 
canadienne d'hypothèques et de logement, 1997. 
il, 20, li, 20 p. Bilingue (Planning cohousing...). 
Sur la couv.: Etude de cas. En tête du titre: Abor- 
dabilité et choix toujours (A.C.T), projet de ra- 
tionalisation du processus d’approbation. 
MICROLOG 98-04790 (1 fiche) 

CA DE MU ON PL SC 


Planifions ensemble, guide pour organiser 
une journée d’information sur les carriéres 


Ottawa : Santé et bien-être social Canada, 1992. 
ii, 45 p. : iil. L’éd. anglaise (Planning together...) : 
98-04930/1. ISBN 0-662-96678-3 GCC-E 

no H34-44/1991F 

MICROLOG 98-04931 (1 fiche) 

CA ED LA ND NP SS 


Planning cohousing : Creative 
Communities and the Collaborative 
Housing Society, Toronto, Ontario 


Energy Pathways Inc. Ottawa : Federation of Can- 
adian Municipalities ; Canadian Home Builders’ 
Assn ; Canadian Housing & Renewal Assn ; Can- 
ada Mortgage & Housing Corporation, 1997. ii, 
20, ii, 20 p. Bilingual (La Planification des ensem- 
bles d’habitations...). On cover: Case study. At 
head of title: Affordability and Choice Today 
(A.C.T) Streamlined Approval Process Project. 
MICROLOG 98-04790 (1 fiche) 

CA Ci DE MU ON PL SC 


Planning together, a guide for organizing a 
career information day 


Ottawa : Health & Welfare Canada, 1992. ii, 45 p. 
: ill. French ed. (Planifions ensemble...) : 
98-04931/1. ISBN 0-662-18586-2 CCG-P 

no. H34-44/1991E 

MICROLOG 98-04930 (1 fiche) 

CA ED LA ND NP SS 


Plastimet Inc. fire, Hamilton, Ontario, July 
9-12, 1997 : report 


Prepared by Adam Socha... et al. Toronto : On- 
tario. Ministry of Environment & Energy, 1997. vii, 
74 p. : ill. ISBN 0-7778-6833-4 

MICROLOG 98-04999 (2 fiche) 

Cl EV LS MU ON PR SC 


Points saillants des activités 
internationales du Canada pour 
promouvoir l’avancement de la femme, 
1990-97 


Ottawa : Condition féminine Canada, 1997. 19 p. 
L’éd. anglaise (Canada’s international activities...) 
sur la méme fiche. 

MICROLOG 98-04919 (1 fiche) (Available on fiche 
only) 

CA EX ND SA SS 


Polarized light microscopy as a filter 
debris analysis tool 
By Gary C. Fisher. Dartmouth, NS : Defence Re- 


search Establishment Atlantic, 1996. 14 p. : if. 
Bibl. 


FI ON PR SC MICROLOG 98-04554 (1 fiche) 
CA ND PS SC 
Copies of these documents are available from: 
IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 27 
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RS oe a SE EEE aS 


Possibilités de participation publique en 
vertu de la Loi sur l’assainissement de l’air 
: document de travail 


Frédéricton : Ministère de l'environnement, 1998. 
ii, 20, li, 19 p. Bilingue (Opportunities for public 
participation...). 

MICROLOG 98-05091 (1 fiche) 

AP EV JU PR SC 


Poverty profile : a report, 1996 


National Council of Welfare (Canada). Ottawa : 
The Council, 1998. 99 p. : iill., Bibl. French ed. 
(Profil de la pauvreté...) : 98-04867/2. 
MICROLOG 98-04869 (2 fiche) 

CA Cl DE SA SS ST 


Prairie forest products : an industry profile 


By Andy Ridge. Ottawa : Industry Canada, 1997. 
23 p. : iil., Bibl. French ed. (Les Produits forestiers 
des Prairies...) on the same fiche. 

MICROLOG 98-05127 (1 fiche) 

AL CA CO FO MS ND SS ST 


Pre-commercial thinning in black spruce 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 15 p. : Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #11) ISBN 0-7778-5390-6 
MICROLOG 98-05049 (1 fiche) 

FO LS ON PR SC 


Prediction of body cooling 


P. Tikuisis...et al. North York, ON : National De- 
fence, Defence & Civil Institute of Environmental 
Medicine, 1997. i, 15 p. : Bibl. (DCIEM technical 
memorandum / Defence & Civil Institute of Envi- 
ronmental Medicine (Canada) ; no. 97-TM-47) 
Summary of a workshop, Development of a Com- 
puter Model to Predict Survival Time in Cold Water 
for Particular Application to the Offshore Oil Indus- 
try. 

MICROLOG 98-04753 (1 fiche) 

CA LS ND SC 


Predictions and measurements of full 
scale motions, loads and structural 
response for CFAV QUEST 


By David C. Stredulinsky, Neil G. Pegg and Lay- 
ton E. Gilroy. Dartmouth, NS : Defence Research 
Establishment Atlantic, 1997. 10 p. : il., Bibl. 
MICROLOG 98-04746 (1 fiche) 

CA ND PS SC 


A Preliminary report on the adult chinook 
salmon escapement study conducted on 
the Nanaimo River during 1996 


By E.W. Carter and D.A Nagtegaal. Nanaimo, BC 
: Fisheries & Oceans Canada, Science Branch, 
Pacific Region, Pacific Biological Station, 1998. iv, 
29 p. : iil., Bibl. (Canadian manuscript report of 
fisheries and aquatic sciences / Canada. Dept. of 
Fisheries & Oceans ; no. 2450 ISSN 0706-6473) 
CCG-P no. Fs 97-4/2450E 

MICROLOG 98-04913 (1 fiche) 

BC CA CF FI LS ND SC 


Premier volet, évaluation formative, projet 
Choix et possibilités, [.-P-E. : rapport 
d’ensemble 


Hull, PQ : Développement des ressources 
humaines Canada, Politique stratégique, Direc- 
tion générale, évaluation et exploitation des 
données ; Charlottetown : la Province, 1996. x, 
48 p. L’éd. anglaise (Phase 1, formative evalua- 
tion, P.E.l....) : 98-04736/1. Sur la couv.: Evalua- 


tion des initiatives stratégiques. Titre de la couv.: 
Choix et possibilités. 

MICROLOG 98-04755 (1 fiche) 

AP CA ND PR SA SS 


Les Prestataires de services Internet au 
Canada : analyse économique 


Par Marc Lee et Catherine Peters. Ottawa : Indus- 
trie Canada, Direction générale des technologies 
de l'information et des communications, 1997. v, 
29 p. : ill. L’éd. anglaise (Internet service provid- 
ers...) sur la même fiche. 

MICROLOG 98-04548 (1 fiche) 

CA CO ND SS TE 


Prévenir la violence familiale : un 
catalogue de vidéocassettes canadiennes 
sur la violence familiale à l’intention du 
grand public et des personnes spécialistes 
dans le domaine de la prévention de la 
violence dans la famille -- 7e éd. 


Ottawa : Santé Canada, Centre national d’infor- 
mation sur la violence dans la famille ; Office na- 
tional du film du Canada, 1998. 10, 12 p. Bilingue 
(Preventing family violence...). 

ISBN 0-662-63449-7 GCC-E no H72-21/23-1998 
MICROLOG 98-04967 (1 fiche) 

BS CA DE SA SS 


Preventing family violence : a catalogue of 
Canadian videos on family violence for the 
general public and for professionals 
working in the field — 7th ed. 


Ottawa : Health Canada, National Clearinghouse 
on Family Violence ; National Film Board of Can- 
ada, 1998. 12, 10 p. Bilingual (Prévenir la vio- 
lence familiale...). \SBN 0-662-63449-7 CCG-P 
no. H72-21 /23-1998 

MICROLOG 98-04967 (1 fiche) 

BS CA Cl DE SA SS 


Prince Edward Island Agricultural 
Insurance Corporation : Annual report 
1996-97 

Charlottetown : The Corporation, 1997. 17 p. 


MICROLOG 98-04836 (1 fiche) 
AG AP CO PR SC 


Prince Edward Island. Dept. of Health & 
Social Services : Annual report 1996-97 


Charlottetown : The Dept., 1997. 16 p. Rapport 
annuel [summary] (6 p.) laid in. 

MICROLOG 98-04838 (1 fiche) 

AP HE PR SA SS 


Prince Edward Island. Employment 
Development Agency : Annual report 
1996-97 


Charlottetown : The Agency, 1997. 6 p. 
MICROLOG 98-04997 (1 fiche) 
AP LA PR SS 


Prince Edward Island Housing Corporation 
: Annual report 1996-97 
Charlottetown : The Corporation, 1997. 16 p. 


MICROLOG 98-04842 (1 fiche) 
AP PR PW SA SS 


A Process evaluation of Success Nova 
Scotia 2000 : final report 


Hull, PQ : Human Resources Development Can- 
ada, Strategic Policy, Evaluation & Data Develop- 
ment ; Halifax : Nova Scotia Education & Culture, 
1996. viii, 78 p. : ill. French ed. (Evaluation des 
méthodes, Succès...) : 98-04731/2. On cover: 
Strategic initiatives evaluation. Cover title: Suc- 
cess Nova Scotia 2000. 

MICROLOG 98-04730 (1 fiche) 

AP CA ED LA ND PR SS 


Process evaluation of the Prince Edward 
Island Ready to Learn project 


Hull, PQ : Human Resources Development Can- 
ada, Strategic Policy, Evaluation & Data Develop- 
ment ; Charlottetown : The Province, 1995. vii, 

81 p. French ed. (Evaluation du processus du pro- 
gramme...) : 98-04766/2. Cover title: Process 
evaluation, Ready-to-Learn project, Prince Edward 
Island. On cover: Strategic initiatives evaluation. 
MICROLOG 98-04765 (1 fiche) 

AP CA ED LA ND PR SS 


Process evaluation, Ready-to Learn 
project, Prince Edward Island 


See Process evaluation of the Prince Edward Is- 
land Ready to Learn project 


Les Produits forestiers des Prairies : un 
profil de l’industrie 


Par Andy Ridge. Ottawa : Industrie Canada, 1997. 
24 p. : ill. L’éd. anglaise (Prairie forest products...) 
sur la même fiche. 

MICROLOG 98-05127 (1 fiche) 

AL CA CO FO MS ND SS ST 


_ Profil de la pauvreté : rapport, 1996 


Conseil national du bien-être social (Canada). Ot- 
tawa : le Conseil, 1998. 105 p. : iil., Bibl. L’éd. an- 
glaise (Poverty profile...) : 98-04869/2. 
MICROLOG 98-04867 (2 fiche) 

CA DE SA SS ST 


Program expenditure detail : a profile of 
departmental spending, 1998 


Ottawa : Treasury Board of Canada, Secretariat, 
1998. 67, 72 p. Bilingual (Détail des dépenses de 
programmes...). 

MICROLOG 98-04786 (2 fiche) 

CA CO DE PA SS 


Programme Compass de la 
Nouvelle-Ecosse 


Voir Evaluation des processus du programme 
Compass - Nouvelle-Ecosse 


Programme d’analyse de la seston des 
exploitations agricoles de l'Ontario, 1996 


Guelph, ON : Ministère de l’agriculture, de l'ali- 
mentation et des affaires rurales de l'Ontario, 
Développement des entreprises agricoles, 1998. 
68 p. : ill. L’éd. anglaise (Ontario farm manage- 
ment analysis.) : 98-04649/1. 

MICROLOG 98-04659 (1 fiche) 

AG ON PR SC ST 
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MICROLOG 


Programme de protection des champs 
d'alimentation en eau : document de 
réflexion 


Frédéricton : Ministère de l'environnement, 1998. 
lv, 13, IV, 13 p. Bilingue (Wellfield Protection Pro- 


gram...). 
MICROLOG 98-05125 (1 fiche) 
AP EV PR PW SC 


Programme de surveillance des émissions 
des locomotives, rapport pour l’année 
1995 


Rédigé par l'Association des chemins de fer du 
Canada de concert avec Environment Canada. 
Ottawa : Environnement Canada, Direction 
générale de la prévention de la pollution at- 
mosphérique, Division des systèmes de transport, 
1997. vili, 32 p. : il. (Rapport / Canada. Service 
de la protection de l'environnement ; SPE 
2/TS/10) L’éd. anglaise (Locomotive emis- 
sions...) sur la même fiche. ISBN 0-660-60275-X 
GCC-E no En49-1/2-10 

MICROLOG 98-04824 (1 fiche) 

CA DE EV SC ST TR 


Programme des débouchés d’emploi 
stratégiques, PDES 


Voir Evaluation diagnostique du Programme des 
débouchés d'emploi stratégiques : rapport final 


Programme d'indicateurs du rendement 
scolaire, évaluation en mathématiques de 
1997 : rapport pour l'Ontario 


Toronto : Office de la qualité et de la responsabil- 
ité en éducation, 1998. 25 p. L’éd. anglaise 
(School Achievement Indicators Program...) sur la 
méme fiche. 

MICROLOG 98-05040 (1 fiche) 

ED ON PR SS 


Programme emploi/travail autonome pour 
les diplômés, PETAD 


Voir Évaluation diagnostique du Programme em- 
ploi/travail autonome pour les diplômés : rapport 
final 


Programme initial du secondaire 


Frédéricton : Dept. of Education, Curriculum 
Branch, 1996. xii, 146 p. L’éd. anglaise (High 
School Foundation Program) : 98-05211/4. 
MICROLOG 98-05013 (2 fiche) 

AP ED PR SS 


Programme travail et services pour les 
étudiants (PTSPE), Terre-Neuve et 
Labrador 


Voir Evaluation du Programme travail et services 
pour les étudiants, Terre-Neuve et Labrador : rap- 
port final 


Projector on-line monitoring system 
upgrade design report 


By Duane Watson. Dartmouth, NS : National De- 
fence, Research & Development Branch, Defence 
Research Establishment Atlantic, 1997. 52 p. 
(DREA contractor report / Defence Research Es- 
tablishment Atlantic ; DREA CR 97/412) 
MICROLOG 98-04524 (1 fiche) 

CA ND PS SC 


Proposal for a northwest Atlantic zonal 
monitoring program 


J.-C. Therriault...et al. Ottawa : Fisheries & Oce- 
ans Canada, 1998. vil, 57 p. : jil., Maps, Bibl. (Ca- 
nadian technical report of hydrography and oce- 
an sciences / Canada. Dept. of Fisheries & Oce- 
ans ; no. 194 ISSN 0711-6764) CCG-P no. Fs 
97-18/194E 

MICROLOG 98-04725 (1 fiche) 

AP CA CF EV ND NR SC 


A Proposed new Municipal Act, draft 
legislation, including explanatory notes : 
consultation document 


Ontario. Ministry of Municipal Affairs & Housing. 
Toronto : The Ministry, 1998. xv, 271 p. French 
ed. (Proposition de nouvelle Loi sur les municipal- 
itées...) : 98-05041/4. ISBN 0-7778-7208-0 
MICROLOG 98-05042 (4 fiche) 

JU MU ON PA PR SS 


Proposition de nouvelle Loi sur les 
municipalités, ébauche de projet de loi, 
avec des notes explicatives : document de 
travail 


Ontario. Ministére des affaires municipales et du 
logement. Toronto : le Ministére, 1998. xviii, 

286 p. L’éd. anglaise (A Proposed new Municipal 
Act...) : 98-05042/4. ISBN 0-7778-7212-9 
MICROLOG 98-05041 (4 fiche) 

JU MU ON PA PR SS 


Provincial accountability framework for 
child and family services 


Edmonton : Alberta Family & Social Services, 
1998. 356 p. 

MICROLOG 98-04924 (4 fiche) 

AL PA PR SA SS 


Publications available from the National 
Clearinghouse on Family Violence, Health 
Canada - Rev. 


Ottawa : The Clearinghouse, 1998. 88 p. Bilin- 
gual (Liste des publications...). 

ISBN 0-662-63421-7 CCG-P no. H72-21/21-1998 
MICROLOG 98-04966 (2 fiche) 

BS CA CI DE SA SS 


Quaternary geology, Long Point-Port 
Burwell area 


By Peter J. Bamett. Toronto : Ontario Geological 
Survey, 1998. ix, 143 p. : /il., Maps, Bibl. (Ontario 
Geological Survey report / Ontario Geological 
Survey ; 298 ISSN 0704-2582) 

ISBN 0-7778-6993-4 

MICROLOG 98-05073 (2 fiche) 

NR ON PR SC 


La Quéte d’un équilibre, harmoniser le 
travail et la famille : programme de 
formation, guide de la ou du responsable 
de la formation 


Toronto : Direction générale de la condition 
féminine de l'Ontario, 1992. ili, 143 p. : Bibl. Sur 
la couv.: Trousse de formation. L’éd. anglaise 

le to juggle...) : 98-05005/3. 
MICROLOG 98-05030 (3 fiche) 
LA ON PR SA SS 


Qui donnera les soins? Les incidences du 
virage ambulatoire et des mesures 
d’économie sociale sur les femmes du 
Québec 


Association féminine d'éducation et d’action soci- 
ale et Denyse Cété...et al. Ottawa : Condition 
féminine Canada, 1998. x, 134, xiv, 122 p. : Bibl. 
Bilingue (Who will be responsible for...). 

ISBN 0-662-63508-6 GCC-E no SW21-31/1998 
MICROLOG 98-04771 (3 fiche) (Available on fiche 
only) 

CA DE HE QU SA SS 


Radionuclide analyses of Saskatchewan 
caribou, 1995 : final report 


By Patricia A Thomas. Regina : Saskatchewan 
Environment & Resource Management ; Saskat- 
chewan Health, 1995. 59 p. : ill., Bibl. 
MICROLOG 98-05016 (1 fiche) 

EV LS MS PR SC 


Range ecology of Rocky Mountain bighorn 
sheep in Canadian national parks 


By John G. Stelfox. Ottawa : Fisheries & Environ- 
ment Canada, Canadian Wildlife Service, 1976. 
50 p. : ill., Bibl. (Report series / Canadian Wildlife 
Service ; no. 39) ISBN 0-660-00549-2 CCG-P 

no. CW65-8/39 

MICROLOG 98-04542 (1 fiche) 

AL CA LS ND SC 


Rapport annuel de statistiques, 1995-96 


Nouveau-Brunswick. Direction des services des 
foyers de soins. Frédéricton : la Direction, 1996. 
ii, 49, ii, 49 p. Bilingue (Annual statistical re- 


port...). 
MICROLOG 98-05128 (2 fiche) 
AP HE PR SS ST 


Rapport de situation de 1996-97 et plan 
d’action pour 1997-98, mise en oeuvre de 
Varticle 41 de la Loi sur les langues 
officielles 


Canada. Condition féminine Canada. Ottawa : le 
Département, 1997. vi, 18 p. L’éd. anglaise (Sta- 
tus report 1996-97...) sur la même fiche. 
MICROLOG 98-05147 (2 fiche) (Available on fiche 
only) 

CA CU ND SA SS 


Rapport réglementaire du Directeur 
général des élections sur les élections 
partielles tenues dans la circonscription 
de Portage la Prairie 


Élections Manitoba. Winnipeg : le Directeur, 
1997. 22, 21 p. Bilingue (Statutory report of the 
Chief Electoral...). 

MICROLOG 98-04972 (1 fiche) 

MS PA PR SS 


Rapport sur les logements locatifs, 
Ottawa, enquéte de 1996 


Ottawa : Société canadienne d’hypothéques et de 
logement, Succursale d’Ottawa, Analyse de 
marché, 1997. 8 p. : ill. L’éd. anglaise (Ottawa 
rental market...) : 98-01525/1. 

MICROLOG 98-04573 (1 fiche) 

CA MU ND ON SA SS ST 
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MICROLOG 


Index des titres 


août 1998 


Rapport sur les logements locatifs, 
Ottawa, enquête de 1997 


Ottawa : Société canadienne d’hypothéques et de 


logement, Succursale d'Ottawa, Analyse de 
marché, 1998. 8 p. : iil. L’éd. anglaise (Ottawa 
rental market...) sur la même fiche. 
MICROLOG 98-04572 (1 fiche) 

CA MU ND ON SA SS ST 


Rapport sur les maisons de retraite : 
Ottawa, 1998 


Ottawa : Société canadienne d'hypothèques et de 


logement, Succursale d’Ottawa, Analyse de 
marché, 1998. 4, 4 p. Bilingue (Retirement 
homes...). 

MICROLOG 98-04571 (1 fiche) 

CA MU ND ON SA SS ST 


Recommendations on a new university 
funding formula for the distribution of 
operating grants 


Submitted to the Minister of Education and Cul- 
ture ; by the Nova Scotia Council on Higher Edu- 
cation. Halifax : The Council, 1998. 17 p. : ill. 
MICROLOG 98-05025 (1 fiche) 

AP ED PR SS 


Réflexion collective sur le milieu de travail 
en évolution : rapport 


Canada. Comité consultatif sur le milieu de travail 
en évolution. Ottawa : le Comité, 1997. xvii, 

258 p. : Bibl. L'éd. anglaise (Collective reflection 
on the changing workplace...) : 98-03031/3. 
MICROLOG 98-04812 (3 fiche) 

CA LA ND SS 


Régénération de peuplements feulllus 
dégradés à la suite de coupes à diamètre 
limite successives, projet no 4065 


Par Pierre Labrecque. Ottawa : Ressources na- 
turelles Canada, Service canadien des forêts, 
1998. vill, 45 p. : iil., Bibl. Sur la couv.: Essais, 
expérimentations et transfert technologique en 
foresterie. Financé en vertu de l’Entente awiliaire 
Canada-Québec sur le développement 
économique des régions du Québec. Sur la page 
de titre: Emeric Bergeron & fils ltée. 

ISBN 0-662-82841-0 GCC-E 

no Fo29-39/87-1998F 

MICROLOG 98-04706 (1 fiche) 

CA FO LS ND SC 


Le Régime fédéral d’encouragements 
fiscaux à la recherche scientifique et au 
développement expérimental : rapport 
d'évaluation 


Préparé par le Ministère des finances et Revenu 
Canada. Ottawa : les ministères, 1997. xvi, 102 p. 
: Bibl. L’éd. anglaise (The Federal system of in- 
come tax incentives...) : 98-04714/2. 

MICROLOG 98-04715 (2 fiche) 

CA DE PA SS ST 


Regional testing and development of 
winter wheat cultivars : final report 
University of Saskatchewan. Regina : Agriculture 


Development Fund, 1998. 7 p. : Bibi. 
MICROLOG 98-05104 (1 fiche) 


Réglement 


Ontario. Assemblée législative. Toronto : l'As- 
semblée, 1997. 157 p. Bilingue (Standing orders). 
ISSN 1183-9376 

MICROLOG 98-04916 (2 fiche) 

ON PA PR SS 


Regulatory options for livestock 
operations : discussion paper 


Alberta Agriculture, Food and Rural Develop- 
ment...et al. Edmonton : The ministries, 1998. 
39 p. : iil. 

MICROLOG 98-04948 (1 fiche) 

AG AL JU PR SC 


Regulatory Reform Task Force report 
See 1997 status report 


Reinvestment strategy for adults with a 
developmental disability 


Toronto : Ministry of Community & Social Ser- 
vices, 1997. |, 11 p. : Bibl. French ed. (Stratégie 
de réorientation...) on the same fiche. 

ISBN 0-7778-6751-6 

MICROLOG 98-05029 (1 fiche) 

ON PR SA SS 


Reinvestment strategy for children and 
youth 


Toronto : Ministry of Community & Social Ser- 
vices, 1997. Il, 40 p. : Bibl. French ed. (Stratégie 
de réorientation pour l’enfance...) : 98-05076/1. 
ISBN 0-7778-6749-4 

MICROLOG 98-05047 (1 fiche) 

ON PR SA SS 


Relocation of custodial parents : final 
report 
By Martha J. Bailey and Michelle Giroux. Ottawa : 
Status of Women Canada, 1998. v, 91 p. : Bibi. 
French ed. (Le Déménagement des parents...) : 
98-04921/2. ISBN 0-662-63445-5 CCG-P 
no. SW21-25/19S8 
MICROLOG 98-04920 (2 fiche) (Available on fiche 
only) 
CA CI DE JU SA SS 


Removing barriers : redeveloping 


contaminated sites for housing : 


backgrounder : 


Prepared by Delcan Corporation, Golder Associ- 
ates Ltd., and McCarthy-Tétrault ; under the 
directon of the NRTEE’s Financial Services Task 
Force. Ottawa : National Round Table on the En- 
vironment & the Economy ; Canada Mortgage & 
Housing Corporation, 1997. xiv, 144 p. : Bibl. 
French ed. (Elimination des obstacles au 
réaménagement des terrains...) : 98-04822/3. 
ISBN 1-895643-62-7 

MICROLOG 98-04821 (3 fiche) 

CA CI DE EV PL SC 


Répertoire des entreprises de la région de 


Kent — Rév. 


Commission économique de Kent. Bouctouche, 
NB : Commission économique de Kent, 1995. x, 
177 p. : M. Bilingue (Kent Region...). 


Report and recommendations on 
knowledge-based industries, phase 1 


Alberta Tax Review Committee. Edmonton : The 
Committee, 1998. 26 p. 

MICROLOG 98-04933 (1 fiche) 

AL CO PA PR SS 


Report of Nova Scotia’s Select Committee 
on National Unity 


Nova Scotia. House of Assembly. Select Commit- 
tee on National Unity. Halifax : The Committee, 
1998. 598 p. Cover title: Select Committee on Na- 
tional Unity : report & transcripts. 

ISBN 0-88871-488-2 

MICROLOG 98-05126 (7 fiche) 

AP PA PR SS 


Report of the Regional Public Libraries 
Funding Review Committee : sharing 
resources in Nova Scotia — 1997 ed. 


Nova Scotia. Regional Libraries Funding Formula 
Review Committee. Halifax : The Committee, 
1998. 37 p. : ill. 

MICROLOG 98-05022 (1 fiche) 
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réglementaire du Directeur...) 

MICROLOG 98-04972 (1 fiche) 

MS PA PR SS 


Strategic Employment Opportunities 
Program, SEOP 


See Formative evaluation of the Strategic Em- 
ployment Opportunities Program : final report 


Strategic plan framework, 97/98-98/99 


British Columbia. Ministry of Transportation & 
Highways. Victoria : The Ministry, 1998. iv, 20 p. : 
iil 


MICROLOG 98-04858 (1 fiche) 
BC PR PW SC TR 


Stratégie de réorientation pour l’enfance 
et la jeunesse 


Toronto : Ministére des services sociaux et com- 
munautaires, 1997. li, 43 p. : Bibl. L’éd. anglaise 
(Reinvestment strategy for children...) : 
98-05047/1. ISBN 0-7778-6748-6 

MICROLOG 98-05076 (1 fiche) 

ON PR SA SS 


Stratégie de réorientation pour les adultes 
ayant un handicap de développement 


Toronto : Ministére des services sociaux et com- 
munautaires, 1997. i, 13 p. : Bibl. L’éd. anglaise 
(Reinvestment strategy for adults...) sur la même 
fiche. 

MICROLOG 98-05029 (1 fiche) 

ON PR SA SS 


The Struggle to juggle : managing the 
work and family balance : training program 
leader’s guide 


Ottawa : Ontario Women’s Directorate, 1992. iii, 
169 p. : Bibl. French ed. (La Quête d’un équili- 
bre...) : 98-05030/3. 

MICROLOG 98-05005 (3 fiche) 

LA ON PR SA SS 


Student Work and Service Program 
(SWASP), Newfoundland and Labrador 


See Evaluation of the Student Work and Service 


Program (SWASP), Newfoundland and Labrador : 


final report 


Study of M-out-of-N detection algorithm in 
rain and sea clutter : final report 


By Dimitrios Prodanos and Benedict Enweani. 
Nepean, ON : Atlantis Scientific, 1997. ili, 42 p. : 
iil., Bibl. (Contractor report / Defence Research 
Establishment Ottawa ; 97-632) 

MICROLOG 98-04747 (1 fiche) 

CA ND PS SC 


Subventions, 1995-96 


Toronto : Conseil des arts de l'Ontario, 1996. 

66 p. Bilingue (Grants listing...). ISSN 1198-1296 
MICROLOG 98-05082 (1 fiche) 

CU ON PR SS 


Subventions à la consommation ou 
subventions à la production : comment les 
gouvernements doivent-ils dispenser 
laide à la garde des enfants? 


Par Gordon H. Cleveland et Douglas E. Hyatt. 
Hull, PQ : Développement des ressources 
humaines Canada, Politique stratégique, Direc- 
tlon générale de la recherche appliquée, 1997. v, 
32 p. : Bibl. (Documents de recherche / Canada. 
Développement des ressources humaines Can- 
ada. Politique stratégique ; R-97-7F) L’éd. an- 
glaise (Subsidies to consumers...) : 97-05777/1. 
MICROLOG 98-04798 (1 fiche) 
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Succés Nouvelle-Ecosse 2000 


Voir Evaluation des méthodes, Succés 
Nouvelle-Ecosse 2000 : rapport final 


Success Nova Scotia 2000 


See A Process evaluation of Success Nova 
Scotia 2000 : final report 


Summer visitation and outdoor recreation : 


statistical report, 1997 


Regina : Saskatchewan Environment & Resource 
Management, Parks & Facilities Branch, 1998. v, 
31 p. 

MICROLOG 98-04653 (1 fiche) 
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Supplementary estimates, no. 1., 1998-99 
See Estimates : supplementary no. 1, 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Agriculture. Winnipeg : The 
Ministry, 1998. 96 p. : iil. 

MICROLOG 98-04904 (2 fiche) 

AG CO MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1996-99 


Manitoba. Manitoba Industry, Trade & Tourism. 
Winnipeg : The Ministry, 1998. 74 p. 
MICROLOG 98-04899 (1 fiche) 

CO MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Rural Development. Winni- 
peg : The Ministry, 1998. iv, 105 p. : ill. 
MICROLOG 98-04890 (2 fiche) 

CO MS PA PL PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Energy & Mines. Winnipeg : 
The Ministry, 1998. 51 p. : ill. 

MICROLOG 98-04894 (1 fiche) 

CO EN MS NR PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Culture, Heritage & Citizen- 
ship. Winnipeg : The Ministry, 1998. iii, 76 p. : ill. 
MICROLOG 98-04888 (1 fiche) 

CO CU MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Labour. Winnipeg : The Min- 
istry, 1998. 72 p. : ill. 

MICROLOG 98-04891 (1 fiche) 

CO LA MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba Advisory Council on the Status of Wom- 
en. Winnipeg : The Advisory Council, 1998. iii, 

31 p. : ill. 

MICROLOG 98-04901 (1 fiche) 
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Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Civil Service Commission. Employee 
Benefits & Other Payments. Winnipeg : The Com- 
mission, 1998. 18 p. 

MICROLOG 98-04898 (1 fiche) 

CO LA MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Education & Training. Winni- 
peg : The Ministry, 1998. 189 p. : ill. 

MICROLOG 98-04889 (2 fiche) 
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Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Family Services. Winnipeg : 
The Ministry, 1998. 84 p. : ill. 

MICROLOG 98-04902 (1 fiche) 
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Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Sport Manitoba. Winnipeg : The Agency, 1998. iii, 
21 p. 

MICROLOG 98-04905 (1 fiche) 
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Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Civil Service Commission. Winnipeg : 
The Commission, 1998. 63 p. : ill. 

MICROLOG 98-04887 (1 fiche) 

CO LA MS PA PR SS 


Supplementary information for legislative 
review : departmental expenditure 
estimates, 1998-99 


Manitoba. Manitoba Northern Affairs. Winnipeg : 
The Ministry, 1998. 51 p. : ill. 

MICROLOG 98-04900 (1 fiche) 

CO MS PA PR SS 


Surface rights in Manitoba : a guide for 
owners, occupants and operators 


Winnipeg : Manitoba Rural Development, Surface 
Rights Board, 1998. 21 p. 

MICROLOG 98-04971 (1 fiche) 

JU MS PR SS 


Survey of 1996 graduates in Atlantic 
Canada 


Baseline Market Research. Fredericton : Maritime 
Provinces Higher Education Commission, 1998. 
V, 123 p. Cover title: Survey of 1996 university 
graduates. ISBN 0-919471-12-9 

MICROLOG 98-04595 (2 fiche) 

AP ED LA PR SS ST 


Survey of 1996 university graduates 
See Survey of 1996 graduates in Atlantic Canada 


Survey of Canadian industrial and 
research activity related to the ultraviolet : 
final report 


Val-Bélair, PQ : Defence Research Establishment 
Valcartier, 1997. i, 38 p. At head of title: Institute 
for Space and Terrestrial Science. 

MICROLOG 98-04738 (1 fiche) 

CA ND PS SC 


Survol de la zone de planification des 
Grands Lacs et du Saint-Laurent — Rév. 


Toronto : Ministère des richesses naturelles, 
1998. 48 p. : iill., Cartes géogr. L’éd. anglaise 
(Great Lakes-St. Lawrence planning...) : 
98-05067/1. Sur la couv.: Des terres pour la vie. 
ISBN 0-7778-7315-X 

MICROLOG 98-05066 (1 fiche) 

NR ON PR SC 


Swan Lake Forest Research Reserve 
geographic information system, user’s 
guide 


By William G. Cole, Tom Gillis and Wendy Rip- 
meester. Sault Ste. Marie, ON : Ministry of Natural 
Resources, Ontario Forest Research Institute, 
1998. ill, 26 p. : /il., Bibl. (Forest research Informa- 
tion paper / Ontario Forest Research Institute ; 
no. 140 ISSN 0319-9118) On cover: Arbex Forest 
Development Co. Ltd. 

MICROLOG 98-05053 (1 fiche) 

FO ON PR SC TE 


Systémes de chauffage solaire au 
Manitoba 


Winnipeg : Energie et mines Manitoba, Division 
des ressources pétrolières et énergie, 1998. 5, 

5 p. : ill. Bilingue (Solar heating systems in Mani- 
toba). 

MICROLOG 98-04959 (1 fiche) 

EN MS PR SC 


Technical and economic feasibility study 
on the agglomeration and cyanide vat 
leaching of Cape Spencer gold ore, New 
Brunswick 


Prepared by the New Brunswick Research and 
Productivity Council ; for Mispec Resources Ltd. 
Fredericton : Natural Resources & Energy, Miner- 
als & Energy, 1998. iii, 145 p. : H. (Open file re- 
port / New Brunswick. Minerals & Energy Divi- 
sion ; 98-1 ISSN 1198-0648) On cover: Canada- 
New Brunswick Cooperation Agreement on 
Mineral Development. ISSN 1205-7150 

ISBN 1-55137-850-7 

MICROLOG 98-04985 (2 fiche) 

AP NR PR SC 


Technical review of the AirCare program, 
program year three, September 1994 to 
August 1995 


By S.J. Stewart. Victoria : Ministry of Transporta- 

tion & Highways ; North Vancouver, B.C. : Insur- 

ance Corporation British Columbia, 1996. v, 27 p. 
Md. 

MICROLOG 98-04809 (1 fiche) 
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Testing of forage crop cultivars/species 
adaptation, yield and other characteristics 
: final report 


Saskatchewan Forage Council. Regina : Agricul- 
ture Development Fund, 1998. iv, 72 p. : il. 
MICROLOG 98-05000 (2 fiche) 

AG MS PR SC 


Thunder Energy Inc., applications to 
modify an existing sweet gas processing 
facility to a sour gas processing facility 
and increase the hydrogen sulphide 
concentration of existing pipelines, Kelsey 
area : examiner report 98-2, applications 
no. 1007719 and 1013399 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 14 p. 

MICROLOG 98-04957 (1 fiche) 

AL EN PR SC 


Tire Recycling Management Assn of 
Alberta : Annual report 1996-97 


Edmonton : The Assn, 1997. 34 p. : iil. Annual 
1996-97 revenue and expenditure information (1 
p.) laid in. 

MICROLOG 98-051 34 (1 fiche) 

AL EV PR SC 


Une Toile complexe : l’accés au système 
de justice pour les femmes immigrantes 
victimes de violence au Nouveau- 
Brunswick 


Par Baukje Miedema et Sandra Wachholz. Ottawa 
: Condition féminine Canada, 1998. 55, 45 p. : 
Bibl. Bilingue (A Complex web...). Sur la couv.: 
Recherche en matiére de politiques. 

ISBN 0-662-63440-3 GCC-E no SW21-24/1998 
MICROLOG 98-04707 (2 fiche) (Available on fiche 
only) 

AP CA DE JU SA SS 


La Toponymie autochtone du Canada : une 
bibliographie annotée — 3e éd. 


Compilation par Albertina Pianarosa. Ottawa : 
Géomatique Canada ; Comité permanent cana- 
dien des noms géographiques, 1997. vi, 200 p. 
Bilingue (Aboriginal geographical names of Can- 
ada...). ISBN 0-660-60416-7 GCC-E 

no M86-30/1997 

MICROLOG 98-04594 (3 fiche) 
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Towards an active and prosperous Alberta, 
the health and well-being advantage : 
active living for health and well-being 


Alberta Active Living Task Force. Edmonton : The 
Task Force, 1998. 31 p. 

MICROLOG 98-04950 (1 fiche) 

AL BS CU PR SS 


Towards the new century, promoting the 
growth of Canada’s aboriginal businesses 
: new directions, 1996 


Ottawa : Industry Canada, Aboriginal Business 
Canada, 1996. 16 p. : ill. French ed. (Vers le 
deuxiéme millénaire...) on the same fiche. 
ISBN 0-662-24428-1 CCG-P no. C2-301/1996E 
MICROLOG 98-051 24 (1 fiche) 

CA CO DE NP SS 


Town of Rivers, Rural Municipality of Daly : 
emergency plan 


Winnipeg : Manitoba Emergency Management 
Organization, 1998. 95 p. 

MICROLOG 98-04961 (2 fiche) 
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Toxin detection by ion mobility 
spectrometry : final report 


Barringer Research Ltd. Medicine Hat, AB : Na- 
tional Defence, Defence Research Establishment 
Suffield, 1997. 60 p. : ill. (DRES contractor report 
/ Defence Research Establishment Suffield ; CR 
97-29) 

MICROLOG 98-04697 (1 fiche) 

CA ND PS SC 


Tracking of an underwater sound source in 
range, depth and bearing in shallow 
Pacific water 


By M.L. Yeremy, Michael J. Wilmut and J.M. 
Ozard. Dartmouth, NS : Defence Research Estab- 
lishment Atlantic, 1997. 4 p. : ill., Bibl. 
MICROLOG 98-04533 (1 fiche) 

CA ND PS SC 


TRANSCAL user’s manual 


By Ron Cunningham. Dartmouth, NS : National 
Defence, Research & Development Branch, De- 
fence Research Establishment Atlantic, 1997. xiv, 
108 p. : ill. (DREA contractor report / Defence Re- 


Copies of these documents are available from: 


IHS/Micromedia, 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 35 


(613) 237-4250 FAX (613) 237-9184 


MICROLOG 


Index des titres 


août 1998 


TE  _ _ _ "_—"_ _ _ _ _ _ 


search Establishment Atlantic ; DREA 
CR/97/414) 
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TRANSOM, a multi-method Reynolds- 
averaged Navier-Stokes solver : overall 
design 


By David Hally. Dartmouth, NS : National De- 
fence, Research & Development Branch, Defence 
Research Establishment Atlantic, 1996. vi, 40 p. : 
ill., Bibl. (DREA technical memorandum / De- 
fence Research Establishment Allantic ; 97/231) 
MICROLOG 98-04526 (1 fiche) 

CA ND PS SC 


Transport flow control and connection 
admission policies for reliable applications 


By Louise Lamont, lika Miloucheva and Wolfram 
Stering. Ottawa : Industry Canada, Communica- 
tions Research Centre, 1996. xi, 70 p. : iil., Bibl. 
(CRC report / Communications Research Centre 
(Canada) ; no. 96-007) 

MICROLOG 98-04698 (1 fiche) 

CA ND SC TE 


Transportation cost analysis of the 
Canadian pulp and paper industry for the 
years 1986-91 


By Eric Montminy. Ottawa : Forestry Canada, 
Economics & Statistics Directorate, Economic 
Studies Division, 1992. 25 p. : Bibl. (Research 
note / Canadian Forest Service. Economic Stu- 
dies Division ; 26) 

MICROLOG 98-04597 (1 fiche) 

CA CO FO ND SS TR 


Transportation Safety Board of Canada : 
Annual report 1996 


Ottawa : The Board, 1997. 34, 34 p. Bilingual. 
MICROLOG 98-04846 (1 fiche) 
CA DE SC ST TR 


Trends in types of accident by occupation, 
1992-96, British Columbia 


Richmond, BC : Workers’ Compensation Board of 
British Columbia, Statistical Services Dept., 1998. 
147 p. 

MICROLOG 98-04816 (2 fiche) 

BC LA PR SS ST 


Underwater measurements of a sonic 
boom 


By Francine Desharnais and David M. Chapman. 
Dartmouth, NS : Defence Research Establishment 
Atlantic, 1997. 5 p. : ill., Bibl. 

MICROLOG 98-04553 (1 fiche) 

CA ND PS SC 


Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : 
decision 98-7, application no. 970188 


Alberta Energy & Utilities Board. Calgary, AB : 
The Board, 1998. 19 p. 

MICROLOG 98-04958 (1 fiche) 
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Universities Academic Pension Plan : 
Annual report 1997 


Edmonton : Universities Academic Pension 
Board, 1998. 42 p. : iil. ISSN 0842-2788 
MICROLOG 98-05121 (1 fiche) 

AL ED LA PR SS 


University funding formula : technical 
report 


Halifax : Nova Scotia Council on Higher Educa- 
tion, 1998. 33 p. : ill. 

MICROLOG 98-05024 (1 fiche) 

AP ED PR SS 


Usability testing for LOCATE workspace 
layout tool : final report 


Artificial Intelligence Management & Development 
Corporation. North York, ON : Defence & Civil In- 
stitute of Environmental Medicine, 1997. v, 249 p. 
:iil., Bibl. (DCIEM publication / Defence & Civil 
Institute of Environmental Medicine (Canada) ; 
97-CR-16) 

MICROLOG 98-04569 (3 fiche) 

CA ND PS SC 


The Use of fire for natural jack pine 
regeneration on cutovers 


Thunder Bay, ON : Northwest Science & Technol- 
ogy, 1997. 15 p. : Bibl. (Demonstration forest 
technical report / Ontario. Northwest Science & 
Technology ; #9) ISBN 0-7778-5389-2 
MICROLOG 98-05045 (1 fiche) 

FO LS ON PR SC 


Utilisation du DVP pour mesurer la hauteur 
de peuplements forestiers sur 
photographies aériennes d’échelle 
moyenne, projet no 4051 


Par Philippe Villemaire, Johanne M. Morasse et 
Paul-André Gagnon. Ottawa : Ressources na- 
turelles Canada, Service canadien des foréts, 
1998. 34 p. : ill., Cartes géogr., Bibl. Sur la couv.: 
Essais, expérimentations et transfert technolo- 
gique en foresterie. Financé en vertu de l’Entente 
auxiliaire Canada-Québec sur le développement 
économique des régions du Québec. Sur la page 
de titre: Université Laval. ISBN 0-662-82845-3 
GCC-E no Fo29-39/88-1998F 

MICROLOG 98-04705 (1 fiche) 
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Value-added processing of alpaca fibre : 
final report 


RAR Alpaca Ltd. Regina : Saskatchewan Agricul- 
ture & Food, ADF, 1997. 2 p. 

MICROLOG 98-05100 (1 fiche) 

AG CO MS PR SS 


Vers le deuxiéme millénaire, promouvoir 
Pessor des entreprises autochtones du 
Canada : nouvelles orientations, 1996 


Ottawa : Industrie Canada, Entreprise autochtone 
Canada, 1996. 16 p. : ill. L’éd. anglaise (Towards 
the new century...) sur la méme fiche. 

ISBN 0-662-81081 GCC-E no C2-301/1996F 
MICROLOG 98-05124 (1 fiche) 

CA CO DE NP SS 


Vers le développement durable, vol. | : une 
stratégie pour le Ministére des affaires 
indiennes et du Nord canadien 


Ottawa : le Ministère, 1997. 133 p. : ill., Bibl. L’éd. 
anglaise (Towards sustainable...) : 98-03991/2. 
ISBN 0-662-82493-8 GCC-E no R2-82/1997F 
MICROLOG 98-05004 (2 fiche) 

CA DE EV NO NP PA SC 
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Vers le développement durable, vol. Il, 
partie 4 : une stratégie pour le Ministère 
des affaires indiennes et du Nord canadien 


Ottawa : le Ministère, 1997. 330 p. : il. L’éd. an- 
glaise (Towards sustainable...) : 98-03992/4. 
ISBN 0-662-82506-3 GCC-E no R2-82/1997F 
MICROLOG 98-05019 (4 fiche) 
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VIBRO users guide : Windows 95 version 


By Olivier Foin, Alain Berry and Jean Nicholas. 
Dartmouth, NS : National Defence, Research & 
Development Branch, Defence Research Estab- 
lishment Atlantic, 1996. iv, 29 p. : ill. (DREA con- 
tractor report / Defence Research Establishment 
Atlantic ; DREA CR/97/422) 

MICROLOG 98-04702 (1 fiche) 
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Victims of Crime Act : Annual report 
1996-97 


Charlottetown : Dept. of Community Affairs & At- 
torney General, 1997. 21 p. 

MICROLOG 98-04840 (1 fiche) 
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Voluntary codes : a guide for their 
development and use 


A joint initiative of the Office of Consumers Affairs, 
Industry Canada, and the Regulatory Affairs Divi- 
sion, Treasury Board Secretariat. Ottawa : The Of- 
fice ; The Division, 1998. 31, 31 p. Bilingual (Les 
Codes voloniaires...). \SBN 0-662-63478-0 CCG-P 
no. C2-342/1998 
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Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, 
Canada 


By C.E. Hughes. Winnipeg : Manitoba Environ- 
ment, Water Quality Management Section, 1998. 
16 p. : ill. (Report / Manitoba. Manitoba Environ- 
ment ; no. 98-04) 

MICROLOG 98-04963 (1 fiche) 
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Water quality assessment of Thunder Lake 


By Patricia Mitchell. Edmonton : Natural Re- 
sources Service, Water Management Division, 
Water Sciences Branch, 1998. v, 33 p. : ill., Bibl. 
MICROLOG 98-04951 (1 fiche) 
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Water quality of Lesser Slave Lake and its 
tributaries, 1991-93 


By Leigh R. Noton. Edmonton : Natural Re- 
sources Service, Water Management Division, 
Water Sciences Branch, 1998. ix, 88 p. : ill., Bibl. 
MICROLOG 98-04952 (2 fiche) 
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Water temperature monitoring in the 
Nicola River, B.C., 1995 : implications of 
measured temperatures for anadromous 
salmonids 


By L.C. Walthers and J.C. Nener. Vancouver, BC : 
Dept. of Fisheries & Oceans, 1998. vii, 58 p. : illl., 
Bibl. (Canadian manuscript report of fisheries and 
aquatic sciences / Canada. Dept. of Fisheries & 
Oceans ; no. 2443 ISSN 0706-6473) On cover: 
Fraser River Action Plan. 
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A 


Aboriginal Business Canada 
Voir aussi Entreprise autochtone Canada 
Towards the new century, promoting the growth of 
Canada's aboriginal businesses : new directions, 
1996. MICROLOG 98-05124 (1 fiche) 


ACDI 


Voir Agence canadienne de développement 
international 


ADF 
See Saskatchewan. Agriculture Development Fund 


Administration de pilotage des Laurentides 
Canada) 
ee also Laurentian Pilotage Authority (Canada) 
Administration de pilotage des Laurentides 
(Canada) : Rapport annuel 1997. 
MICROLOG 98-04601 (1 fiche) 


Advanced Scientific Computing Ltd. 
Development and implementation of TASCflow3D 
for parallel architecture : final report. 
MICROLOG 98-04696 (1 fiche) 


Agence canadienne de développement 

international 

See also Canadian International Development 
Agency 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
de développement international. 
MICROLOG 98-04720 (2 fiche) 


Agence canadienne d’évaluation 

environnementale 

See also Canadian Environmental Assessment 
Agency 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'évaluation environnementale. 
MICROLOG 98-04656 (1 fiche) 

Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. 
MICROLOG 98-05003 (3 fiche) 


Agence canadienne d'inspection des 
aliments 
See also Canadian Food Inspection Agency 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'inspection des aliments. MICROLOG 98-04857 
(1 fiche) 


Et de développement économique du 
nada pour les régions du Québec 
See also Economic Development Agency of 
Canada for the Regions of Quebec 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement 
économique Canada pour les régions du 
Québec. MICROLOG 98-04865 (2 fiche) 


ence de promotion économique du 
nada atlantique 
See also Atlantic Canada Opportunities Agency 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 98-04650 (2 fiche) 


Are spatiale canadienne 
ee also Canadian Space Agency 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence spatiale 
canadienne. MICROLOG 98-04654 (2 fiche) 


Alberta 

Alberta's participation in Team Canada '98, 
Mexico, Brazil, Argentina, Chile : mission report, 
January 10 to 23, 1998. MICROLOG 98-04934 
(1 fiche) 

Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
MICROLOG 98-04729 (1 fiche) 

Integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 


Alberta Active Living Task Force 
Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. MICROLOG 98-04950 
(1 fiche) 


Alberta Agricultural Products Marketing 
Council 
Alberta Agricultural Products Marketing Council : 
Annual report 1996-97. MICROLOG 98-05145 
(1 fiche) 


Alberta. Alberta Advanced Education 
See also Alberta. Alberta Advanced Education & 
Career Development 


Alberta. Alberta Advanced Education & 
Career Development 
Business plan, 1998-2001. MICROLOG 98-05138 

(1 fiche) 
Alberta. Alberta Advanced Education & 
Career Development. Information 
Development & Marketing Branch 
Job search : the product is you, self marketing 
Strategies and tools -- Rev. MICROLOG 98-04947 
(1 fiche) 

Job seeker's handbook, an introductory guide to 
finding work — Rev. MICROLOG 98-04970 
(2 fiche) 

Alberta. Alberta Advanced Education & 
Manpower. Students’ Finance Board 


See Alberta Students Finance Board 
Alberta. Alberta Advanced Education. 
Private Colleges Accreditation Board 
See Alberta. Private Colleges Accreditation Board 
Alberta. Alberta Advanced Education. 
Students’ Finance Board 
See Alberta Students Finance Board 


Alberta. Alberta Agriculture 
See also Alberta. Alberta Agriculture, Food & Rural 
Development 
Alberta. Alberta Agriculture. Agricultural 
Products Marketing Council 


See Alberta Agricultural Products Marketing 
Council 


Alberta. Alberta Agriculture, Food & Rural 
Development 
Crop protection with chemicals, 1997. 
MICROLOG 98-04852 (5 fiche) 


Alberta. Alberta Agriculture, Food & Rural 
Development (cont'd) 
Regulatory options for livestock operations : 
discussion paper. MICROLOG 98-04948 (1 fiche) 


Alberta. Alberta Agriculture, Food & Rural 


Development. Farm Business 
Management Branch 


See Alberta. Farm Business Management Branch 


Alberta. Alberta Agriculture, Food & Rural 
Development. Market Analysis & Statistics 
Branch 
Farm operations cost guide. MICROLOG 98-04969 

(1 fiche) 

Alberta. Alberta Agriculture, Food & Rural 
Development. Production Economics & 
Statistics Branch 
See Alberta. Alberta Agriculture, Food & Rural 


Development. Statistics & Production Economics 
Branch 


Alberta. Alberta Agriculture, Food & Rural 
Development. Statistics & Production 
Economics Branch 
Alberta nutritious food basket price report, 

February 1998. MICROLOG 98-05130 (1 fiche) 


Alberta. Alberta Attorney General 
See also Alberta. Alberta Justice 


Alberta. Alberta Career Development & 
Employment 
See also Alberta. Alberta Advanced Education & 
Career Development 


Alberta. Alberta Consumer & Corporate 
Affairs. Automobile Insurance Board 


See Alberta Automobile Insurance Board 


Alberta. Alberta Education 
Funding manual for school authorities in the 
1998-99 school year : a manual for schoo! 
jurisdictions, private schools and private ECS 
operators. MICROLOG 98-051 31 (3 fiche) 


Alberta. Alberta Environment 
See also Alberta. Alberta Environmental Protection 


Alberta. Alberta Environmental Protection 

Air quality monitoring for dioxins, furans and PCBs 
in the Swan Hills area, summer 1997, July 7 to 
August 1. MICROLOG 98-04923 (1 fiche) 

Environmental Protection Security Fund : Annual 
report 1996-97. MICROLOG 98-05113 (2 fiche) 

Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 


Alberta. Alberta Environmental Protection. 
Resource Data Division 
Environmentally significant areas of Alberta. 

MICROLOG 98-04922 (9 fiche) 

Alberta. Alberta Environmental Protection. 
Water Management Division. Water 
Sciences Branch 
See Alberta. Water Sciences Branch 


Alberta. Alberta Family & Social Services 
Provincial accountability framework for child and 
family services. MICROLOG 98-04924 (4 fiche) 


A bibliographic citation of each title 
can be found in the Title Index section 
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Alberta. Alberta Forestry, Lands & Wildlife 
See also Alberta. Alberta Environmental Protection 


Alberta. Alberta Health. Mental Health 
Patient Advocate Office 


See Alberta. Mental Health Patient Advocate Office 


Alberta. Alberta Justice 
Alberta Summit on Justice : public consultation 
guide, an opportunity for input. 
MICROLOG 98-04925 (1 fiche) 


Alberta. Alberta Municipal Affairs 
Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 


Alberta. Alberta Solicitor General 
See also Alberta. Alberta Justice 


Alberta. Appeals Commission 
Alberta. Appeals Commission : Annual report 1996 
& 1997. MICROLOG 98-05137 (1 fiche) 


Alberta Automobile Insurance Board 
Alberta Automobile Insurance Board : Annual 
report 1997. MICROLOG 98-05107 (1 fiche) 


Alberta Dairy Control Board 
Alberta Dairy Control Board : Annual report 
1996-97. MICROLOG 98-05123 (1 fiche) 
Annual report of production and sales, 1996-97. 
MICROLOG 98-05141 (1 fiche) 


Alberta. Dept. of Advanced Education. 
Students’ Finance Board 


See Alberta Students Finance Board 


Alberta. Dept. of Agriculture. Agricultural 
Products Marketing Council 


See Alberta Agricultural Products Marketing 
Council 


Alberta. Dept. of Consumer Affairs. 
Automobile Insurance Board 


See Alberta Automobile Insurance Board 
Alberta. Dept. of Education 
See Alberta Alberta Education 


Alberta. Dept. of Housing 
See also Alberta. Alberta Municipal Affairs 


Alberta. Dept. of the Attorney General. 
Automobile Insurance Board 


See Alberta Automobile Insurance Board 
Alberta Education 
See Alberta. Alberta Education 


Alberta Energy & Utilities Board 

ANG Gathering & Processing Ltd., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. MICROLOG 98-04953 
(1 fiche) 

Application for a well licence, Tomahawk field, 
Maxwell Oil & Gas Ltd., LSD 13-5-53-5 W5M : 
decision report 97-15, application no. 970239. 
MICROLOG 98-04954 (1 fiche) 

Application for a well licence, Twining field, Penn 
West Petroleum Lid., well licence no. 0213751, 
LSD 16-5-31-23 W4M : examiner report 98-6, 
application no. 970251. MICROLOG 98-04955 
(1 fiche) 

Application for well licences and reduced oil well 
spacing, Cabre Exploration Limited, Provost field 
: decision report 98-8, applications no. 970459 
and 1010982. MICROLOG 98-04974 (1 fiche) 

Application for well licences, well licence nos. 
0202155 to 0202162, Purchase Oil & Gas Inc., 
Morgan field : examiner report 98-4, application 
no. 970483. MICROLOG 98-04975 (1 fiche) 

Canadian 88 Energy Corp., application to 
construct and operate sour natural gas pipelines 
and well production facility, Burmis area : 
decision 97-16, applications no. 1004834 & 
1010138. MICROLOG 98-04977 (1 fiche) 

Canadian Natural Resources Limited, application 
for a primary recovery scheme for reduced 
spacing in the Bonnyville and Wolf Lake sectors : 
decision 98-5, application no. 1007817. 
MICROLOG 98-04964 (1 fiche) 


Alberta Energy & Utilities Board (cont’d) 

CE Alberta BioClean Ltd., new MTBE/ETBE plant, 
Fort Saskatchewan area : decision 98-1, 
application no. 960864. MICROLOG 98-04956 
(1 fiche) 

Husky Oil Operations Ltd., application to construct 
and operate two sour oil effluent pipelines and 
associated facilities in the Moose field : decision 
report 97-17, application no. 1007046. 
MICROLOG 98-04976 (1 fiche) 

Northstar Energy Corporation, application to 
construct and operate a sweet natural gas 
pipeline in the Carmangay area : examiner report 
98-1, application no. 1015349. 

MICROLOG 98-04978 (1 fiche) 

Numac Energy Inc., to amend approval no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. MICROLOG 98-04979 (1 fiche) 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
MICROLOG 98-04980 (1 fiche) 

Shell Chemicals Canada Ltd., new ethylene 
glycols plant, Fort Saskatchewan area : decision 
98-3, application no. 1008234. 

MICROLOG 98-04981 (1 fiche) 

Thunder Energy Inc., applications to modify an 
existing sweet gas processing facility to a sour 
gas processing facility and increase the 
hydrogen sulphide concentration of existing 
pipelines, Kelsey area : examiner report 98-2, 
applications no. 1007719 and 1013399. 
MICROLOG 98-04957 (1 fiche) 

Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. MICROLOG 98-04958 
(1 fiche) 


Alberta. Environmental Assessment 
Division. Standards & Guidelines Branch 
Draft standards and guidelines for the land 

application of mechanical pulpmill sludge to 
agricultural land. MICROLOG 98-04936 (1 fiche) 


Alberta. Environmental Protection 
See Alberta. Alberta Environmental Protection 


Alberta. Farm Business Management 
Branch 
Farm operations cost guide. MICROLOG 98-04969 
(1 fiche) 


Alberta. Intergovernmental & Aboriginal 
Affairs 
A Guide to Aboriginal organizations in Alberta, 
1998. MICROLOG 98-04927 (1 fiche) 


Alberta Law Reform Institute 
Alberta Law Reform Institute : Annual report 
1996-97. MICROLOG 98-04841 (1 fiche) 
Division of matrimonial property on death. 
MICROLOG 98-04795 (3 fiche) 
Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Alberta. Mental Health Patient Advocate 
Office 
Alberta. Mental Health Patient Advocate Office : 
Annual report 1997. MICROLOG 98-05120 
(1 fiche) 
Alberta. Ministry of Environmental 
Protection 


See Alberta. Alberta Environmental Protection 
Alberta Municipal Affairs 
See Alberta. Alberta Municipal Affairs 


Alberta Municipal Financing Corporation 
Alberta Municipal Financing Corporation : Annual 
report 1997. MICROLOG 98-05139 (1 fiche) 


Alberta. Office of the Ombudsman 
Alberta. Office of the Ombudsman : Annual report 
1997. MICROLOG 98-051 43 (1 fiche) 
Alberta. Ombudsman 
See Alberta. Office of the Ombudsman 


Alberta. Personnel Administration Office 
Compensation for Alberta government senior 
Officials : final report. MICROLOG 98-04946 
(1 fiche) 


Alberta. Private Colleges Accreditation 
Board 
Accreditation handbook 1998 — 4th ed. 
MICROLOG 98-04938 (2 fiche) 


Alberta. Provincial Mental Health Board 
Alberta. Provincial Mental Health Board : Annual 
report 1995-96. MICROLOG 98-05135 (1 fiche) 


Alberta. Regulatory Reform Task Force 
1997 status report. MICROLOG 98-04949 (1 fiche) 


Alberta Students Finance Board 
Alberta Students Finance Board : Annual report 
1997. MICROLOG 98-05119 (1 fiche) 


Alberta Tax Review Committee 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 


Alberta. Universities Academic Pension 
Board 

Universities Academic Pension Plan : Annual 

report 1997. MICROLOG 98-05121 (1 fiche) 


Alberta. Water Sciences Branch 
Water quality assessment of Thunder Lake. 
MICROLOG 98-04951 (1 fiche) 
Water quality of Lesser Slave Lake and its 
tributaries, 1991-93. MICROLOG 98-04952 
(2 fiche) 


ANG Gathering & Processing Ltd. 

ANG Gathering & Processing Ltd., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. MICROLOG 98-04953 
(1 fiche) 


Arbex Forest Development Co. Ltd. 
Swan Lake Forest Research Reserve geographic 
information system, user's guide. 
MICROLOG 98-05053 (1 fiche) 


Archives nationales du Canada 
See also National Archives of Canada 
Budget des dépenses, 1998-99, partie III, rapport 


sur les plans et les priorités : Archives nationales 
du Canada. MICROLOG 98-04687 (1 fiche) 


~ ARET Secretariat 


Voir aussi Secrétariat ARET 


Artificial Intelligence Management & 

Development Corporation 

CAD interface development for LOCATE 
workspace layout tool : final report. 

MICROLOG 98-04575 (1 fiche) 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
MICROLOG 98-04581 (2 fiche) 

Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Arts Council of Ontario 

See Ontario Arts Council 
ASC Corp. 

See Advanced Scientific Computing Ltd. 
ASC GmbH 

See Advanced Scientific Computing Ltd. 
ASC Ltd. 

See Advanced Scientific Computing Ltd. 
Assn canadienne d’éducation 


See also Canadian Education Assn 


Conditions d’obtention des brevets 
d'enseignement au Canada -- Rév. 
MICROLOG 98-04599 (1 fiche) (Available on 
fiche only) 


Assn canadienne des constructeurs 


d’habitations 
See also Canadian Home Builders’ Assn 


Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 


Une référence bibliographique 
se trouve dans la section Index des titres 
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Assn canadienne d’habitation et de 

rénovation urbaine 

See also Canadian Housing & Renewal Assn 

Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 


Assn des chemins de fer du Canada 
See also Railway Assn of Canada 
Programme de surveillance des émissions des 
locomotives, rapport pour l’année 1995. 
MICROLOG 98-04824 (1 fiche) 


Assn féminine d'éducation et d’action 
sociale 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. 

MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 

Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 


Assn nationale de la femme et du droit 
Voir Assn nationale de la femme et le droit 


Assn nationale de la femme et le droit 

See also National Assn of Women & the Law 

La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 


Atlantic Canada Opportunities Agency 
Voir aussi Agence de promotion économique du 
Canada atlantique 
1998-99 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 98-04650 (2 fiche) 


Atlantic Coastal Zone Information Steering 
Committee 
Estimating the economic value of coastal and 
ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 


Atlantis Scientific 
Study of M-out-of-N detection algorithm in rain and 
sea clutter : final report. MICROLOG 98-04747 
(1 fiche) 


Atomic Energy Control Board of Canada 
See Canada. Atomic Energy Control Board 
Attorney General of Canada 
See Canada. Dept. of Justice 


Bank of Canada 
The Benefits of low inflation, taking stock. 
MICROLOG 98-04926 (1 fiche) 
The Canadian banking system — Rev. 
MICROLOG 98-04521 (1 fiche) 


Banque du Canada 
See also Bank of Canada 


Barringer Research Ltd. 
Toxin detection by ion mobility spectrometry : final 
report. MICROLOG 98-04697 (1 fiche) 


Baseline Market Research 
Survey of 1996 graduates in Atlantic Canada. 
MICROLOG 98-04595 (2 fiche) 


BC Parks. Strathcona District 
Cape Scott Provincial Park, Scott Islands 
Provincial Park : background document. 
MICROLOG 98-04805 (1 fiche) 


B.C. Trade & Investment Office 
British Columbia environmental industries export 
directory. MICROLOG 98-04860 (1 fiche) 


Bibliothéque nationale du Canada 
See also National Library of Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bibliothèque 
nationale du Canada. MICROLOG 98-04670 
(1 fiche) 


Biggar Forage Club 
conomic and agronomic analysis of swath 
grazing vs stored feed : final report. 
MICROLOG 98-05090 (1 fiche) 


rt min Ecosystem Advisory Group 
Alta. 
Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 
Breakwater Resources Ltd. 
Restigouche open pit project assessment, New 
Brunswick. MICROLOG 98-05012 (1 fiche) 
British Columbia 
The British Columbia film industry, opportunities 
for film and video production and investment in 
British Columbia. MICROLOG 98-04943 (1 fiche) 
Final report as to the impact of the Skeena 
Cellulose situation on small to medium sized 
businesses in northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 


British Columbia Assessment Authority 


British Columbia Assessment Authority : Annual 
report 1996. MICROLOG 98-04834 (1 fiche) 


British Columbia. Auditor General 
See British Columbia. Office of the Auditor General 


British Columbia. Compensation Advisory 
Committee on Provincial Court Judges 
Report on process. MICROLOG 98-04810 (1 fiche) 


British Columbia. Dept. of the Attorney- 
General. Liquor Control & Licensing 
Branch 


See British Columbia. Liquor Control & Licensing 
Branch 


British Columbia. Forest Appeals 


Commission 

British Columbia. Forest Appeals Commission : 
Annual report 1997. MICROLOG 98-04837 
(1 fiche) 


British Columbia. Insurance Corporation of 
British Columbia 


See Insurance Corporation of British Columbia 


British Columbia. Legislative Assembly 
Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 


British Columbia. Liquor Administration 
Branch 


See also British Columbia. Liquor Control & 
Licensing Branch 


British Columbia. Liquor Control & 


Licensing Branch 

Enforcement report, 1994-97. 
MICROLOG 98-04847 (1 fiche) 

A Guide for liquor licensees in British Columbia. 
MICROLOG 98-04815 (1 fiche) 


British Columbia. Ministry of Agriculture, 
Fisheries & Food 
Coping with the coho crisis : a conservation- 
minded, stakeholder-sensitive and community- 
oriented strategy. MICROLOG 98-04944 (1 fiche) 
British Columbia. Ministry of Attorney 
General. Office of the Fire Commissioner 
See British Columbia. Office of the Fire 
Commissioner 
British Columbia. Ministry of Consumer & 
Corporate Affairs. Liquor Control & 
Licensing Branch. 


See British Columbia. Liquor Control & Licensing 
Branch 


British Columbia. Ministry of Environment, 
Lands & Parks. South Coast Region. 
Strathcona District 


See BC Parks. Strathcona District 


British Columbia. Ministry of Labour & 
Consumer Services. Liquor Control & 
Licensing Branch 


See British Columbia. Liquor Control & Licensing 
Branch 


British Columbia. Ministry of Municipal 
Affairs & Housing 
Annotated bibliography on universal design, a 
selection of books on creating accessible 
environments. MICROLOG 98-04804 (1 fiche) 


British Columbia. Ministry of Transportation 

& Highways 

British Columbia. Ministry of Transportation & 
Highways : Annual report 1996-97. 
MICROLOG 98-04878 (1 fiche) 

Business plan, 97/98. MICROLOG 98-04859 
(1 fiche) 

Strategic plan framework, 97/98-98/99. 
MICROLOG 98-04858 (1 fiche) 

Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
MICROLOG 98-04809 (1 fiche) 


British Columbia. Ministry of Women’s 
Equality 
Women count : a statistical profile of women in 
British Columbia — 3d ed. MICROLOG 98-04844 
(1 fiche) 


British Columbia. Office of the Auditor 
General 
Loss reporting in government, waste management 
permit fees, Motor Dealer Act. 
MICROLOG 98-04853 (2 fiche) 


British Columbia. Office of the Child, Youth, 
& Family Advocate 
British Columbia. Office of the Child, Youth & 
Family Advocate : Annual report 1997. 
MICROLOG 98-04875 (1 fiche) 


British Columbia. Office of the Fire 
Commissioner 
Fire losses in British Columbia in 1996. 
MICROLOG 98-04866 (1 fiche) 


British Columbia. Office of the information 
& Privacy Commissioner 
Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 


British Columbia Police Commission 
Esquimalt Police Department, Section 42 audit : 
issues report. MICROLOG 98-04806 (1 fiche) 


British Columbia. Provincial Court 
Delay and backlog in the Provincial Court of British 
Columbia : report of the Chief Judge. 
MICROLOG 98-04808 (2 fiche) 


British Columbia. Resource Stewardship 
Branch 
Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. 
MICROLOG 98-04792 (1 fiche) 


British Columbia. Workers’ Compensation 
Board of British Columbia 


See Workers’ Compensation Board of British 
Columbia 


Bureau canadien d’information 
See also Canada Information Office 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 98-04690 
(1 fiche) 


Bureau de la sécurité des transports du 


Canada 
See also Transportation Safety Board of Canada 


A bibliographic citation of each title 
can be found in the Title Index section 
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Bureau de la sécurité des transports du 

Canada (cont’d) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les ls et les priorités : Bureau de la 
sécurité des transports du Canada. 

MICROLOG 98-04789 (1 fiche) 

Bureau de la sécurité des transports du Canada : 
Rapport annuel 1996. MICROLOG 98-04846 
(1 fiche) 


Bureau du surintendant des institutions 

financières Canada 

See also Office of the Superintendent of Financial 
Institutions Canada 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
surintendant des institutions financières Canada. 
MICROLOG 98-04686 (1 fiche) 


Cc 


Cabre Exploration Ltd. 
Application for well licences and reduced oil well 
spacing, Cabre Exploration Limited, Provost field 
: decision report 98-8, applications no. 970459 
and 1010982. MICROLOG 98-04974 (1 fiche) 


Caisse de dépôt et placement du Québec 
Caisse de dépôt et placement du Québec : Survol 
des activités 1997. MICROLOG 98-04849 
(1 fiche) 


Canada. Administration du pipe-line du 
Nord 
See also Canada. Northern Pipeline Agency 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Administration du 
pipe-line du Nord Canada. MICROLOG 98-04674 
(1 fiche) 


Canada. Affaires des anciens combattants 
Canada 
See also Canada. Veterans Affairs Canada 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 98-04634 
(2 fiche) 


Canada. Affaires étrangères et commerce 
international Canada 


Voir Canada. Ministère des affaires étrangères et 
du commerce international 


Canada. Affaires extérieures et commerce 
extérieur Canada 
Voir aussi Canada. Ministère des affaires 
étrangères et du commerce international 


Canada. Affaires indiennes et du Nord 
Canada 
See also Canada. Indian & Northern Affairs 
Canada 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Affaires indiennes 
et du Nord canadien et Commission canadienne 
des affaires polaires. MICROLOG 98-04679 
(2 fiche) 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis : Rapport 
annuel 1996. MICROLOG 98-04845 (1 fiche) 

Vers le développement durable, vol. | : une 
stratégie pour le Ministère des affaires indiennes 
et du Nord canadien. MICROLOG 98-05004 
(2 fiche) 

Vers le développement durable, vol. Il, partie 4 : 
une stratégie pour le Ministère des affaires 
indiennes et du Nord canadien. 

MICROLOG 98-05019 (4 fiche) 


Canada. Affaires indiennes et du Nord 
Canada. Section des statistiques 
ministérielles 


See also Canada. Indian & Northern Affairs 
Canada. Departmental Statistics Section 


Données ministérielles de base, 1997. 
MICROLOG 98-04818 (3 fiche) 


Canada. Affaires réglementaires 


Voir Canada. Conseil du trésor. Affaires 
réglementaires 


Canada. Agence canadienne de 
développement international 


Voir Agence canadienne de développement 
International 


Canada. Agriculture & Agri-Food Canada 

Voir aussi da. Agriculture et agro-alimentaire 
Canada 

1998-99 estimates, part Ill, report on plans and 
priorities : Agriculture & Agri-Food Canada. 
MICROLOG 98-04646 (2 fiche) 

Role and nature of environmental indicators in 
Canadian agricultural policy development. 
MICROLOG 98-04536 (1 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Economic & Policy Analysis Directorate 
The Impact of imports of butteroil/sugar blends on 

the Canadian dairy industry, an economic 
analysis using the FARM model. 
MICROLOG 98-051 12 (1 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Environmental Indicator Working Group 
Developing environmental indicators for 

agriculture : discussion paper. 
MICROLOG 98-04535 (1 fiche) 


Canada. Agriculture et agro-alimentaire 
Canada 
See also Canada. Agriculture & Agri-Food Canada 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Agriculture et 
agroalimentaire Canada. MICROLOG 98-04646 
(2 fiche) 


Canada. Agriculture et agro-alimentaire 
Canada. Direction de l’analyse 
économique et stratégique 


See also Canada. Agriculture & Agri-Food Canada. 


Economic & Policy Analysis Directorate 


Canada. Anciens combattants Canada 
Voir aussi Canada. Affaires des anciens 
combattants Canada 


Canada. Approvisionnements et services 
Canada 
Voir aussi Canada. Travaux publics et services 
gouvernementaux Canada 


Canada. Atomic Energy Control Board 
Voir aussi Canada. Commission de contrôle de 
l'énergie atomique 
1998-99 estimates, part III, report on plans and 


priorities : Atomic Energy Control Board. 
MICROLOG 98-04641 (1 fiche) 


Canada. Attorney-General 
See Canada. Dept. of Justice 


Canada. Bureau de contrôle du tabac 
See also Canada. Office of Tobacco Control 
Evaluation du programme d’application des lois 
fédérales antitabac. MICROLOG 98-04830 
(2 fiche) 


Canada. Bureau de la consommation 
See aiso Canada. Office of Consumer Affairs 
Analyse empirique d’un échantillon de canadiens 
sollicitant la protection de la loi de la faillite. 
MICROLOG 98-05074 (2 fiche) 
Les Codes volontaires : guide d'élaboration et 
d'utilisation. MICROLOG 98-04826 (1 fiche) 


Canada. Bureau de l’Enquêéteur 
correctionnel 


Voir Canada. Enquêteur correctionnel 


Canada. Bureau du Commissaire à la 

magistrature fédérale 

See also Canada. Office of the Commissioner for 
Federal Judicial Affairs 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 98-04677 (1 fiche) 


Canada. Bureau du Commissaire aux 
langues officielles 


See also Canada. Office of the Commissioner of 
Official Languages 


Canada. Bureau du Commissaire aux 
langues officielles (cont'd) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commissariat aux 
langues officielles. MICROLOG 98-04673 
(1 fiche) 

Les Effets des transformations du gouvernement 
sur le programme des langues officielles du 
Canada. MICROLOG 98-05015 (1 fiche) 


Canada. Bureau du Conseil privé 

See also Canada. Privy Council Office 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Bureau du Conseil 

privé. MICROLOG 98-04778 (1 fiche) 


Canada. Bureau du Directeur général des 

élections 

See also Canada. Office of the Chief Electoral 
Officer 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Directeur général des élections. 
MICROLOG 98-04672 (1 fiche) 


Canada. Bureau du surintendant des 
institutions financières Canada 


Voir Bureau du surintendant des institutions 
financières Canada 


Canada. Bureau du vérificateur général 
See also Canada. Office of the Auditor General 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Vérificateur général du Canada. 
MICROLOG 98-04665 (1 fiche) 

L’Examen par les comités parlementaires des 
nouveaux documents du Budget des dépenses. 
MICROLOG 98-05001 (1 fiche) 


Canada. Canadian Heritage 
Voir aussi Canada. Patrimoine canadien 
1998-99 estimates, part lil, report on plans and 
priorities : Canadian Heritage. 
MICROLOG 98-04660 (2 fiche) 


Canada Centre for Remote Sensing. 
Surveys, Mapping & Remote Sensing 
Sector 
See also Geomatics Canada 


Canada. Chief Electoral Officer 
See Canada. Office of the Chief Electoral Officer 


Canada. Citizenship & Immigration Canada 
Voir aussi Canada. Citoyenneté et immigration 
Canada 


1998-99 estimates, part III, report on plans and 
priorities : Citizenship & Immigration Canada. 
MICROLOG 98-04683 (1 fiche) 


Canada. Citoyenneté et immigration 

Canada 

See also Canada. Citizenship & Immigration 
Canada - 

Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Citoyenneté et 
immigration Canada. MICROLOG 98-04683 
(1 fiche) 


Canada. Civil Aviation Tribunal 
Voir aussi Canada. Tribunal de I’aviation civile 
1998-99 estimates, part Ill, report on plans and 
priorities : Civil Aviation Tribunal. 
MICROLOG 98-04667 (1 fiche) 


Canada. Comité consultatif sur le milieu de 
travail en évolution 
Réflexion collective sur le milieu de travail en 
évolution : rapport. MICROLOG 98-04812 
(3 fiche) 


Canada. Comité de surveillance des 
activités de renseignement de sécurité 
See also Canada. Security Intelligence Review 
Committee 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 98-04775 (1 fiche) 
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Canada. Comité du tribunal des droits de la 
personne 
See also Canada. Human Rights Tribunal Panel 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Comité du tribunal 
des droits de la personne. MICROLOG 98-04856 
(1 fiche) 


Canada. Comité externe d'examen de la 
Gendarmerie royale du Canada 


Voir Comité externe d'examen de la Gendarmerie 
royale du Canada 


Canada. Commissaire à la magistrature 
fédérale 


Voir Canada. Bureau du Commissaire à la 
magistrature fédérale 


Canada. Commissaire à la protection de la 

vie privée du Canada 

See also Canada. Privacy Commissioner of 
Canada 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : commissariats à 
l'information et à la protection de la vie privée. 
MICROLOG 98-04774 (1 fiche) 


Canada. Commissaire à l’information du 

Canada 

See also Canada. Information Commissioner of 
Canada 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : commissariats & 
l'information et à la protection de la vie privée. 
MICROLOG 98-04774 (1 fiche) 


Canada. Commissaire aux langues 
officielles 


Voir Canada. Bureau du Commissaire aux langues 
officielles 


Canada. Commissariat aux langues 
officielles 


Voir Canada. Bureau du Commissaire aux langues 
officielles 


Canada. Commission de contrôle de 
l'énergie atomique 

See also Canada. Atomic Energy Control Board 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission de 
contrôle de l'énergie atomique. 

MICROLOG 98-04641 (1 fiche) 

Lignes directrices pour satisfaire à l'exigence de 
maintenir les expositions au niveau le plus faible 
qu'il soit raisonnablement possible d'atteindre : 
guide d'application de la réglementation G-129 
(F). MICROLOG 98-05075 (1 fiche) 


Canada. Commission de immigration et du 
statut de réfugié 
See also Canada. Immigration & Refugee Board 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission de 
l'immigration et du statut de réfugié. 
MICROLOG 98-04644 (1 fiche) 


Canada. Commission des champs de 

bataille nationaux 

See also Canada. National Baïtlefields 
Commission 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission des 
champs de bataille nationaux. 
MICROLOG 98-04691 (1 fiche) 


Canada. Commission des relations de 

travail dans la Fonction publique 

See also Canada. Public Service Staff Relations 
Board 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission des 
relations de travail dans la fonction publique. 
MICROLOG 98-04780 (1 fiche) 


Canada. Commission des revendications 
des Indiens 
See also Canada. indian Claims Commission 
(1991-) 
Guide d'information — Rév. MICROLOG 98-04929 
(1 fiche) 


Canada. Commission du droit d’auteur 
Voir Commission du droit d'auteur (Canada) 


Canada. Commission nationale des 


libérations conditionnelles 
See also Canada. National Parole Board 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission 
nationale des libérations conditionnelles. 
MICROLOG 98-04635 (1 fiche) 


Canada. Communications Canada. 
Communications Research Centre 


See Communications Research Centre (Canada) 
Canada. Communications Research Centre 
See Communications Research Centre (Canada) 


Canada. Condition féminine Canada 
See also Canada. Status of Women Canada 


A la recherche de données sur les femmes : les 
principales sources à Statistique Canada. 
MICROLOG 98-04711 (2 fiche) (Available on 
fiche only) 

L'Accès à la justice pour des victimes de 
harcèlement sexuel : l'impact de la décision 
Béliveau-St-Jacques sur les droits des 
travailleuses à l'indemnisation pour les 
dommages. MICROLOG 98-04708 (2 fiche) 
(Available on fiche only) 

Le Déménagement des parents gardiens : rapport 
final. MICROLOG 98-04921 (2 fiche) (Available 
on fiche only) 

Des prestations pour les enfants du Canada : 
perspectives sur l'égalité des sexes et la 
responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Available on fiche only) 

Les Femmes et l'économie : enjeux de la 
recherche stratégique à long terme. 
MICROLOG 98-04760 (1 fiche) (Available on 
fiche only) 

L’Incidence du financement global sur les femmes 
ayant un handicap. MICROLOG 98-04769 
(2 fiche) (Available on fiche only) 

La Médiation familiale au Canada : ses 
Implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 

Points saillants des activités internationales du 
Canada pour promouvoir l'avancement de la 
femme, 1990-97. MICROLOG 98-04919 (1 fiche) 
(Available on fiche only) 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. 

MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 

Rapport de situation de 1996-97 et plan d’action 
pour 1997-98, mise en oeuvre de l'article 41 de la 
Loi sur les langues officielles. 

MICROLOG 98-05147 (2 fiche) (Available on 
fiche only) 

Sources de données sur les immigrantes. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 

Une Toile complexe : l'accès au système de justice 
pour les femmes immigrantes victimes de 
violence au Nouveau-Brunswick. 

MICROLOG 98-04707 (2 fiche) (Available on 
fiche only) 


Canada. Conseil d’examen du prix des 

médicaments brevetés 

See also Patented Medicine Prices Review Board 
Canada 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil d'examen 
du prix des médicaments brevetés. 
MICROLOG 98-04784 (1 fiche) 


Canada. Conseil du trésor 
See also Canada. Treasury Board 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Secrétariat du 
Conseil du trésor du Canada. 

MICROLOG 98-04637 (2 fiche) 

Détail des dépenses de programmes : profil des 
dépenses des ministères, 1998. 

MICROLOG 98-04786 (2 fiche) 


Canada. Conseil du trésor. Affaires 


réglementaires 
See also Canada. Treasury Board. Regulatory 
Affairs 


Les Codes volontaires : guide d'élaboration et 
d'utilisation. MICROLOG 98-04826 (1 fiche) 
Canada. Conseil du trésor. Direction de la 

politique administrative. Affaires 
réglementaires 
Voir Canada. Conseil du trésor. Affaires 
réglementaires 
Canada. Conseil privé. Bureau du conseil 
privé 


Voir Canada. Bureau du Conseil privé 


Canada. Consommation et affaires 
commerciales Canada 
Voir aussi Canada. Santé Canada 

Canada. Consommation et corporations 
Canada. Bureau de la consommation 


Voir Canada. Bureau de la consommation 


Canada. Consommation et corporations 
Canada. Tribunal de la concurrence du 
Canada 


Voir Tribunal de la concurrence du Canada 


Canada. Consumer & Corporate Affairs 
Canada 
See also Canada. Health Canada 

Canada. Consumer & Corporate Affairs 
Canada. Office of Consumer Affairs 


See Canada. Office of Consumer Affairs 


Canada. Convention de la Baie-James et du 
Nord québécois 


Voir Convention de la Baie-James et du Nord 
québécois (Canada) 


Canada. Copyright Board 
See Copyright Board Canada 


Canada. Correctional Investigator 
Voir aussi Canada. Enquéteur correctionnel 


1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 98-04682 (1 fiche) 

Canada. Cour supréme 

See also Canada. Supreme Court 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Cour supréme du 
Canada. MICROLOG 98-04781 (1 fiche) 


Canada. Defence Research Establishment 
Atlantic 


See Defence Research Establishment Atlantic 


Canada. Defence Research Establishment 
Ottawa 


See Defence Research Establishment Ottawa 


Canada. Defence Research Establishment 
Suffield 


See Defence Research Establishment Suffield 


Canada. Dept. of Communications. 
Communications Research Centre 


See Communications Research Centre (Canada) 


Canada. Dept. of Energy, Mines & 
Resources. Geological Survey of Canada 


See Geological Survey of Canada 


Canada. Dept. of Finance 
Voir aussi Canada. Ministére des finances 


1998-99 estimates, part Ill, report on plans and 
priorities : Agriculture & Agri-Food Canada. 
MICROLOG 98-04646 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 98-04650 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 98-04641 (1 fiche) 
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Canada. Dept. of Finance (cont’d) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 98-04865 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
MICROLOG 98-04690 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Labour Relations Board. 
MICROLOG 98-04676 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Artists & Producers 
Professional Relations Tribunal. 

MICROLOG 98-04648 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 98-04657 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. MICROLOG 98-04636 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 98-04656 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 98-04857 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Heritage. 

MICROLOG 98-04660 (2 fiche) 
1998-99 estimates, part Ill, report on plans and 


priorities : Canadian Human Rights Commission. 


MICROLOG 98-04645 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 98-04639 
(1 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : Canadian International Development 
Agency. MICROLOG 98-04720 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 


priorities : Canadian International Trade Tribunal. 


MICROLOG 98-04652 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. 
MICROLOG 98-04643 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Space Agency. 
MICROLOG 98-04654 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 98-04689 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Citizenship & Immigration Canada. 
MICROLOG 98-04683 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Civil Aviation Tribunal. 
MICROLOG 98-04667 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. 

MICROLOG 98-04669 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Copyright Board. 
MICROLOG 98-04693 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 98-04666 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Finance Canada. 
MICROLOG 98-04664 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs & 
International Trade. MICROLOG 98-04692 
(2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Justice. 
MICROLOG 98-04678 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Environment Canada. 

MICROLOG 98-04661 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Fisheries and Oceans. 
MICROLOG 98-04647 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 98-04688 
(1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Health Canada. MICROLOG 98-04680 
(2 fiche) 


Canada. Dept. of Finance (cont’a) 

1998-99 estimates, part III, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 98-04681 (2 fiche) 

1998-99 estimates, part Ill : report on plans and 
priorities : Human Rights Tribunal Panel. 
MICROLOG 98-04856 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 98-04644 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Indian & Northern Affairs Canada and 
Canadian Polar Commission. 

MICROLOG 98-04679 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Industry Canada. 
MICROLOG 98-04671 (3 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 98-04877 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 98-04675 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 98-04684 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 98-04687 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Battlefields Commission. 
MICROLOG 98-04691 (1 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : National Defence. 

MICROLOG 98-04640 (4 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : National Energy Board. 
MICROLOG 98-04642 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Film Board. 

MICROLOG 98-04721 (1 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : National Library of Canada. 
MICROLOG 98-04670 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Parole Board. 

MICROLOG 98-04635 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 98-04663 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment & the Economy. 

MICROLOG 98-04685 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Resources Canada. 
MICROLOG 98-04633 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Sciences & Engineering 
Research Council of Canada. 

MICROLOG 98-04668 (1 fiche) 

1998-99 estimates, part Ili, report on plans and 
priorities : Northern Pipeline Agency Canada. 
MICROLOG 98-04674 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Auditor General of 
Canada. MICROLOG 98-04665 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Chief Electoral Officer. 
MICROLOG 98-04672 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Commissioner for Federal 
Judicial Affairs. MICROLOG 98-04677 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 98-04682 (1 fiche) 

1998-99 estimates, part Ili, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. 

MICROLOG 98-04686 (1 fiche) 

1998-99 estimates, part lil, report on plans and 
priorities : offices of the Information and Privacy 
Commissioners. MICROLOG 98-04774 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Patented Medicine Prices Review 
Board. MICROLOG 98-04784 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Privy Council Office. 

MICROLOG 98-04778 (1 fiche) 


Canada. Dept. of Finance (cont’d) 

1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 98-04787 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Staff Relations Board. 
MICROLOG 98-04780 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Public Works and Government 
Services Canada. MICROLOG 98-04772 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 98-04785 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 98-04783 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Registry of the Federal Court of 
Canada. MICROLOG 98-04782 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Revenue Canada. 

MICROLOG 98-04722 (2 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 98-04777 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Security Intelligence Review 
Committee. MICROLOG 98-04775 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. 

MICROLOG 98-04779 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Solicitor General Canada. 
MICROLOG 98-04776 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Statistics Canada. 

MICROLOG 98-04638 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 98-04781 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. 

MICROLOG 98-04773 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Transport Canada. 
MICROLOG 98-04717 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Transportation Safety Board of 
Canada. MICROLOG 98-04789 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada, 
Secretariat. MICROLOG 98-04637 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Veterans Affairs Canada. 
MICROLOG 98-04634 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Western Economic Diversification 
Canada. MICROLOG 98-04788 (1 fiche) 

1998-99 main estimates, part Ill, report on pians 
and priorities : Office of the Commissioner of 
Official Languages. MICROLOG 98-04673 
(1 fiche) 

The Federal system of income tax incentives for 
scientific research and experimental 
development : evaluation report. 

MICROLOG 98-04714 (2 fiche) 


Canada. Dept. of Finance. Tax Court of 
Canada 


See Tax Court of Canada 


Canada. Dept. of Fisheries & Oceans 
Voir a, Canada. Ministére des péches et des 
océans 


1998-99 estimates, part III, report on plans and 
priorities : Fisheries and Oceans. 
MICROLOG 98-04647 (2 fiche) 

Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. MICROLOG 98-04539 
(1 fiche) 

Estimating the economic value of coastal and 
ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 

PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 

Proposal for a northwest Atlantic zonal monitoring 
program. MICROLOG 98-04725 (1 fiche) 
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Canada. Dept. of Fisheries & Oceans (cont'd) 
Water temperature monitoring In the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
MICROLOG 98-04911 (1 fiche) 


Canada. Dept. of Fisheries & Oceans. 
Economic & Policy Analysis Directorate. 
Statistical Services 
Voir aussi Canada. Ministére des péches et des 
océans. Direction générale des politiques et des 
analyses économiques. Services statistiques 

1995 survey of recreational fishing in Canada. 
MICROLOG 98-04909 (2 fiche) 


Canada. Dept. of Fisheries & Oceans. 
Pacific Biological Station 


See Pacific Biological Station 


Canada. Dept. of Foreign Affairs & 

International Trade 

Voir aussi Canada. Ministére des affaires 
étrangères et du commerce international 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs & 
International Trade. MICROLOG 98-04692 
(2 fiche) 


Canada. Dept. of Justice 
Voir aussi Canada. Ministère de la justice 
1998-99 estimates, part lil, report on plans and 
priorities : Department of Justice. 
MICROLOG 98-04678 (2 fiche) 


Canada. Dept. of National Defence 
Voir aussi Canada. Ministère de la défense 
nationale 
1998-99 estimates, part Ill, report on plans and 
priorities : National Defence. 
MICROLOG 98-04640 (4 fiche) 


Canada. Dept. of National Defence. 
Directorate of Social & Economic Analysis 
Organizational and military impacts of high-tech 

surveillance and detection systems for UN 
peacekeeping. MICROLOG 98-04523 (1 fiche) 


Canada. Dept. of Natural Resources 
Canada 


See Canada. Natural Resources Canada 


Canada. Dept. of the Secretary of State of 
Canada. Promotion of Official Languages 
Branch 


See Canada. Promotion of Official Languages 
Branch 


Canada. Dept. of the Solicitor General. 
Correctional Investigator 


See Canada. Correctional investigator 


Canada Development Corporation 
See also Canada Development Investment 
Corporation 


Canada Development Investment 
Corporation 
Voir aussi Corporation de développement des 
investissements du Canada 


Canada Development Investment Corporation : 
Annual report 1997. MICROLOG 98-04871 
(1 fiche) 


Canada. Développement des ressources 
humaines Canada 

See also Canada. Human Resources Development 
Canada 

Un Bon investissement, évaluation de l'initiative 
stratégique des Territoires du Nord-Ouest, 
programme Investir dans les gens : première 
année, rapport final. MICROLOG 98-04768 
(2 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement des 
ressources humaines Canada. 

, MICROLOG 98-04681 (2 fiche) 

Evaluation des processus du programme 
Compass - Nouvelle-Ecosse. 

MICROLOG 98-04764 (2 fiche) 


Canada. Développement des ressources 
humaines Canada. Comité d’évaluation 
des initiatives stratégiques 
See also Canada. Human Resources Development 
Canada. Strategic Initiatives Evaluation 
Committee 

Evaluation du Programme travail et services pour 
les étudiants, Terre-Neuve et Labrador : rapport 
final. MICROLOG 98-04763 (2 fiche) 


Canada. Développement des ressources 
humaines Canada. Politique stratégique. 
Direction général de la recherche 
appliquée 
Le Lien entre l’alphabétisme, le travail et les 

bénéficiaires d'aide sociale. 
MICROLOG 98-04797 (1 fiche) 

Subventions à la consommation ou subventions à 
la production : comment les gouvernements 
doivent-ils dispenser l’aide à la garde des 
enfants? MICROLOG 98-04798 (1 fiche) 


Canada. Développement des ressources 
humaines Canada. Politique stratégique. 
Évaluation et élaboration des données 
Évaluation des méthodes, Succès 

Nouvelle-Ecosse 2000 : rapport final. 
MICROLOG 98-04731 (2 fiche) 


Canada. Développement des ressources 
humaines Canada. Politique stratégique. 
Évaluation et exploitation des données 
Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
MICROLOG 98-04729 (1 fiche) 

Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : rapport 

_ final. MICROLOG 98-04941 (1 fiche) 

Evaluation diagnostique du Programme des 
débouchés d'emploi stratégiques : rapport final. 

, MICROLOG 98-04733 (1 fiche) 

Évaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 

_ rapport final. MICROLOG 98-04735 (1 fiche) 

Évaluation du processus du programme Prêts à 
apprendre de l'I.-P-E. MICROLOG 98-04766 
(2 fiche) 

Premier volet, évaluation formative, projet Choix et 
possibilités, |.-P.-E. : rapport d'ensemble. 
MICROLOG 98-04755 (1 fiche) 


Canada. Directeur général des élections 


Voir Canada. Bureau du Directeur général des 
élections 

Canada. Direction de l’avancement des 
technologies environnementales 
Réseau national de surveillance de la pollution 

atmosphérique (NSPA), sommaire annuel pour 
1994. MICROLOG 98-05084 (2 fiche) 

Canada. Direction des informations sur les 
rofessions et les carrières 
ee also Canada. Occupational & Career 
Information Branch 

Electricien industriel/électricienne Industrielle. 

MICROLOG 98-04578 (5 fiche) 

Canada. Direction des partenariats des 
ressources humaines 
Voir Canada. Direction des partenariats des 

ressources humaines. Normes, planification et 
analyse 

Canada. Direction des partenariats des 
ressources humaines. Normes, 
planification et analyse 
See also Canada. Human Resources Partnerships 

Directorate. Standards, Pianning & Analysis 
Electricien industriel /électricienne industrielle. 
MICROLOG 98-04578 (5 fiche) 

Canada. Direction des programmes de 
santé Inuit et des Premiéres nations. 
Division de soutien des programmes de 
santé 
See also Canada. First Nations & Inuit Health 

Programs Directorate. Health Programs Support 
Division 


Canada. Direction générale de la 
prévention de la pollution. Direction des 
secteurs industriels. Division de systèmes 
de transport 
See also Canada. Pollution Prevention Directorate. 
Industrial Sectors Branch. Transportation 
Systems Division 

Programme de surveillance des émissions des 
locomotives, rapport pour l'année 1995. 
MICROLOG 98-04824 (1 fiche) 

Canada. Direction générale de la promotion 
des langues officielles 
Minorités francophones : assimilation et vitalité 

des communautés. MICROLOG 98-05014 
(2 fiche) (Available on fiche only) 
Canada. Direction générale de la promotion 
et des programmes de santé 
See also Canada. Health Promotion & Programs 
Branch 

Risque, vulnérabilité, résilience, implications pour 
les systémes de santé. MICROLOG 98-04713 
(1 fiche) 
Canada. Direction générale des 
technologies de l’information et des 
communications 
See also Canada. Information & Communications 
Technologies Branch 

Les Prestataires de services Internet au Canada : 
analyse économique. MICROLOG 98-04548 
(1 fiche) 

Canada. Diversification de l’économie de 
l'Ouest Canada 
Budget des dépenses, 1998-99, partie Ill, rapport 

sur les plans et les priorités : Diversification de 
l'économie de l'Ouest Canada. 
MICROLOG 98-04788 (1 fiche) 

Canada. Division de la prévention de la 
violence familiale. Centre national 
d’information sur la violence dans la 
famille 
Voir Centre national d'information sur la violence 

dans la famille (Canada) 

Canada Economic Development for Quebec 
Regions 
See Economic Development Agency of Canada for 

the Regions of Quebec 

Canada. Emploi et immigration Canada 
(Commission). Direction des informations 
sur les professions et les carrières 
Voir Canada. Direction des informations sur les 

professions et les carrières 

Canada. Emploi et immigration Canada 
(Commission). Direction générale des 
informations sur les professions et les 
carrières 
Voir Canada. Direction des informations sur les 

professions et les carrières 

Canada. Employment & Immigration 
Canada (Commission). Occupational & 
Career Information Branch 
See Canada. Occupational & Career Information 

Branch 

Canada. Énergie, mines et ressources 
Canada 
Voir aussi Canada. Ressources naturelles Canada 

Canada. Enquêteur correctionnel 
See also Canada. Correctional Investigator 
Budget des dépenses, 1998-99, partie Ill, rapport 

sur les plans et les priorités : Bureau de 
l'Enquêteur correctionnel. MICROLOG 98-04682 
(1 fiche) 

Canada. Environment Canada 
Voir aussi Canada. Environnement Canada 
1998-99 estimates, part Ill, report on plans and 

priorities : Environment Canada. 
MICROLOG 98-04661 (2 fiche) 


Canada and freshwater, experience and practices. 
MICROLOG 98-04577 (1 fiche) 
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Canada. Environmental Technology 
Advancement Directorate 
National air pollution survelllance (NAPS) network 
annual summary for 1994. MICROLOG 98-05084 
(2 fiche) 
Canada. Environnement Canada 
See also Canada. Environment Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Environnement 
Canada. MICROLOG 98-04661 (2 fiche) 
Le Canada et les eaux douces, expérience et 
pratiques. MICROLOG 98-04577 (1 fiche) 
Canada. Environnement Canada. Relevé 
des maladies des arbres et des insectes 
forestiers 
Voir Relevé des insectes et des maladies des 
arbres (Canada) 
Canada. External Affairs & International 
Trade Canada 
See also Canada Dept. of Foreign Affairs & 
International Trade 
Canada. Family Violence Prevention 
Division. National Clearinghouse on 
Family Violence 
See National Clearinghouse on Family Violence 
(Canada) 
Canada. Federal Environmental 
Assessment Review Office 
See also Canadian Environmental Assessment 
Agency 
Canada. First Nations & Inuit Health 
Programs Directorate. Health Programs 
Support Division 
First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 
Canada. Fisheries & Environment Canada 
See also Canada. Environment Canada 


Canada. Forest Insect & Disease Survey 
See Forest Insect & Disease Survey (Canada) 


Canada. Forest Sector. Economic Studies 

Division 

An Overview of fiscal and monetary policy and its 
impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 

Canada. Forestry Canada. Economic 

Studies Division 

Inter-regional transportation costs of the Canadian 
pulp and paper industry. MICROLOG 98-04600 
(1 fiche) 

Transportation cost analysis of the Canadian pulp 
and paper industry for the years 1986-91. 
MICROLOG 98-04597 (1 fiche) 

Canada. Forestry Canada. Ontario Region. 

Great Lakes Forestry Centre 

See Great Lakes Forestry Centre 

Canada. Forestry Canada. Pacific Forestry 

Centre 

See Pacific Forestry Centre 

Canada. Foréts Canada. Direction des 
études économiques 


See also Canada. Forestry Canada. Economic 
Studies Division 


Canada. Foréts Canada. Relevé des 
maladies des arbres et des insectes 
forestiers 


Voir Relevé des insectes et des maladies des 
arbres (Canada) 


Canada. Gendarmerie royale du Canada 
Voir Gendarmerie royale du Canada 

Canada. Great Lakes Forestry Centre 
See Great Lakes Forestry Centre 


Canada. Health & Welfare Canada 
See also Canada. Health Canada 


Canada. Health & Welfare Canada (cont'd) 


Planning together, a guide for organizing a career 
information day. MICROLOG 98-04930 (1 fiche) 


Canada. Health Canada 

Voir aussi Canada. Santé Canada 

1998-99 estimates, part Ill, report on plans and 
priorities : Health Canada. MICROLOG 98-04680 
(2 fiche) 

Nutrient bar graphs, an illustrated guide to the 
nutrient value of some foods used by Aboriginal 
people in Canada. MICROLOG 98-04932 
(1 fiche) 

Seniors guide to federal programs and services, 
1998. MICROLOG 98-04724 (1 fiche) 


Canada. Health Canada. Office of Tobacco 
Control 


See Canada. Office of Tobacco Control 


Canada. Health Canada. Social Services 
Programs Branch. Family Violence 
Prevention Division. National 
Clearinghouse on Family Violence 


See National Clearinghouse on Family Violence 
(Canada) 


Canada. Health Promotion & Programs 
Branch 
Voir aussi Canada. Direction générale de la 
promotion et des programmes de santé 
Risk, vulnerability, resiliency, health system 
implications. MICROLOG 98-04712 (1 fiche) 


Canada. Human Resources & Labour 
Canada 
See also Canada. Human Resources Development 
Canada 


Canada. Human Resources Development 
Canada 
Voir aussi Canada. Développement des ressources 
humaines Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 98-04681 (2 fiche) 

Paying dividends, an evaluation of the Northwest 
Territories’ Investing in People strategic initiative 
: year one final report. MICROLOG 98-04767 
(2 fiche) 


Canada. Human Resources Development 

Canada. Applied Research Branch 

The Connection between literacy and work : 
implications for social assistance recipients. 
MICROLOG 98-05132 (1 fiche) 

Earnings dynamics in Canada : the earnings 
mobility of Canadians, 1982-92. 
MICROLOG 98-04791 (2 fiche) 


Canada. Human Resources Development 
Canada. Evaluation & Data Development 
Formative evaluation of the Graduate 

Employment/Self-Employment Program, GESEP 
: final report. MICROLOG 98-04734 (1 fiche) 
Formative evaluation of the Strategic Employment 
Opportunities Program : final report. 
MICROLOG 98-04732 (1 fiche) 
Integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 
New Brunswick Job Corps, process evaluation : 
final report. MICROLOG 98-04940 (1 fiche) 
Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. MICROLOG 98-04736 
(1 fiche) 
A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 
Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 


Canada. Human Resources Development 
Canada. Strategic Initiatives Evaluation 
Committee 
Voir aussi Canada. Développement des ressources 
humaines Canada. Comité d'évaluation des 
initiatives stratégiques 

Evaluation of the Student Work and Service 
Program (SWASP), Newfoundland and Labrador 
: final report. MICROLOG 98-04762 (1 fiche) 


Canada. Human Resources Development 
Canada. Strategic Policy. Applied 
Research Branch 


See Canada. Human Resources Development 
Canada. Applied Research Branch 


Canada. Human Resources Development 
Canada. Strategic Policy. Evaluation & 
Data Development 


See Canada. Human Resources Development 
Canada. Evaluation & Data Development 


Canada. Human Resources Partnerships 
Directorate. Standards, Planning & 
Analysis 
Voir aussi Canada. Direction des partenariats des 
ressources humaines. Normes, planification et 
analyse 

Industrial electrician. MICROLOG 98-04576 
(4 fiche) 

Canada. Human Rights Tribunal Panel 

Voir aussi Canada. Comité du tribunal des droits 
de la personne 

1998-99 estimates, part Ill : report on plans and 
priorities : Human Rights Tribunal Panel. 
MICROLOG 98-04856 (1 fiche) 


Canada. Immigration & Refugee Board 
Voir aussi Canada. Commission de l'immigration et 
du statut de réfugié 
1998-99 estimates, part III, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 98-04644 (1 fiche) 


Canada. Indian & Northern Affairs Canada 

Voir aussi Canada. Affaires indiennes et du Nord 
Canada ‘ 

1998-99 estimates, part Ill, report on plans and 
priorities : Indian & Northern Affairs Canada and 
Canadian Polar Commission. 

MICROLOG 98-04679 (2 fiche) 

James Bay & Northern Quebec Agreement 
(Canada) and Northeastern Quebec Agreement, 
Cree-Inuit-Naskapi : Annual report 1996. 
MICROLOG 98-04845 (1 fiche) 


- Canada. Indian & Northern Affairs Canada. 


Departmental Statistics Section 
Voir aussi Canada. Affaires indiennes et du Nord 
Canada. Section des statistiques ministérielles 
Basic departmental data, 1997. 
MICROLOG 98-04818 (3 fiche) 


Canada. Indian Affairs & Northern 
Development Canada 


See Canada. Indian & Northern Affairs Canada 


Canada. Indian Claims Commission (1991-) 
Voir aussi Canada. Commission des 
revendications des Indiens 
Eel River Bar First Nation inquiry, Eel River dam 
claim. MICROLOG 98-04825 (2 fiche) 
Information guide — Rev. MICROLOG 98-04929 
(1 fiche) 


Canada. industrie Canada 

See also Canada. Industry Canada 

L'Aérospatiale au Québec, 1997. 
MICROLOG 98-04864 (3 fiche) 

Analyse des mécanismes de règlement des 
différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 
(2 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Industrie Canada. 
MICROLOG 98-04671 (3 fiche) 

La Mesure du développement durable : étude des 
pratiques en vigeur. MICROLOG 98-04538 
(3 fiche) 

Les Produits forestiers des Prairies : un profil de 
l’industrie. MICROLOG 98-05127 (1 fiche) 

Le Respect de la vie privée et la confidentialité sur 
l'Inforoute santé canadienne. 

MICROLOG 98-04574 (1 fiche) 


Canada. Industry Canada 
Voir aussi Canada. Industrie Canada 
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Canada. Industry Canada (cont'd) 

1998-99 estimates, part Ili, report on plans and 
priorities : Industry Canada. 
MICROLOG 98-04671 (3 fiche) 

Analysis of international trade dispute settlement 
mechanisms and implications for Canada’s 
Agreement on Internal Trade. 

MICROLOG 98-04537 (2 fiche) 

Ensuring privacy and confidentiality on Canada's 
Health way. MICROLOG 98-04574 (1 fiche) 

Measuring sustainable development : review of 
current practice. MICROLOG 98-04538 (3 fiche) 

Prairie forest products : an industry profile. 
MICROLOG 98-051 27 (1 fiche) 

Your guide to government of Canada services and 
support for small business, 1998-99. 
MICROLOG 98-04843 (2 fiche) 


Canada. industry Canada. Corporations 
Directorate 
Small business guide to federal incorporation. 
MICROLOG 98-04823 (2 fiche) 


Canada. Information & Communications 
Technologies Branch 
Voir aussi ada. Direction générale des 
technologies de l'information et des 
communications 
Internet service providers in Canada : an 
economic analysis. MICROLOG 98-04548 
(1 fiche) 
Canada. Information Commissioner of 
Canada 
Voir aussi Canada. Commissaire à l'information du 
Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : offices of the Information and Privacy 
Commissioners. MICROLOG 98-04774 (1 fiche) 


Canada Information Office 
Voir aussi Bureau canadien d'information 
1998-99 estimates, part Ill, report on plans and 


priorities : Canada Information Office. 
MICROLOG 98-04690 (1 fiche) 


Canada Institute for Scientific & Technical 


Information 

Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. MICROLOG 98-04539 
(1 fiche) 


Canada. International Development 
Research Centre 


See International Development Research Centre 
(Canada) 


Canada Labour Relations Board 
Voir aussi Conseil canadien des relations du travail 


1998-99 estimates, part Ill, report on plans and 
priorities : Canada Labour Relations Board. 
MICROLOG 98-04676 (1 fiche) 


Canada. Langues officielles 


Voir Canada. Direction générale de la promotion 
des langues officielles 


Canada/Manitoba Business Service Centre 
Bookkeeping — Rev. MICROLOG 98-04965 
(1 fiche) 
Canada. Minister of Human Resources 
Development 


See Canada. Human Resources Development 
Canada 


Canada. Ministère de la défense nationale 
See also Canada. Dept. of National Defence 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Défense nationale. 
MICROLOG 98-04640 (4 fiche) 


Canada. Ministère de la justice 
See also Canada. Dept. of Justice 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ministère de la 
justice. MICROLOG 98-04678 (2 fiche) 
Canada. Ministère de la justice. Bureau du 
Commissaire à la magistrature fédérale 


Voir Canada. Bureau du Commissaire à la 
magistrature fédérale 


Canada. Ministère de l’agriculture. Relevé 
des maladies des arbres et des Insectes 
forestiers 


Voir Relevé des insectes et des maladies des 
arbres (Canada) 


Canada. Ministère des affaires étrangères 
et du commerce international 


See also Canada. Dept. of Foreign Affairs & 
International Trade 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Ministère des 
affaires étrangères et du commerce international. 
MICROLOG 98-04692 (2 fiche) 


Canada. Ministère des affaires extérieures. 
Agence canadienne de développement 
international 


Voir Agence canadienne de développement 
international 


Canada. Ministère des finances 
See also Canada. Dept. of Finance 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Administration du 
pipe-line du Nord Canada. MICROLOG 98-04674 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Affaires indiennes 
et du Nord canadien et Commission canadienne 
des affaires polaires. MICROLOG 98-04679 
(2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
de développement international. 

MICROLOG 98-04720 (2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d’évaluation environnementale. 

MICROLOG 98-04656 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'inspection des aliments. MICROLOG 98-04857 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 98-04650 (2 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Agence spatiale 
canadienne. MICROLOG 98-04654 (2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agriculture et 
agroalimentaire Canada. MICROLOG 98-04646 
(2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 98-04634 
(2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Archives nationales 
du Canada. MICROLOG 98-04687 (1 fiche) 

Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Bibliothèque 
nationale du Canada. MICROLOG 98-04670 
(1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les er et les priorités : Bureau de la 
sécurité des transports du Canada. 

MICROLOG 98-04789 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau de 
l'Enquêteur correctionnel. MICROLOG 98-04682 
(1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 98-04690 
(1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 98-04677 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du Conseil 
privé. MICROLOG 98-04778 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Directeur général des élections. 

MICROLOG 98-04672 (1 fiche) 


Canada. Ministère des finances (cont’d) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
surintendant des institutions financières Canada. 
MICROLOG 98-04686 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Vérificateur général du Canada. 

MICROLOG 98-04665 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Centre canadien de 
gestion. MICROLOG 98-04657 (1 fiche) 

Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Centre canadien 
d'hygiène et de sécurité au travail. 

MICROLOG 98-04636 (1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Citoyenneté et 
immigration Canada. MICROLOG 98-04683 
(1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 98-04775 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité du tribunal 
des droits de la personne. MICROLOG 98-04856 
(1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité externe 
d'examen de la GRC. MICROLOG 98-04785 
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Services Canada. MICROLOG 98-04772 (2 fiche) 
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Guide des programmes et services fédéraux pour 
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Voir Centre national d’information sur la violence 
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journée d’information sur les carrières. 
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Canada. Secrétariat ARET 
Voir Secrétariat ARET 
Canada. Secrétariat d’État du Canada. 


Direction générale de la promotion des 
langues officielles 


Voir Canada. Direction générale de la promotion 
des langues officielles 


Canada. Secrétariat du Conseil du trésor 
Voir Canada. Conseil du trésor 


Canada. Security Intelligence Review 


Committee 
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activités de renseignement de sécurité 


1998-99 estimates, part Ill, report on plans and 
priorities : Security Intelligence Review 
Committee. MICROLOG 98-04775 (1 fiche) 


Canada. Service canadien de la faune 
Voir Service canadien de la faune 

Canada. Service canadien des foréts 
Voir Service canadien des foréts 

Canada. Service de la faune 
Voir Service canadien de la faune 


Canada. Solicitor General Canada 
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1998-99 estimates, part Ill, report on plans and 
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Canada. Solliciteur général Canada 
See also Canada. Solicitor General Canada 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Solliciteur général 
Canada. MICROLOG 98-04776 (1 fiche) 


Canada. Solliciteur général Canada. Comité 


externe d’examen de la Gendarmerie 
royale du Canada 


Voir Comité externe d’examen de la Gendarmerie 
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Canada. Supreme Court 
Voir aussi Canada. Cour supréme 
1998-99 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
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Canada. Table ronde nationale sur 
l’environnement et l’économie 


Voir Table ronde nationale sur l’environnement et 
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See Canada. Civil Aviation Tribunal 
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services gouvernementaux Canada. 
MICROLOG 98-04772 (2 fiche) 
Canada. Treasury Board 
Voir aussi Canada. Conseil du trésor 
1998-99 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada, 
Secretariat. MICROLOG 98-04637 (2 fiche) 
Program expenditure detail : a profile of 
departmental spending, 1998. 
MICROLOG 98-04786 (2 fiche) 
Canada. Treasury Board. Administrative 
Policy Branch. Regulatory Affairs 


See Canada. Treasury Board. Regulatory Affairs 


Canada. Treasury Board. Regulatory Affairs 
Voir aussi Canada. Conseil du tresor. Affaires 
réglementaires 


Voluntary codes : a guide for their development 
and use, MICROLOG 98-04826 (1 fiche) 
Canada. Treasury Board Secretariat 
See Canada. Treasury Board 


Canada. Treasury Board Secretariat. 
Regulatory Affairs Division 


See Canada. Treasury Board. Regulatory Affairs 


Canada. Tribunal canadien du commerce 
extérieur 


Voir Tribunal canadien du commerce extérieur 


Canada. Tribunal de la concurrence du 
Canada 


Voir Tribunal de la concurrence du Canada 


Canada. Tribunal de l’aviation civile 
See also Canada. Civil Aviation Tribunal 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de 
l'aviation civile. MICROLOG 98-04667 (1 fiche) 


Canada. Vérificateur général 
Voir Canada. Bureau du vérificateur général 


Canada. Veterans Affairs Canada 
Voir aussi Canada. Affaires des anciens 
combattants Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : Veterans Affairs Canada. 
MICROLOG 98-04634 (2 fiche) 


Canada. Western Economic Diversification 
Canada 
See also Canada. Western Economic 
Diversification Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : Western Economic Diversification 
Canada. MICROLOG 98-04788 (1 fiche) 


Canadian 88 Enola operon 
Canadian 88 Energy Corp., application to 
construct and operate sour natural gas pipelines 
and well production facility, Burmis area : 
decision 97-16, applications no. 1004834 & 
1010138. MICROLOG 98-04977 (1 fiche) 


Canadian Artists & Producers Professional 
Relations Tribunal 


Voir aussi Tribunal canadien des relations 
professionnelles artistes-producteurs 


Canadian Artists & Producers Professional 

Relations Tribunal (cont’d) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Artists & Producers 
Professional Relations Tribunal. 

MICROLOG 98-04648 (1 fiche) 


Canadian Centre for Management 
Development 
Voir aussi Centre canadien de gestion 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 98-04657 (1 fiche) 


Canadian Centre for Occupational Health & 
Safety 
Voir aussi Centre canadien d’hygiéne et de 
sécurité au travail 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. MICROLOG 98-04636 (1 fiche) 


Canadian Corrections Service 
See Correctional Service Canada 


Canadian Education Assn 
Voir aussi Assn canadienne d’éducation 
Requirements for teaching certificates in Canada -- 
Rev. MICROLOG 98-04599 (1 fiche) (Available on 
fiche only) 


Canadian Environmental Assessment 

Agency 

Voir aussi Agence canadienne d'évaluation 
environnementale 

1998-99 estimates, part lil, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 98-04656 (1 fiche) 

Nuclear fuel waste management and disposal 
concept : report. MICROLOG 98-05002 (3 fiche) 


Canadian Environmental Assessment 
Agency. Nuclear Fuel Waste Management 
& Disposal Concept Environmental 
Assessment Panel 


See Canadian Nuclear Fuel Waste Management & 
Disposal Concept Environmental Assessment 
Panel 


Canadian Food Inspection Agency 
Voir aussi Agence canadienne d'inspection des 
aliments 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 98-04857 (1 fiche) 


Canadian Forest Service 

Voir aussi Service canadien des foréts 

The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
Ontario. MICROLOG 98-04800 (1 fiche) 

Issues in realizing economic benefits from 
research : lessons from case studies. 
MICROLOG 98-04799 (1 fiche) 


Canadian Forest Service. Economic Studies 
Division 
Voir aussi Service canadien des foréts. Division 
des études économiques 
Economic statistics on the forest industry from 
1970 to 1991. MICROLOG 98-04589 (1 fiche) 
Likely developments and new processes in pulp, 
paper and paperboard. MICROLOG 98-04596 
(2 fiche) 
Canadian Forest Service. Industry, 
Economics & Programs Branch 
Voir aussi Service canadien des foréts. Direction 
générale de l’industrie, de l'économie et des 
programmes 


Canadian Forestry Service. Forest Insect & 
Disease Survey 


See Forest Insect & Disease Survey (Canada) 


Canadian Forestry Service. Great Lakes 
Forestry Centre 


See Great Lakes Forestry Centre 
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Canadian Hay Assn 
Fumigation of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hesslan fly, Mayetiola 
destructor, from hay. MICROLOG 98-05096 
(1 fiche) 


Canadian Heritage 
See Canada. Canadian Heritage 


Canadian Home Builders’ Assn 

Voir aussi Assn canadienne des constructeurs 
d'habitations 

Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


Canadian Housing & Renewal Assn 
Voir aussi Assn canadienne d'habitation et de 
rénovation urbaine 


Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


Canadian Human Rights Commission 


Voir aussi Commission canadienne des droits de la 


personne 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Human Rights Commission. 
MICROLOG 98-04645 (1 fiche) 

Canadian Human Rights Commission : Annual 
report 1997. MICROLOG 98-05028 (2 fiche) 


Canadian Import Tribunal 
See also Canadian International Trade Tribunal 


Canadian Intellectual Property Office 
Voir aussi Office de la propriété intellectuelle du 
Canada 


Canadian Intellectual Property Office : Annual 
report 1996-97. MICROLOG 98-04895 (1 fiche) 


Canadian Intergovernmental Conference 
Secretariat 
Voir aussi Secrétariat des conférences 
intergouvernementales canadiennes 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 98-04639 
(1 fiche) 
Canadian International Development 
Agency 
Voir aussi Agence canadienne de développement 
international 
1998-99 estimates, part III, report on plans and 


priorities : Canadian International Development 
Agency. MICROLOG 98-04720 (2 fiche) 


Canadian International Trade Tribunal 

Voir aussi Tribunal canadien du commerce 
extérieur 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian International Trade Tribunal. 
MICROLOG 98-04652 (1 fiche) 

The Impact of imports of butteroil/sugar blends on 
the Canadian dairy industry, an economic 
analysis using the FARM model. 

MICROLOG 98-05112 (1 fiche) 


Canadian National 
Voir aussi Canadien national 


Canadian Natural Resources Ltd. 

Canadian Natural Resources Limited, application 
for a primary recovery scheme for reduced 
spacing In the Bonnyville and Wolf Lake sectors : 
decision 98-5, application no. 1007817. 
MICROLOG 98-04964 (1 fiche) 


Canadian Network for the Advancement of 
Research, Industry & Education 


See CANARIE Inc. 


Canadian Nuclear Fuel Waste Management 
& Disposal Concept Environmental 
Assessment Panel 
Voir aussi Commission d'évaluation 

environnementale du concept de gestion et de 
stockage permanent des déchets de combustible 
nucléaire (Canada) 


Nuclear fuel waste management and disposal 
concept : report. MICROLOG 98-05002 (3 fiche) 


Canadian Permanent Committee on 
Geographical Names 
Voir aussi Comité permanent canadien des noms 
géographiques 
Aboriginal geographical names of Canada : an 
annotated bibliography — 3d ed. 
MICROLOG 98-04594 (3 fiche) 


Canadian Polar Commission 
Voir aussi Commission canadienne des affaires 
polaires 


1998-99 estimates, part Ill, report on plans and 
priorities : Indian & Northern Affairs Canada and 
Canadian Polar Commission. 

MICROLOG 98-04679 (2 fiche) 


Canadian Radio-Television & 
Telecommunications Commission 
Voir aussi Conseil de la radiodiffusion et des 

télécommunications canadiennes 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. 
MICROLOG 98-04643 (1 fiche) 


Canadian Space Agency 
Voir aussi Agence spatiale canadienne 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Space Agency. 
MICROLOG 98-04654 (2 fiche) 


Canadian Transportation Agency 
Voir aussi Office des transports du Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 98-04689 (1 fiche) 


Canadian Wildlife Service 
See also Canada. Environment Canada 


Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. MICROLOG 98-04540 
(1 fiche) 

Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 

Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 

Birds protected in Canada under the Migratory 
Birds Convention Act. MICROLOG 98-04546 
(1 fiche) 

Buffleneads. MICROLOG 98-05133 (3 fiche) 

Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
MICROLOG 98-04543 (1 fiche) 

Migratory game bird hunters and hunting in 
Canada. MICROLOG 98-04545 (2 fiche) 

The Murres, their distribution, populations and 
biology : a study of the genus Uria. 

MICROLOG 98-04939 (3 fiche) 

Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. 
MICROLOG 98-04542 (1 fiche) 


Canadien national 
Canadien national : Rapport annuel 1985. 
MICROLOG 98-04613 (1 fiche) 
Canadien national : Rapport annuel 1987. 
MICROLOG 98-04611 (1 fiche) 
Canadien national : Rapport annuel 1988. 
MICROLOG 98-04610 (1 fiche) 
Canadien national : Rapport annuel 1989. 
MICROLOG 98-04609 (1 fiche) 
Canadien national : Rapport annuel 1990. 
MICROLOG 98-04608 (1 fiche) 
Canadien national : Rapport annuel 1991. 
MICROLOG 98-04607 (1 fiche) 
Canadien national : Rapport annuel 1992. 
MICROLOG 98-04606 (1 fiche) 


Canadien national (cont’a) 

Canadien national : Rapport annuel 1993. 
MICROLOG 98-04603 (1 fiche) 

Canadien national : Rapport annuel 1994. 
MICROLOG 98-04605 (1 fiche) 

Canadien national : Rapport annuel 1996. 
MICROLOG 98-04616 (1 fiche) 

Canadien national : Rapport annuel 1997. 
MICROLOG 98-04617 (1 fiche) 


CANARIE Associates 
See CANARIE Inc. 


CANARIE Inc. 
Ensuring privacy and confidentiality on Canada’s 
Health lway. MICROLOG 98-04574 (1 fiche) 
Le Respect de la vie privée et la confidentialité sur 
l'Inforoute santé canadienne. 
MICROLOG 98-04574 (1 fiche) 


Carleton University. School of Public 
Administration 
An Empirical study of Canadians seeking personal 
bankruptcy protection. MICROLOG 98-05061 
(2 fiche) 


CBJNQ 


See Convention de la Baie-James et du Nord 
québécois (Canada) 


C.D. Howe Institute 
The 1998 budget : falling behind on debt 
reduction. MICROLOG 98-04917 (1 fiche) 
Flexible retirement as an alternative to 65 and out. 
MICROLOG 98-04716 (1 fiche) 


CDIC 
See Canada Development Investment Corporation 
CDIC 


Voir Corporation de développement des 
investissements du Canada 


CE Alberta BioClean Ltd. 

CE Alberta BioClean Ltd., new MTBE/ETBE plant, 
Fort Saskatchewan area : decision 98-1, 
application no. 960864. MICROLOG 98-04956 
(1 fiche) 


Centre canadien de gestion 
See also Canadian Centre for Management 
Development 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Centre canadien de 
gestion. MICROLOG 98-04657 (1 fiche) 


Centre canadien d’hygiéne et de sécurité 

au travail 

See also Canadian Centre for Occupational Health 
& Safety 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Centre canadien 
d'hygiène et de sécurité au travail. 
MICROLOG 98-04636 (1 fiche) 


Centre de coopération internationale en 
recherche agronomique pour le 
développement (France) 

Rural agroindustry in Latin America, an evaluation 
of the PRODAR network. MICROLOG 98-04718 
(2 fiche) (Available on fiche only) 


Centre de foresterie des Grands Lacs 
See also Great Lakes Forestry Centre 


Centre de foresterie du Pacifique 
Voir Centre forestier du Pacifique 


Centre de recherches pour la défense 


Ottawa 
See also Defence Research Establishment Ottawa 


Centre de recherches pour la défense 

Valcartier 

See also Defence Research Establishment 
Valcartier 

Application des techniques de télédétection en 
support au commandement et contrôle tactique. 
MICROLOG 98-04737 (2 fiche) 

La Conjugaison de phase optique à 1.06 um : 
rapport final. MICROLOG 98-04739 (1 fiche) 

Effect of processing parameters on cure kinetics in 
filled polyurethanes. MICROLOG 98-04743 
(1 fiche) 
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Centre de recherches pour le 
développement international (Canada) 
See also International Development Research 

Centre (Canada) 


Centre de recherches sur les 
communications (Canada) 
See also Communications Research Centre 
(Canada) 


Centre forestier du Pacifique 
See also Pacific Forestry Centre 
Outil diagnostique web pour les maladies 
communes des arbres en Colombie-Britannique. 
MICROLOG 98-04883 (1 fiche) 


Centre national d’information sur la 
violence dans la famille (Canada) 

See also National Clearinghouse on Family 
Violence (Canada) 

Liste des publications disponibles auprès du 
Centre national d’information sur la violence 
dans la famille, Santé Canada -- Rév. 
MICROLOG 98-04966 (2 fiche) 

Prévenir la violence familiale : un catalogue de 
vidéocassettes canadiennes sur la violence 
familiale à l'intention du grand public et des 
personnes spécialistes dans le domaine de la 


prévention de la violence dans la famille -- 7e éd. 


MICROLOG 98-04967 (1 fiche) 


Centro internacional de investigaciones 
para el desarrollo 


See International Development Research Centre 
(Canada) 


Chambre des notaires du Québec 
Chambre des notaires du Québec : Rapport 
annuel 1996-97. MICROLOG 98-04873 (1 fiche) 


CIDA 
See Canadian International Development Agency 
CIRAD 


Voir Centre de coopération internationale en 
recherche agronomique pour le développement 
(France) 


Civil Aviation Tribunal of Canada 
See Canada. Civil Aviation Tribunal 


Collaborative Housing Socie 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


Colombie-Britannique 
See also British Columbia 


Comité externe d'examen de la 

Gendarmerie royale du Canada 

See also Royal Canadian Mounted Police External 
Review Committee 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité externe 
d'examen de la GRC. MICROLOG 98-04785 
(1 fiche) 


Comité permanent canadien des noms 
éographiques 
ee also Canadian Permanent Committee on 
Geographical Names 
La Toponymie autochtone du Canada : une 
bibliographie annotée -- 3e éd. 
MICROLOG 98-04594 (3 fiche) 


Commission canadienne des affaires 

polaires 

See also Canadian Polar Commission 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Affaires indiennes 
et du Nord canadien et Commission canadienne 
des affaires polaires. MICROLOG 98-04679 
(2 fiche) 


Commission canadienne des droits de la 
personne 
See also Canadian Human Rights Commission 


Commission canadienne des droits de la 
personne (cont’d) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission 
canadienne des droits de la personne. 
MICROLOG 98-04645 (1 fiche) 

Commission canadienne des droits de la personne 
: Rapport annuel 1997. MICROLOG 98-05028 
(2 fiche) 


Commission de la Fonction publique du 
Canada 
See also Public Service Commission of Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission de la 
Fonction publique du Canada. 
MICROLOG 98-04787 (2 fiche) 


Commission de l’enseignement supérieur 
des provinces maritimes (Canada) 
See also Maritime Provinces Higher Education 
Commission (Canada) 
Commission de l’enseignement supérieur des 
provinces maritimes (Canada) : Rapport annuel 
1996-97. MICROLOG 98-04598 (1 fiche) 


Commission d'enquête sur la magistrature 
du Manitoba 


Voir Manitoba. Commission d'enquête sur la 
magistrature du Manitoba 


Commission des assurances de l’Ontario 
See also Ontario Insurance Commission 
Commission des assurances de l'Ontario : Rapport 

annuel 1996-97. MICROLOG 98-05058 (2 fiche) 


Commission des plaintes du public contre 
la GRC 


Voir Gendarmerie royale du Canada. Commission 
des plaintes du public 


Commission d'évaluation environnementale 
du concept de gestion et de stockage 
permanent des déchets de combustible 
nucléaire (Canada) 

See also Canadian Nuclear Fuel Waste 
Management & Disposal Concept Environmental 
Assessment Panel 

Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. 

MICROLOG 98-05003 (3 fiche) 


Commission du droit d'auteur (Canada) 
See also Copyright Board Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission du 
droit d'auteur. MICROLOG 98-04693 (1 fiche) 


Commission du droit du Canada 
See also Law Commission of Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission du 
droit du Canada. MICROLOG 98-04877 (1 fiche) 


Commission économique de Kent 
See also Kent Economic Commission 
Répertoire des entreprises de la région de Kent — 
Rév. MICROLOG 98-051 40 (3 fiche) 


Commission géologique du Canada 
See also Geological Survey of Canada 


Commission industrielle de Kent 
Voir aussi Commission économique de Kent 


Committee on the Status of Women in 
Ontario Universities 


See Council of Ontario Universities. Committee on 
the Status of Women in Ontario Universities 


Communications Research Centre 
(Canada 
alysis of high-latitude HF propagation 
characteristics and their impact for data 
communications. MICROLOG 98-04586 (2 fiche) 
Transport flow control and connection admission 
policies for reliable applications. 
MICROLOG 98-04698 (1 fiche) 


Competition Tribunal of Canada 
Voir aussi Tribunal de la concurrence du Canada 


Competition Tribunal of Canada (cont'd) 
1998-99 estimates, part Ill, report on plans and 


priorities : Competition Tribunal. 
MICROLOG 98-04669 (1 fiche) 


Conference on Developments in the 
Financial System : national & international 
perspectives (1997 : Annandale-on- 
Hudson, NY) 


The Canadian banking system — Rev. 
MICROLOG 98-04521 (1 fiche) 


Conseil canadien des relations du travail 
See also Canada Labour Relations Board 
Budget des dépenses, 1998-99, partie III, rapport 

sur les plans et les priorités : Conseil canadien 
des relations du travail. MICROLOG 98-04676 
(1 fiche) 


Conseil de contrôle des renseignements 
relatifs aux matières dangereuses 
Canada) 
ee also Hazardous Materials Information Review 
Commission (Canada) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil de contrôle 
des renseignements relatifs aux matières 
dangereuses. MICROLOG 98-04688 (1 fiche) 


Conseil de la magistrature du Manitoba 
Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 


Conseil de la radiodiffusion et des 

télécommunications canadiennes 

See also Canadian Radio-Television & 
Telecommunications Commission 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de la 
radiodiffusion et des téiécommunications 
canadiennes. MICROLOG 98-04643 (1 fiche) 


Conseil de recherches en sciences 

humaines du Canada 

See also Social Sciences & Humanities Research 
Council of Canada 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 98-04779 (1 fiche) 


Conseil de recherches en sciences 

naturelles et en génie du Canada 

See also Natural Sciences & Engineering 
Research Council of Canada 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. MiCROLOG 98-04668 (1 fiche) 


Conseil de recherches et de productivité du 
Nouveau-Brunswick 
See also New Brunswick Research & Productivity 
Council 


Conseil de recherches médicales (Canada) 
See also Medical Research Council (Canada) 
Budget des dépenses, 1998-99, partie Ill, rapport 

sur les plans et les priorités : Conseil de 
recherches médicales du Canada. 
MICROLOG 98-04675 (1 fiche) 


Conseil des arts de l’Ontario 
See also Ontario Arts Council 
Subventions, 1995-96. MICROLOG 98-05082 
(1 fiche) 
Conseil des recherches médicales 


Canada) 
ee also Medical Research Council (Canada) 


Conseil national de recherches Canada 
See also National Research Council Canada 
Budget des dépenses, 1998-99, partie Ill, rapport 

sur les plans et les priorités : Conseil national de 
recherches Canada. MICROLOG 98-04663 
(2 fiche) 
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Conseil national du bien-être social 
Canada) 
ee also National Council of Welfare (Canada) 
Profil de la pauvreté : rapport, 1996. 
MICROLOG 98-04867 (2 fiche) 


Convention de la Baie-James et du Nord 
québécois (Canada) 

See also James Bay & Northern Quebec 
Agreement (Canada) 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis : Rapport 
annuel 1996. MICROLOG 98-04845 (1 fiche) 


Convention de la Baie-James et du Nord 
québécois (Canada). Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis 


Voir Convention du Nord-Est québécois, Cris-Inuit- 

Naskapis 
Convention du Nord-Est québécois, Cris- 

Inuit-Naskapis 

See also Northeastern Quebec Agreement, Cree- 
Inuit-Naskapi É 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis : Rapport 
annuel 1996. MICROLOG 98-04845 (1 fiche) 


Copyright Board Canada 
Voir aussi Commission du droit d'auteur (Canada) 


1998-99 estimates, part Ill, report on plans and 
priorities : Copyright Board. 
MICROLOG 98-04693 (1 fiche) 


Corporation de développement des 
investissements du Canada 
See also Canada Development Investment 
Corporation 
Corporation de développement des 
investissements du Canada : Rapport annuel 
1997. MICROLOG 98-04871 (1 fiche) 


Corporation de développement du Canada 
Voir aussi Corporation de développement des 
investissements du Canada 


Correctional Investigator Canada 
See Canada. Correctional Investigator 


Correctional Service Canada 
Voir aussi Service correctionnel Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 98-04666 (1 fiche) 


Council of Finance Officers - Universities of 

Ontario 

Financial report of Ontario universities : 
supplementary volume, 1996-97. 
MICROLOG 98-05087 (2 fiche) 

Financial report of Ontario universities, vol. | : 
universities, 1996-97. MICROLOG 98-05088 
(3 fiche) 

Financial report of Ontario universities, vol. Il : 
affiliated and federated colleges and universities, 
1996-97. MICROLOG 98-05080 (3 fiche) 


Council of Ontario Universities. Committee 
on the Status of Women in Ontario 
Universities 
Status of women in provincially assisted Ontario 

universities and related institutions, 1986-87 to 
1995-96. MICROLOG 98-05085 (1 fiche) 


Council of Ontario Universities. Research, 

Analysis & Policy Division 

Financial report of Ontario universities : 
supplementary volume, 1996-97. 

MICROLOG 98-05087 (2 fiche) 

Financial report of Ontario universities, vol. | : 
universities, 1996-97. MICROLOG 98-05088 
(3 fiche) 

Financial report of Ontario universities, vol. Il : 
affiliated and federated colleges and universities, 
1996-97. MICROLOG 98-05080 (3 fiche) 

Status of women in provincially assisted Ontario 
universities and related institutions, 1986-87 to 
1995-96. MICROLOG 98-05085 (1 fiche) 


Cour canadienne de l’impôt 
See also Tax Court of Canada 


Cour canadienne de l’impôt (cont’a) 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Cour canadienne 
de l'impot. MICROLOG 98-04773 (1 fiche) 


CRC 
See Communications Research Centre (Canada) 


Creative Communities (Firm) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


CRTC 


See Canadian Radio-Television & 
Telecommunications Commission 


CRTC 


Voir Conseil de la radiodiffusion et des 
télécommunications canadiennes 


D 


Dairy Producers Co-op Ltd. (Sask.) 
Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
MICROLOG 98-05095 (1 fiche) 


Dairy Producers Cooperative (Sask.) 
See Dairy Producers Co-op Ltd. (Sask.) 


Daly (Man.) 
Town of Rivers, Rural Municipality of Daly : 
emergency plan. MICROLOG 98-04961 (2 fiche) 


Defence & Civil Institute of Environmental 

Medicine (Canada) 

Audio signature of clothing. MICROLOG 98-04555 
(1 fiche) 

C4 respirator field of view study, part 2. 
MICROLOG 98-04590 (1 fiche) 

CAD interface development for LOCATE 
workspace layout tool : final report. 
MICROLOG 98-04575 (1 fiche) 

DCIEM/HPP metabolic measurement software 
V1.0. : users’ manual. MICROLOG 98-04584 
(1 fiche) 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
MICROLOG 98-04581 (2 fiche) 

Dismounted infantry tactical task information 
needs, phase Il : data capture approach. 
MICROLOG 98-04752 (1 fiche) 

Disorientation training in non-motion based 
simulator. MICROLOG 98-04556 (1 fiche) 


Enhanced variable insulation clothing : final report. 


MICROLOG 98-04582 (1 fiche) 

Equipment setup documentation for diotic and 
diffuse-field masker speech discrimination study 
including pilot study results : final report. 
MICROLOG 98-04996 (1 fiche) 

HyGe programmer's manual for LabVIEW 4.0.1. 
MICROLOG 98-04557 (1 fiche) 

Impact head injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. 

MICROLOG 98-04994 (1 fiche) 

Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. 

MICROLOG 98-04749 (2 fiche) 

An Investigation into the effect of + Gz stress on 
binaural signal detection performance using a 
spatial audio display : final report. 

MICROLOG 98-04995 (1 fiche) 

Neurological Limitations of Aircraft Operations : 
human performance implications, technical 
evaluation report. MICROLOG 98-04993 (1 fiche) 

Prediction of body cooling. MICROLOG 98-04753 
(1 fiche) 

Risk assessment of bacteriologic health hazards in 
the helmet bladder component of a pressure 
breathing for G (PBG) system. 

MICROLOG 98-04585 (1 fiche) 

A Soldier's Day authoring manual. 
MICROLOG 98-04751 (1 fiche) 

Soldiers’ Day : software status report. 
MICROLOG 98-04748 (1 fiche) 


Defence & Civil Institute of Environmental 
Medicine (Canada) (cont'd) 
A Soldier's Day user's manual. 
MICROLOG 98-04750 (1 fiche) 
Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Defence Research Establishment Atlantic 

Adaptive beamforming with near instantaneous 
convergence in passive and active sonar 
systems. MICROLOG 98-04567 (2 fiche) 

Added resistance prediction in SHIPMO7 using a 
near-field method. MICROLOG 98-04563 (1 fiche) 

Boundary integral formulation of magnetic-field 
calculations in the London model of 
superconductors. MICROLOG 98-04525 (1 fiche) 

Cavitation performance of propeller blade root 
fillets. MICROLOG 98-04522 (1 fiche) 

Computational evaluation of damping and 
decoupling materials, phase 2. 

MICROLOG 98-04701 (1 fiche) 

Creating a seabed mosaic from geocoded 
sidescan sonar images. MICROLOG 98-04579 
(1 fiche) 

Development and evaluation of equivalent-fiuid 
seabed models. MICROLOG 98-04565 (1 fiche) 
The Eastern Canada Shallow Water Ambient Noise 

Experiment. MICROLOG 98-04549 (1 fiche) 

An Efficient piecewise matched-field tracking 
algorithm. MICROLOG 98-04990 (1 fiche) 

Enhancements to COUPLE. MICROLOG 98-04562 
(1 fiche) 

Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. MICROLOG 98-04564 (1 fiche) 

Evaluation of the cavitation inception prediction 
capabilities of the propeller surface panel code 
ASP-2. MICROLOG 98-04561 (1 fiche) 

Extracting bistatic scattering information from a 
monostatic experiment. MICROLOG 98-04744 
(1 fiche) 

Fault detection and fault related performance 
degradation in sonar arrays. 

MICROLOG 98-04550 (1 fiche) 

Finite element based spectral methods for fatique 
damage assessment of ship structures. 
MICROLOG 98-04745 (1 fiche) 

Finite element comparative study of ship structural 
detail. MICROLOG 98-04759 (1 fiche) 

Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 

Goal-directed data integration for sonar picture 
compilation. MICROLOG 98-04583 (1 fiche) 

Hydrodynamic interaction forces between two 
ships in waves. MICROLOG 98-04551 (1 fiche) 

An Improved strip theory program for ship motions 
and sea loads in waves. MICROLOG 98-04552 
(1 fiche) 

Jid testing of an HY 80 steel weldment. 
MICROLOG 98-04989 (1 fiche) 

A Matched-field backpropagation algorithm for 
source localization. MICROLOG 98-04534 
(1 fiche) 

Modal damping factors for a ring-stiffened cylinder. 
MICROLOG 98-04566 (1 fiche) 

Motions and loads of a hydroelastic frigate model 
in severe seas. MICROLOG 98-04532 (1 fiche) 

Polarized light microscopy as a filter debris 
analysis tool. MICROLOG 98-04554 (1 fiche) 

Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. MICROLOG 98-04746 (1 fiche) 

Projector on-line monitoring system upgrade 
design report. MICROLOG 98-04524 (1 fiche) 

Seabed objects size distribution. 

MICROLOG 98-04580 (1 fiche) 

Shear speed gradients and resonances in ocean 
seismo-acoustic modelling. 
MICROLOG 98-04560 (1 fiche) 

Software development for transducer calibrations. 
MICROLOG 98-04700 (1 fiche) 

The Spinnaker optical cable. MICROLOG 98-04527 
(1 fiche) 

Tracking of an underwater sound source in range, 
depth and bearing in shallow Pacific water. 
MICROLOG 98-04533 (1 fiche) 

TRANSCAL user’s manual. MICROLOG 98-04703 
(2 fiche) 
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Defence Research Establishment 

Atlantic (cont’d) 

TRANSOM, a multi-method Reynolds-averaged 
Navier-Stokes solver : overall design. 
MICROLOG 98-04526 (1 fiche) 

Underwater measurements of a sonic boom. 
MICROLOG 98-04553 (1 fiche) 

VIBRO users guide : Windows 95 version. 
MICROLOG 98-04702 (1 fiche) 


Defence Research Establishment Ottawa 

Acousto-optic correlation investigation : final 
report, September 1, 1996 to July 1, 1997 - 73. 
MICROLOG 98-04741 (1 fiche) 

An Analysis of the experimental data measured 
with the modified HF surface-wave radar at Cape 
Bonavista. MICROLOG 98-04694 (1 fiche) 

Development of a model for the first order bistatic 
ocean clutter radar cross section for ground 
wave radars. MICROLOG 98-04530 (1 fiche) 

Final report for the improved window addressable 
memory — Rev. MICROLOG 98-04531 (1 fiche) 

HFSWR trial for aircraft detection and interference 
suppression, phase 2 : final report. 

MICROLOG 98-04742 (1 fiche) 

Motion compensation study : task one report. 
MICROLOG 98-04528 (1 fiche) 

Motion compensation study : task two report. 
MICROLOG 98-04529 (1 fiche) 

Study of M-out-of-N detection algorithm in rain and 
sea Clutter : final report. MICROLOG 98-04747 
(1 fiche) 


Defence Research Establishment Suffield 

Convention on the Prohibition of the Development, 
Production, Stockpiling and Use of Chemical 
Weapons and on their Destruction. 

MICROLOG 98-04756 (2 fiche) 

The Decommissioning of DRES Building 12. 
MICROLOG 98-04740 (1 fiche) 

Development and implementation of TASCflow3D 
for parallel architecture : final report. 

MICROLOG 98-04696 (1 fiche) 

Field trial safety audit, phase III : summary and 
recommendations. MICROLOG 98-04992 
(1 fiche) 

Liquid chromatography continuous-flow matrix- 
assisted laser desorption lonization time-of-flight 
mass spectrometry for the detection of bioactive 
peptides and proteins. MICROLOG 98-04559 
(1 fiche) 

Phase two report of field trial safety audit and 
recommendations. MICROLOG 98-04754 
(1 fiche) 

Physical flow modeling of contaminants in a frigate 
cleansing station. MICROLOG 98-04695 (2 fiche) 

Toxin detection by ion mobility spectrometry : final 
report. MICROLOG 98-04697 (1 fiche) 


Defence Research Establishment Valcartier 
Voir aussi Centre de recherches pour la défense 
Valcartier 


An Adaptive real-time agent for resource planning 
within tactical naval defence. 
MICROLOG 98-04699 (1 fiche) 

Aeroballistic range tests of the Basic Finner 
reference projectile at supersonic velocities. 
MICROLOG 98-04757 (2 fiche) 

The Investigation of artificial intelligence 
techniques for intelligent monitoring activities, 
vol. | : survey of open literature. 

MICROLOG 98-04558 (1 fiche) 

Investigation of factors inducing fiaming 
combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 

Survey of Canadian industrial and research activity 
related to the ultraviolet : final report. 

MICROLOG 98-04738 (1 fiche) 

Wind tunnel tests on DREV-ISL reference models 
at supersonic speeds, series ISLFPWT-1. 
MICROLOG 98-04758 (3 fiche) 


Delcan Corporation 

Elimination des obstacles au réaménagement des 
terrains contaminés à des fins résidentielles : 
rapport de synthèse. MICROLOG 98-04822 
(3 fiche) 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. 
MICROLOG 98-04821 (3 fiche) 


Dendron Resource Surveys Ltd. 
Bioindicators of forest health and sustainability : 
review report and project implementation 
strategles. MICROLOG 98-05068 (2 fiche) 


Development of a Computer Model to 
Predict Survival Time in Cold Water for 
Particular Application in the Offshore Oil 
Industry. Workshop (1997 : Farnborough, 
U.K. 
es of body cooling. MICROLOG 98-04753 

(1 fiche) 


Développement économique Canada pour 
les régions du Québec 


Voir Agence de développement économique du 
Canada pour les régions du Québec 


DIAND 
See Canada. Indian & Northern Affairs Canada 
Dillon Consulting Engineers & Planners 
See M.M. Dillon Ltd. 


Direction générale de la condition féminine 
de l'Ontario 
See also Ontario Women’s Directorate 
La Quête d'un équilibre, harmoniser le travail et la 
famille : programme de formation, guide de la ou 
du responsable de la formation. 
MICROLOG 98-05030 (3 fiche) 


DND Canada 
See Canada. Dept. of National Defence 
DRH Canada 


Voir Canada. Développement des ressources 
humaines Canada 


DSEA 


See Canada. Dept. of National Defence. 
Directorate of Social & Economic Analysis 


E 


East West Caribou Mining Ltd. 

Restigouche metallurgical study, New Brunswick. 
MICROLOG 98-04987 (5 fiche) 

Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 


Economic Development Agency of Canada 
for the Regions of Quebec 
Voir aussi Agence de développement économique 
du Canada pour les régions du Québec 
1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 98-04865 (2 fiche) 


Eel River Bar First Nation 
Eel River Bar First Nation Inquiry, Eel River dam 
claim. MICROLOG 98-04825 (2 fiche) 


Elections Canada 
See also Canada. Office of the Chief Electoral 
Officer 


Elections Manitoba 
Voir aussi Elections Manitoba 


Elections Manitoba 
Rapport réglementaire du Directeur général des 
élections sur les élections partielles tenues dans 
la circonscription de Portage la Prairie. 
MICROLOG 98-04972 (1 fiche) 


Ellis Foster Chartered Accountants 
The British Columbia film industry, opportunities 
for film and video uction and investment in 
British Columbia. MICROLOG 98-04943 (1 fiche) 


Emeric Bergeron et fils Itée 
Régénération de peuplements feuillus dégradés à 
la suite de coupes à diamètre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 


Energy Pathways Inc. 
Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 


Energy Pathways Inc. (cont'd) 

Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


Enquête sur les insectes et les maladies 
des arbres (Canada) 


Voir Relevé des insectes et des maladies des 
arbres (Canada) 


Enquêteur correctionnel Canada 
Voir Canada. Enquêteur correctionnel 

Entreprise autochtone Canada 
See also Aboriginal Business Canada 


Vers le deuxième millénaire, promouvoir l'essor 
des entreprises autochtones du Canada : 
nouvelles orientations, 1996. 

MICROLOG 98-05124 (1 fiche) 


Équipe Canada 
See also Team Canada 


Ouvrir des portes sur le monde : priorités du 
Canada en matière d'accès aux marchés 
internationaux, 1998. MICROLOG 98-04508 
(1 fiche) 


Esquimalt (B.C.). Police Dept. 
Esquimalt Police Department, tion 42 audit : 
issues report. MICROLOG 98-04806 {1 fiche) 


Etude des maladies des arbres et des 
insectes forestiers (Canada) 


Voir Relevé des insectes et des maladies des 
arbres (Canada) 


F 
Federal Office of Regional Development 


à ces (Canada) 


ee also Economic Development Agency of 
Canada for the Regions of Quebec 


Fédération canadienne des municipalités 
See also Federation of Canadian Municipalities 


Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 


Federation of Canadian Municipalities 

Voir aussi Fédération canadienne des 
municipalités 

Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. MICROLOG 98-04790 (1 fiche) 


Fetal Alcohol Syndrome Provincial 
Coordinating Committee (Alta.) 
Fetal alcohol syndrome, community resource list. 
MICROLOG 98-04928 (1 fiche) 


Fonds d’indemnisation du courtage 
immobilier (Québec) 
Fonds d’indemnisation du courtage immobilier 
(Québec) : Rapport d’activités 1997. 
MICROLOG 98-04612 (1 fiche) 


Forest Insect & Disease Survey (Canada) 
Forest insect and disease conditions in Canada, 
1995. MICROLOG 98-04628 (1 fiche) 


Forest Renewal BC 
Business plan, 1998-99. MICROLOG 98-04833 
(1 fiche) 


G 


Gendarmerie royale du Canada 
See also Royal Canadian Mounted Police 
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Gendarmerie royale du Canada (cont'd) 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Gendarmerie royale 
du Canada. MICROLOG 98-04777 (2 fiche) 


Gendarmerie royale du Canada. Comité 
externe d’examen 


Voir Comité externe d'examen de la Gendarmerie 
royale du Canada 


Gendarmerie royale du Canada. 

Commission des plaintes du public 

See also Royal Canadian Mounted Police. Public 
Complaints Commission 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission des 
plaintes du public contre la GRC. 
MICROLOG 98-04783 (1 fiche) 


Geoacoustic Inversion Workshop (1997 : 
Richmond, oo 
Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 


Geological Survey of Canada 

Current research 1 C : Canadian Shield. 
MICROLOG 98-04897 (3 fiche) 

Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.PO.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. MICROLOG 98-04861 
(1 fiche) 

Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. 

MICROLOG 98-0461 4 (1 fiche) 

Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. MICROLOG 98-04862 
(1 fiche) 

Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 


Geomatics Canada 
Voir aussi Géomatique Canada 
Aboriginal geographical names of Canada : an 
annotated bibliography — 3d ed. 
MICROLOG 98-04594 (3 fiche) 


Géomatique Canada 
See also Geomatics Canada 
La Toponymie autochtone du Canada : une 
bibliographie annotée — 3e éd. 
MICROLOG 98-04594 (3 fiche) 


GlobalRisk Management Corporation 

The Financial services sector and brownfield 
redevelopment : backgrounder. 
MICROLOG 98-04819 (1 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthése. MICROLOG 98-04820 
(2 fiche) 


Golder Associates 

Elimination des obstacles au réaménagement des 
terrains contaminés a des fins résidentielles : 
rapport de synthése. MICROLOG 98-04822 
(3 fiche) 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. 
MICROLOG 98-04821 (3 fiche) 


Goss, Gilroy & Associates Ltd. 
See also Goss Gilroy Inc. 


Goss Gilroy Inc. 
Evaluation du programme d’application des lois 
fédérales antitabac. MICROLOG 98-04830 
(2 fiche) 
Evaluation of the enforcement program for federal 
tobacco legislation. MICROLOG 98-04831 
(2 fiche) 


Goss Gilroy Inc. Management Consultants 
Voir Goss Gilroy Inc. 


Grand Conseil des Cris (du Québec). 
Convention de la Baie-James et du Nord 
québécois 


Voir Convention de la Baie-James et du Nord 
québécois (Canada) 


Grand théâtre de Québec 
Grand Théatre de Québec : Rapport annuel 
1996-97. MICROLOG 98-04623 (1 fiche) 


Great Lakes Forestry Centre 
Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northern Ontario : final report. 
MICROLOG 98-04510 (1 fiche) 


Greffe de la Cour fédérale du Canada 
See also Registry of the Federal Court of Canada 
Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Greffe de la Cour 
fédérale du Canada. MICROLOG 98-04782 
(1 fiche) 


H 


Hazardous Materials Information Review 

Commission (Canada) 

Voir aussi Conseil de contrôle des renseignements 
relatifs aux matiéres dangereuses (Canada) 

1998-99 estimates, part Ill, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 98-04688 
(1 fiche) 


Health Services Restructuring Commission 
(Ont.) 


See Ontario. Health Services Restructuring 
Commission 


HRD Canada 


See Canada. Human Resources Development 
Canada 


Humansystems Inc. 

Dismounted infantry tactical task information 
needs, phase II : data capture approach. 
MICROLOG 98-04752 (1 fiche) 

A Soldier's Day authoring manual. 
MICROLOG 98-04751 (1 fiche) 

Soldiers’ Day : software status report. 
MICROLOG 98-04748 (1 fiche) 

A Soldier's Day user's manual. 

MICROLOG 98-04759 (1 fiche) 


Husky Oil Operations Ltd. 

Husky Oil Operations Ltd., application to construct 
and operate two sour oil effiuent pipelines and 
associated facilities in the Moose field : decision 
report 97-17, application no. 1007046. 
MICROLOG 98-04976 (1 fiche) 


Île-du-Prince-Édouard 
See also Prince Edward Island 


Evaluation du processus du programme Préts a 
apprendre de l’I.-P-E. MICROLOG 98-04766 
(2 fiche) 

Premier volet, évaluation formative, projet Choix et 
possibilités, |.-P-E. : rapport d'ensemble. 
MICROLOG 98-04755 (1 fiche) 


Indian Claims Commission 
See Canada. Indian Claims Commission (1991-) 


Industrial Materials Institute 
Effect of processing parameters on cure kinetics In 
filled polyurethanes. MICROLOG 98-04743 
(1 fiche) 


Institut des matériaux industriels 
See also Industrial Materials Institute 


Institut Maurice-Lamontagne 
Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 


Institute for Space & Terrestrial Science 
Ont.) 
urvey of Canadian industrial and research activity 
related to the ultraviolet : final report. 
MICROLOG 98-04738 (1 fiche) 


Insurance Corporation of British Columbia 
Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
MICROLOG 98-04809 (1 fiche) 


International Development Research 
Centre (Canada) 
Rural agroindustry in Latin America, an evaluation 
of the PRODAR network. MICROLOG 98-04718 
(2 fiche) (Available on fiche only) 


ITT Sheraton Canada Ltd. 

Consultant's report on the operation of the Halifax 
Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 


J 


James Bay & Northern Quebec Agreement 


(Canada) 
Voir aussi Convention de la Baie-James et du Nord 


québécois (Canada) 

James Bay & Northern Quebec Agreement 
(Canada) and Northeastern Quebec Agreement, 
Cree-Inuit-Naskapi : Annual report 1996. 
MICROLOG 98-04845 (1 fiche) 

James Bay & Northern Quebec Agreement 

(Canada). Northeastern Quebec 

Agreement, Cree-Inuit-Naskapi 


See Northeastern Quebec Agreement, Cree-Inuit- 
Naskapi 
Judicial Inquiry Board of Manitoba 
See Manitoba. Judicial Inquiry Board 


J.W. Hendry Engineering Inc. 
Restigouche open pit project assessment, New 
Brunswick. MICROLOG 98-05012 (1 fiche) 


K 


Kaweionnehta Human Resource Group 
First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 


Kent Economic Commission 
Voir aussi Commission économique de Kent 
Kent Economic Commission : Annual report 
1994-95. MICROLOG 98-051 22 (1 fiche) 
Kent Region business directory -- Rev. 
MICROLOG 98-051 40 (3 fiche) 


L 


Laurentian Pilotage Authority (Canada) 
Voir aussi Administration de pilotage des 
Laurentides (Canada) 
Laurentian Pilotage Authority (Canada) : Annual 
report 1997. MICROLOG 98-04601 (1 fiche) 


Laval University (Quebec City) 
See Université Laval 
Law Commission of Canada 
Voir aussi Commission du droit du Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 98-04877 (1 fiche) 


Lockheed Martin Canada Inc. 
Final report for the improved window addressable 
memory -- Rev. MICROLOG 98-04531 (1 fiche) 


Manitoba Advisory Council on the Status of 
Women 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04901 (1 fiche) 


Manitoba. Agriculture Manitoba 
See also Manitoba. Manitoba Agriculture 


Manitoba. Air Quality Management Section 
Manitoba ambient air quality annual report, 1995 & 
1996. MICROLOG 98-04893 (1 fiche) 


Manitoba. Air Quality Section 
See Manitoba. Air Quality Management Section 
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Manitoba. Air Standards & Studies 
See also Manitoba. Air Quality Management 
Section 


Manitoba. Chief Electoral Officer 
Statutory report of the Chief Electoral Officer on 
the Portage la Prairie by-election, September 30, 
1997. MICROLOG 98-04972 (1 fiche) 
Manitoba. Civil Service Commission 
Supplementary Information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04887 (1 fiche) 
Manitoba. Civil Service Commission. 
Employee Benefits 
See Manitoba. Civil Service Commission. 
Employee Benefits & Other Payments 


Manitoba. Civil Service Commission. 


Employee Benefits & Other Payments 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 

MICROLOG 98-04898 (1 fiche) 


Manitoba. Commission d’enquéte sur la 
magistrature du Manitoba 
See also Manitoba. Judicial Inquiry Board 


Juge en chef de la Cour provinciale du Manitoba, 
Commission d’enquéte sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Community Support Programs 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04880 (1 fiche) 


Manitoba. Cour provinciale 
Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 
Manitoba Culture, Heritage & Citizenship 
See Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Manitoba. Culture, patrimoine et 


citoyenneté Manitoba 
See also Manitoba. Manitoba Culture, Heritage & 
Citizenship 


Manitoba. Dept. of Energy & Mines. Surface 
Rights Board of Manitoba 
See Surface Rights Board of Manitoba 

Manitoba. Dept. of Environment 
See Manitoba. Manitoba Environment 


Manitoba. Dept. of Labour & Employment 
Services. Advisory Council on the Status 
of Women 


See Manitoba Advisory Council on the Status of 
Women 


Manitoba. Dept. of Labour & Manpower. 
Advisory Council on the Status of Women 


See Manitoba Advisory Council on the Status of 
Women 


Manitoba. Dept. of Labour & Manpower. 
Workers Compensation Board 
See Workers Compensation Board, Manitoba 
Manitoba. Dept. of Labour. Workers 
Compensation Board 
See Workers Compensation Board, Manitoba 
Manitoba. Dept. of Northern Affairs, 


Environment & Workplace Safety & Health. 
Workers Compensation Board 


See Workers Compensation Board, Manitoba 


Manitoba. Développement rural du 
Manitoba 
See also Manitoba. Manitoba Rural Development 


Manitoba. Directeur général des élections 
Voir Elections Manitoba 


Manitoba. Division des ressources 
pétroliéres et énergie 
Systèmes de chauffage solaire au Manitoba. 
MICROLOG 98-04959 (1 fiche) 


Manitoba. Éducation et formation 
professionnelle Manitoba 
See also Manitoba. Manitoba Education & Training 
Écoles du Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 


Manitoba. Élections Manitoba 
Voir Élections Manitoba 


Manitoba Emergency Management 
Organization 
Town of Rivers, Rural Municipality of Daly : 
emergency plan. MICROLOG 98-04961 (2 fiche) 


Manitoba. Énergie et mines Manitoba 
See also Manitoba. Manitoba Energy & Mines 


Manitoba. Environmental Management 
Division. Air Quality Section 


See Manitoba. Air Quality Management Section 


Manitoba. Environmental Management 
Division. Water Quality Management 
Section 


See Manitoba. Water Quality Management Section 


Manitoba. Environnement Manitoba 
See also Manitoba. Manitoba Environment 


Manitoba. Environnement Manitoba. 
Section de la gestion de la qualité de l’eau 
Guide manitobain de l'eau pure. 

MICROLOG 98-05006 (2 fiche) 


Manitoba. Farm Business Management 
See Manitoba. Farm Management 


Manitoba. Farm Management 
Budget guidelines for a dairy enterprise based on 
100.0 kgs. of daily butterfat quota. 
MICROLOG 98-05110 (i fiche) 


Manitoba. Government Records Office 
Access and privacy directory, provincial 
government and government agencies, Freedom 
of Information and Protection of Privacy Act. 
MICROLOG 98-05106 (9 fiche) 


Manitoba Judicial Council 
Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Judicial Inquiry Board 

Voir aussi Manitoba. Commission d'enquête sur la 
magistrature du Manitoba 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Justice Manitoba 
See also Manitoba. Manitoba Justice 


Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Manitoba Agriculture 

Fleld crop production guide. MICROLOG 98-05007 
(1 fiche) 

Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04904 (2 fiche) 


Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 


Manitoba. Manitoba Culture, Heritage & 
Recreation 
See also Manitoba. Manitoba Culture, Heritage & 
Citizenship 


Manitoba. Manitoba Education & Training 
Voir aussi Manitoba. Education et formation 
professionnelle Manitoba 


Schools in Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04889 (2 fiche) 


Manitoba. Manitoba Energy & Mines 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04894 (1 fiche) 


Manitoba. Manitoba Energy & Mines. 
Surface Rights Board of Manitoba 


See Surface Rights Board of Manitoba 


Manitoba. Manitoba Environment 

Ambient and source monitoring of VOCs from 
selected manufacturing facilities in East Kildonan 
area of Winnipeg using passivated SUMMA type 
canisters : final report. MICROLOG 98-04962 
(1 fiche) 

Zebra mussel colonization potential in Manitoba, 
Canada. MICROLOG 98-04982 (1 fiche) 


Manitoba. Manitoba Environment & 
Workplace Safety & Health. Workers 
Compensation Board 


See Workers Compensation Board, Manitoba 


Manitoba. Manitoba Environment. Air 
Quality Management Section 


See Manitoba. Air Quality Management Section 


Manitoba. Manitoba Family Services 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04902 (1 fiche) 


Manitoba. Manitoba Industry, Trade & 
Tourism 
Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 


Manitoba. Manitoba Justice 
Voir aussi Manitoba. Justice Manitoba 
Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Manitoba Labour 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04891 (1 fiche) 


Manitoba. Manitoba Labour. Advisory 
Council on the Status of Women 


See Manitoba Advisory Council on the Status of 
Women 


Manitoba. Manitoba Municipal Affairs 
See a/so Manitoba. Manitoba Rural Development 


Manitoba. Manitoba Northern Affairs 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04900 (1 fiche) 


Manitoba. Manitoba Rural Development 
Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04890 (2 fiche) 


Manitoba. Petroleum & Energy Branch 
Solar heating systems in Manitoba. 
MICROLOG 98-04959 (1 fiche) 
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Manitoba. Provincial Court 
Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 


Manitoba. Services a la famille Manitoba 
See also Manitoba. Manitoba Family Services 


Manitoba. Sport Manitoba 
See Sport Manitoba 
Manitoba. Status of Women 


See Manitoba Advisory Council on the Status of 
Women 


Manitoba Surface Rights Board of 
Manitoba 


See Surface Rights Board of Manitoba 


Manitoba Water Commission 
An Independent review of the 1997 Red River flood 
: interim report. MICROLOG 98-04960 (1 fiche) 


Manitoba. Water Quality Management 
Section 
Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, Canada. 
MICROLOG 98-04963 (1 fiche) 


Manitoba. Workers Compensation Board 
See Workers Compensation Board, Manitoba 


Maritime Provinces Higher Education 

Commission (Canada) 

Voir aussi Commission de l’enseignement 
supérieur des provinces maritimes (Canada) 

Maritime Provinces Higher Education Commission 
(Canada) : Annual report 1996-97. 
MICROLOG 98-04598 (1 fiche) 

Survey of 1996 graduates in Atlantic Canada. 
MICROLOG 98-04595 (2 fiche) 


Marshall Minerals Corp. 
Restigouche open pit project assessment, New 
Brunswick. MICROLOG 98-0501 2 (1 fiche) 


Maurice Lamontagne Institute 
Voir aussi Institut Maurice-Lamontagne 


Maxwell Oil & Gas Ltd. 

Application for a well licence, Tomahawk field, 
Maxwell Oil & Gas Lid., LSD 13-5-53-5 W5M : 
decision report 97-15, application no. 970239. 
MICROLOG 98-04954 (1 fiche) 


McCarthy, Tétrault (Firm) 
Voir aussi McCarthy, Tétrault (Firme) 


Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. 
MICROLOG 98-04821 (3 fiche) 


McCarthy, Tétrault (Firme 

See also McCarthy, Tétrault (Firm) 

Élimination des obstacles au réaménagement des 
terrains contaminés à des fins résidentielles : 
rapport de synthèse. MICROLOG 98-04822 
(3 fiche) 


McGhie Consulting 
Consultant’s report on the operation of the Halifax 

Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 


Medical Research Council (Canada 
Voir aussi Conseil de recherches médicales 
(Canada) 
1998-99 estimates, part Ill, report on gians and 
priorities : Medical Research Council of Canada. 
MICROLOG 98-04675 (1 fiche) 


MEMO 


See Manitoba Emergency Management 
Organization 


Metis Settlements Appeal Tribunal (Alta.) 
Metis Settlements Appeal Tribunal (Alta.) : Annual 
report 1997. MICROLOG 98-05117 (1 fiche) 


Metropolitan Entertainment Grou 
Consultant's report on the operation of the Halifax 

Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 


Mispec Resources Ltd. 

Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. 

MICROLOG 98-04985 (2 fiche) 


M.M. Dillon Ltd. 

The Financial services sector and brownfield 
redevelopment : backgrounder. 
MICROLOG 98-04819 (1 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthése. MICROLOG 98-04820 
(2 fiche) 


Municipal Employees’ Pension Commission 
(Sask.) 
Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1996. 
MICROLOG 98-04885 (1 fiche) 


NAFTA Secretariat. Canadian Section 
Voir aussi Secrétariat de l'ALENA Section 
canadienne 


1998-99 estimates, part Ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 98-04684 (1 fiche) 


National Archives of Canada 
Voir aussi Archives nationales du Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 98-04687 (1 fiche) 


National Assn of Women & the Law 
Voir aussi Assn nationale de la femme et le droit 


Family mediation in Canada : implications for 
women’s equality, a review of the literature and 
analysis of data from four publicly funded 
Canadian mediation programs. 

MICROLOG 98-04709 (2 fiche) (Available on 
fiche only) 


National Clearinghouse on Family Violence 
(Canada) 
Voir aussi Centre national d’information sur la 
violence dans la famille (Canada) 


Preventing family violence : a catalogue of 
Canadian videos on family violence for the 
general public and for professionals working in 
the field — 7th ed. MICROLOG 98-04967 (1 fiche) 

Publications available from the National 
Clearinghouse on Family Violence, Health 
Canada — Rev. MICROLOG 98-04966 (2 fiche) 


National Council of Welfare (Canada) 
Voir aussi Conseil national du bien-être social 
(Canada) 


Poverty profile : a report, 1996. 
MICROLOG 98-04869 (2 fiche) 


National Film Board of Canada 
Voir aussi Office national du film du Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : National Film Board. 
MICROLOG 98-04721 (1 fiche) 

Preventing family violence : a catalogue of 
Canadian videos on family violence for the 
general public and for professionals working in 
the field -- 7th ed. MICROLOG 98-04967 (1 fiche) 


National Library of Canada 
Voir aussi Bibliothéque nationale du Canada 


1998-99 estimates, part III, report on plans and 
priorities : National Library of Canada. 
MICROLOG 98-04670 (1 fiche) 


National Research Council Canada 
Voir aussi Conseil national de recherches Canada 
1998-99 estimates, part III, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 98-04663 (2 fiche) 


National Research Council Canada. 
Industrial Materials Institute 


See Industrial Materials Institute 


National Round Table on the Environment & 
Economy (Canada). Task Force on the 
Financial Services Program 


See National Round Table on the Environment & 
the Economy (Canada). Task Force on the 
Financial Services Program 


National Round Table on the Environment & 

the Economy (Canada) 

Voir aussi Table ronde nationale sur 
l'environnement et l'économie (Canada) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment & the Economy. 
MICROLOG 98-04685 (1 fiche) 


National Round Table on the Environment & 
the Economy (Canada). Financial Services 
Task Force 


See National Round Table on the Environment & 
the Economy (Canada). Task Force on the 
Financial Services Program 


National Round Table on the Environment & 
the Economy (Canada). Task Force on the 
Financial Services Program 
Voir aussi Table ronde nationale sur 
l’environnement et l'économie (Canada). Groupe 
de travail sur le programme des services 
financiers 

The Financial services sector and brownfield 
redevelopment : backgrounder. 
MICROLOG 98-04819 (1 fiche) 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. 
MICROLOG 98-04821 (3 fiche) 


Natural Sciences & Engineering Research 

Council of Canada 

Voir aussi Conseil de recherches en sciences 
naturelles et en génie du Canada 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Sciences & Engineering 
Research Council of Canada. 
MICROLOG 98-04668 (1 fiche) 


NB Power. Health Physics Dept. 
Environmental radiation monitoring data for Point 
Lepreau Generating Station, 1997. 
MICROLOG 98-051 42 (2 fiche) 


Neurological Limitations of Aircraft 
Operations : human performance 
implications. Symposium (1995 : Koln, 
Germany) 

Neurological Limitations of Aircraft Operations : 
human performance implications, technical 
evaluation report. MICROLOG 98-04993 (1 fiche) 


New Brunswick 
New Brunswick Job Corps, process evaluation : 
final report. MICROLOG 98-04940 (1 fiche) 
New Brunswick. Anglophone Educational 


Services Division 

Voir aussi Nouveau-Brunswick. Division des 
services éducatifs anglophone 

Mathematics, it really counts : a discussion paper. 
MICROLOG 98-05011 (1 fiche) 


New Brunswick. Curriculum Branch 

Programme initial du secondaire. 
MICROLOG 98-05013 (2 fiche) 

New Brunswick. Curriculum Development 
Branch 
The High School Foundation Program 

performance levels — Interim. 
MICROLOG 98-04988 (2 fiche) 

New Brunswick. Dept. of Education. 
Anglophone Educational Services Division 
See New Brunswick. Anglophone Educational 

Services Division 

New Brunswick. Dept. of Education. 

Curriculum Branch 


See New Brunswick. Curriculum Branch 
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New Brunswick. Dept. of Education. 
Research & Planning Branch 
Voir aussi Nouveau-Brunswick Ministère de 
l'éducation. Direction de la recherche et de la 
planification 


New Brunswick. Dept. of Health & 
Community Services. Nursing Home 
Services Branch 


See New Brunswick. Nursing Home Services 
Branch 


New Brunswick. Dept. of Municipal Affairs 
See also New Brunswick. Dept. of Municipalities, 
Culture & Housing 


New Brunswick. Dept. of Municipalities, 
Culture & Housing 
Voir aussi Nouveau-Brunswick. Ministère des 
municipalités, de la culture et de l'habitation 


Affordable homeownership in New Brunswick : a 
discussion paper to stimulate ideas and 
partnerships. MICROLOG 98-04983 (1 fiche) 

The New Brunswick heritage sourcebook : 
addendums — Rev. May 1997. 

MICROLOG 98-05136 (1 fiche) 


New Brunswick. Dept. of Natural Resources 
& Energy. Minerals & Energy Division 


See New Brunswick. Minerals & Energy Division 


New Brunswick. Dept. of the Environment 
Voir aussi Nouveau-Brunswick. Ministére de 
l'environnement 


New Brunswick. Dept. of the Environment : Annual 
report 1996-97. MICROLOG 98-04918 (1 fiche) 

Opportunities for public participation under the 
Clean Air Act : discussion paper. 
MICROLOG 98-05091 (1 fiche) 

Wellfield Protection Program : discussion paper. 
MICROLOG 98-05125 (1 fiche) 


New Brunswick. Dept. of Tourism, 
Recreation & Heritage 
See also New Brunswick. Dept. of Municipalities, 
Culture & Housing 


New Brunswick. Educational Services 
Division 
High school framework document. 
MICROLOG 98-05008 (1 fiche) 


New Brunswick. Educational Services 
Division (English) 


See New Brunswick. Educational Services Division 


New Brunswick. Forest Fire Management 
Branch 
Directory of commercial aircraft and operations, 
1998. MICROLOG 98-051 44 (1 fiche) 


New Brunswick. Government Records 
Section 
Classification plan and retention schedules for 
administrative records. MICROLOG 98-05103 
(3 fiche) 


New Brunswick Housing Corporation 
See also New Brunswick. Dept. of Municipalities, 
Culture & Housing 


New Brunswick. Minerals & Energy Division 
Voir aussi Nouveau-Brunswick. Division des 
minéraux et de l'énergie 


Development and pilot testing of a continuous 
copper cementation thickener cone. 
MICROLOG 98-04984 (1 fiche) 

Guidelines for peat mining operations in New 
Brunswick. MICROLOG 98-05009 (1 fiche) 

Information to tenderers package for bituminous 
shale (oll shales) licence to search in the 
Moncton Subbasin, southeastern New 
Brunswick. MICROLOG 98-04998 (1 fiche) 

Restigouche metallurgical study, New Brunswick. 
MICROLOG 98-04987 (5 fiche) 

Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 

Restigouche open pit project assessment, New 
Brunswick. MICROLOG 98-05012 (1 fiche) 


New Brunswick. Minerals & Energy 

Division (cont'd) 

Selected engineering data : bedrock/granular 
aggregate samples from the Fredericton, Grand 
Lake, Minto and Burtts Corner map areas (NTS 
21 G/15, 16; 21 J/1,2), New Brunswick. 
MICROLOG 98-05010 (1 fiche) 

Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. 

MICROLOG 98-04985 (2 fiche) 


New Brunswick. Mines & Energy Division 
See New Brunswick. Minerals & Energy Division 


New Brunswick. Municipalities, Culture, & 
Housing 


See New Brunswick. Dept. of Municipalities, 
Culture & Housing 


New Brunswick. Nursing Home Services 
Branch 
Voir aussi Nouveau-Brunswick. Direction des 
services des foyers de soins 
Annual statistical report, 1995-96. 
MICROLOG 98-05128 (2 fiche) 


New Brunswick Research & Productivity 

Council 

Development and pilot testing of a continuous 
copper cementation thickener cone. 

MICROLOG 98-04984 (1 fiche) 

Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. 

MICROLOG 98-04985 (2 fiche) 


Newfoundland 

Evaluation of the Student Work and Service 
Program (SWASP), Newfoundland and Labrador 
: final report. MICROLOG 98-04762 (1 fiche) 

Formative evaluation of the Graduate 
Employment/Self-Employment Program, GESEP 
: final report. MICROLOG 98-04734 (1 fiche) 

Formative evaluation of the Strategic Employment 
Opportunities Program : final report. 
MICROLOG 98-04732 (1 fiche) 


Newfoundland & Labrador 
See Newfoundland 


North Atlantic Treaty Organization. Advisory 
Group for Aerospace Research & 
Development. Aerospace Medical Panel 
See also Neurological Limitations of Aircraft 
Operations : human performance implications. 
Symposium (1995 : Koin, Germany) 

impact head injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. 
MICROLOG 98-04994 (1 fiche) 

Neurological Limitations of Aircraft Operations : 
human performance implications, technical 
evaluation report. MICROLOG 98-04993 (1 fiche) 


North Pickering Development Corporation 
(Ont) 
Voir aussi Société d'aménagement de North 
Pickering (Ont.) 
North Pickering Development Corporation (Ont.) : 
Annual report 1996-97. MICROLOG 98-05070 
(1 fiche) 


Northeastern Quebec Agreement, Cree- 

Inuit-Naskapi 

Voir aussi Convention du Nord-Est québécois, 
Cris-Inuit-Naskapis \ 

James Bay & Northern Quebec Agreement 
(Canada) and Northeastern Quebec Agreement, 
Cree-Inuit-Naskapi : Annual report 1996. 
MICROLOG 98-04845 (1 fiche) 


Northern Pipeline Agency (Canada) 
See Canada. Northern Pipeline Agency 


Northern Radar Systems Ltd. 
Development of a model for the first order bistatic 
ocean clutter radar cross section for ground 
wave radars. MICROLOG 98-04530 (1 fiche) 


Northstar Energy Corporation 
Northstar kabel Usiporaion! application to 
construct and operate a sweet natural gas 
pipeline in the Carmangay area : examiner report 
98-1, application no. 1015349. 
MICROLOG 98-04978 (1 fiche) 


Northwest Territories 
Paying dividends, an evaluation of the Northwest 
Territories’ Investing in People strategic initiative 
: year one final report. MICROLOG 98-04767 
(2 fiche) 


Northwest Territories. Dept. of Justice 
Northwest Territories. Fair Practices Office : Annual 
report 1996-97. MICROLOG 98-04882 (1 fiche) 


Northwest Territories. Fair Practices Office 
Northwest Territories. Fair Practices Office : Annual 
report 1996-97. MICROLOG 98-04882 (1 fiche) 


Nouveau-Brunswick 
Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : rapport 
final. MICROLOG 98-04941 (1 fiche) 


Nouveau-Brunswick. Direction des services 
des foyers de soins 
See also New Brunswick. Nursing Home Services 
Branch 
Rapport annuel de statistiques, 1995-96. 
MICROLOG 98-05128 (2 fiche) 


Nouveau-Brunswick. Division des minéraux 
et de l’énergie 
See also New Brunswick. Minerals & Energy 
Division 
Lignes directrices sur l'exploitation des tourbières 
au Nouveau-Brunswick. MICROLOG 98-05009 
(1 fiche) 
Nouveau-Brunswick. Division des services 
anglophones d'éducation 


Voir New Brunswick. Educational Services Division 


Nouveau-Brunswick. Division des services 
de l’éducation 
See also New Brunswick. Educational Services 
$ Division 


Nouveau-Brunswick. Division des services 
éducatifs anglophone 
See also New Brunswick. Anglophone Educational 
Services Division 
La Mathématique, ça compte vraiment : document 
de travail. MICROLOG 98-05011 (1 fiche) 


Nouveau-Brunswick. Environnement 
Nouveau-Brunswick 
Voir aussi Nouveau-Brunswick. Ministère de 
l'environnement 


Nouveau-Brunswick. Ministère de la santé 
et des services communautaires. Division 
des services des foyers de soins 


Voir Nouveau-Brunswick. Direction des services 
des foyers de soins 


Nouveau-Brunswick. Ministère de 
l’éducation. Direction de la recherche et 
de la planification 
Statistiques sommaires, 1997. 

MICROLOG 98-05129 (1 fiche) 


Nouveau-Brunswick. Ministère de 
l'éducation. Division des services 
éducatifs anglophone 


Voir Nouveau-Brunswick. Division des services 
éducatifs anglophone 


Nouveau-Brunswick. Ministère de 


l’environnement 
See also New Brunswick. Dept. of the Environment 


Nouveau-Brunswick Ministère de l’environnement 
: Rapport annuel 1996-97. MICROLOG 98-04918 
(1 fiche) 

Possibilités de participation publique en vertu de la 
Loi sur l'assainissement de l'air : document de 
travail. MICROLOG 98-05091 (1 fiche) 

Programme de protection des champs 
d'alimentation en eau : document de réflexion. 
MICROLOG 98-05125 (1 fiche) 
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Nouveau-Brunswick. Ministère des affaires 
municipales 
Voir aussi Nouveau-Brunswick. Ministère des 
municipalités, de la culture et de l'habitation 


Nouveau-Brunswick. Ministère des 
municipalités, de la culture et de 
Phabitation 
See also New Brunswick. Dept. of Municipalities, 

Culture & Housing 


Accession à une propriété abordable au Nouveau- 
Brunswick : document de travail pour recueillir 
des suggestions et favoriser des partenariats. 
MICROLOG 98-04983 (1 fiche) 

Guide d’information sur le patrimoine du Nouveau- 
Brunswick : addenda — Rév. mai 1997. 
MICROLOG 98-051 36 (1 fiche) 


Nouveau-Brunswick. Ministére des 
ressources naturelles et de l’énergie. 
Division des minéraux et de l’énergie 


Voir Nouveau-Brunswick. Division des minéraux et 
de l'énergie 


Nouveau-Brunswick. Ressources minières 
et énergie 


Voir Nouveau-Brunswick. Division des minéraux et 
de l'énergie 


Nouvelle-Écosse 
Évaluation des processus du programme 
Compass - Nouvelle-Ecosse. 
MICROLOG 98-04764 (2 fiche) 


Nouvelle-Écosse. Ministère de l'éducation 
et de la culture 
See also Nova Scotia. Dept. of Education & 
Culture 
Evaluation ges méthodes, Succés 
Nouvelle-Ecosse 2000 : rapport final. 
MICROLOG 98-04731 (2 fiche) 


Nova Scotia Agricultural College 
Nova Scotia Agricultural College : Principal’s 
report 1995-97. MICROLOG 98-04629 (1 fiche) 


Nova Scotia Council on Higher Education 
Recommendations on a new university funding 
formula for the distribution of operating grants. 
MICROLOG 98-05025 (1 fiche) 
University funding formula : technical report. 
MICROLOG 98-05024 (1 fiche) 


Nova Scotia. Dept. of Economic 
Development & Tourism. Community 
Economic Development Division 
A Guide to developing a community economic 

pan strategy. MICROLOG 98-05023 
cne 


Nova Scotia. Dept. of Education 
See also Nova Scotia. Dept. of Education & 
Culture 


Nova Scotia. Dept. of Education & Culture 
Voir aussi Nouvelle-Ecosse. Ministére de 
l'éducation et de la culture 


A Detailed report of educational software 
evaluations, 1997. MICROLOG 98-04814 (2 fiche) 
A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 
Writing school annual reports. 
MICROLOG 98-05021 (1 fiche) 


Nova Scotia. Dept. of Education. Regional 
Libraries Funding Formual Review 
Committee 
See Nova Scotia. Regional Libraries Funding 

Formula Review Committee 
Nova Scotia. Dept. of Finance. Statistics 


Division 

1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 

Labour force data, historical, 1991-97 : revised 
series, March 1998. MICROLOG 98-05109 
(1 fiche) 


Nova Scotia. Dept. of the Attorney General. 
Legal Aid Commission 


See Nova Scotia Legal Aid Commission 


Nova Scotia Gaming Corporation 
Consultant's report on the operation of the Halifax 

Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 


Nova Scotia. House of Assembly. Select 
Committee on National Unity 
Report of Nova Scotia’s Select Committee on 
National Unity. MICROLOG 98-05126 (7 fiche) 


Nova Scotia Legal Aid Commission 
Nova Scotia Legal Aid Commission : Annual report 
1996-97. MICROLOG 98-04817 (1 fiche) 


Nova Scotia Libraries Funding Formula 
Committee 


See Nova Scotia. Regional Libraries Funding 
Formula Review Committee 


Nova Scotia. Lieutenant-Governor 
Royal roots, the Crown in Nova Scotia. 
MICROLOG 98-04973 (1 fiche) 


Nova Scotia. Occupational Health & Safety 
Division 
The Nova Scotia Department of Labour, a review 
of the Occupational Health and Safety Division. 
MICROLOG 98-04802 (2 fiche) 


Nova Scotia Provincial Library. Regional 
Libraries Funding Formula Review 
Committee 


See Nova Scotia. Regional Libraries Funding 
Formula Review Committee 


Nova Scotia. Regional Libraries Funding 
Formula Review Committee 
Report of the Regional Public Libraries Funding 
Review Committee : sharing resources in Nova 
Scotia — 1997 ed. MICROLOG 98-05022 (1 fiche) 


Nova Scotia. Regional Public Libraries 
Funding Review Committee 


See Nova Scotia. Regional Libraries Funding 
Formula Review Committee 


NovaGold Resources Inc. 
Development and pilot testing of a continuous 
copper cementation thickener cone. 
MICROLOG 98-04984 (1 fiche) 


Numac Energy Inc. 

Numac Energy Inc., to amend approval no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. MICROLOG 98-04979 (1 fiche) 


O 


Oceans ’97 Conference (1997 : Halifax, 
N.S.) 
A Matched-field backpropagation algorithm for 
source localization. MICROLOG 98-04534 
(1 fiche) 


Oceans Institute of Canada 
Estimating the economic value of coastal and 
ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 


Office de la propriété intellectuelle du 
Canada 
See also Canadian Intellectual Property Office 
Office de la propriété intellectuelle du Canada : 
Rapport annuel 1996-97. MICROLOG 98-04895 
(1 fiche) 


Office des transports du Canada 
See also Canadian Transportation Agency 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 98-04689 
(1 fiche) 


Office national du film du Canada 
See also National Film Board of Canada 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Office national du 
film. MICROLOG 98-04721 (1 fiche) 


Office national du film du Canada (cont'd) 
Prévenir la violence familiale : un catalogue de 
vidéocassettes canadiennes sur la violence 
familiale à l'intention du grand public et des 
personnes spécialistes dans le domaine de la 
prévention de la violence dans la famille — 7e éd. 
MICROLOG 98-04967 (1 fiche) 


Office of the Information & Privacy 
Commissioner (B.C.) 


See British Columbia. Office of the Information & 
Privacy Commissioner 


Office of the Superintendent of Financial 

Institutions Canada 

Voir aussi Bureau du surintendant des institutions 
financières Canada 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. 
MICROLOG 98-04686 (1 fiche) 


Ontario Arts Council 
Voir aussi Conseil des arts de l'Ontario 
Grants listing, 1995-96. MICROLOG 98-05082 
(1 fiche) 


Ontario. Assemblée législative 
See also Ontario. Legislative Assembly 


Règlement. MICROLOG 98-04916 (2 fiche) 


Ontario. Bureau du registraire général 
See also Ontario. Office of the Registrar General 
Ontario. Bureau du registraire général : Rapport 

annuel 1996. MICROLOG 98-04630 (2 fiche) 


Ontario. Commission de restructuration 
des services de santé 
See also Ontario. Health Services Restructuring 
Commission 


Ontario. Commission des assurances 
Voir Commission des assurances de |’Ontario 


Ontario. Conseil de gestion du 
ouvernement de I’Ontario. Secrétariat 
ee also Ontario. Management Board of Cabinet. 
Secretariat 


Ontario Council for the Arts 
See Ontario Arts Council 


Ontario. Direction générale de la condition 
féminine 


Voir Direction générale de la condition féminine de 
l'Ontario 


Ontario. Education Quality & Accountability 
Office 
School Achievement Indicators Program, 1997 
mathematics assessment : Ontario report. 
MICROLOG 98-05040 (1 fiche) 


Ontario. Forest Management Branch 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 


Ontario Forest Research Institute 
Bioindicators of forest health and sustainability : 
review report and project implementation 
strategies. MICROLOG 98-05068 (2 fiche) 
Swan Lake Forest Research Reserve geographic 
information system, user’s guide. 
MICROLOG 98-05053 (1 fiche) 


Ontario. Forest Resources Branch 
See also Ontario. Forest Management Branch 


Ontario. Geological Branch 
See Ontario Geological Survey 
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Ontario Geological Survey 
Hemlo-Heron Bay-White Lake high density lake 
sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 
Kimberiite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. MICROLOG 98-05054 (1 fiche) 
Quaternary geology, Long Point-Port Burwell area. 
MICROLOG 98-05073 (2 fiche) 


Ontario. Health Services Restructuring 
Commission 
Haliburton, Kawartha and Pine Ridge health 
services restructuring report. 
MICROLOG 98-05039 (2 fiche) 


Ontario Insurance Commission 
Voir aussi Commission des assurances de 
l'Ontario 
Ontario Insurance Commission : Annual report 
1996-97. MICROLOG 98-05059 (2 fiche) 


Ontario Labour Relations Board 
Ontario Labour Relations Board reports, Nov.-Dec. 
1997. MICROLOG 98-05069 (2 fiche) 


Ontario. Lake Huron Management Unit 
Ontario. Lake Huron Management Unit : Annual 
report 1995-96. MICROLOG 98-05086 (2 fiche) 


Ontario. Legislative Assembly 
Voir aussi Ontario. Assemblée législative 


Standing orders. MICROLOG 98-04916 (2 fiche) 


Ontario. Management Board of Cabinet. 
Secretariat 
The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 


Ontario. Management Board Secretariat 


See Ontario. Management Board of Cabinet. 
Secretariat 


Ontario. Ministère de l’agriculture, de 
l’alimentation et des affaires rurales. 
Développement des entreprises agricoles 
Programme d’analyse de la gestion des 

exploitations agricoles de l'Ontario, 1996. 
MICROLOG 98-04659 (1 fiche) 


Ontario. Ministère de l’environnement et de 
l'énergie 
See also Ontario. Ministry of Environment & 
Energy 


Ontario. Ministère des affaires municipales 
et du logement 
See also Ontario. Ministry of Municipal Affairs & 
Housing 


Information financière des municipalités, 1995. 
MICROLOG 98-05057 (4 fiche) 

Ontario. Ministère des affaires muncipales et du 
logement : Rapport annuel 1996-97. 
MICROLOG 98-05083 (1 fiche) 

Proposition de nouvelle Loi sur les municipalités, 
ébauche de projet de loi, avec des notes 
explicatives : document de travail. 

MICROLOG 98-05041 (4 fiche) 


Ontario. Ministère des finances 
See also Ontario. Ministry of Finance 


Ontario. Ministère des richesses naturelles 
See also Ontario. Ministry of Natural Resources 
Survol de la zone de planification des Grands Lacs 

et du Saint-Laurent — Rév. MICROLOG 98-05066 
(1 fiche) 


Ontario. Ministère des services sociaux et 
communautaires 
See also Ontario. Ministry of Community & Social 
Services 


Cadre des services aux jeunes contrevenantes et 
contrevenants, 1997-2000, cadre de planification 
triennial. MICROLOG 98-05043 (1 fiche) 

Entente de soutien personnalisé à l'intention des 
personnes avant un handicap de 
développement. MICROLOG 98-05046 (1 fiche) 

Gestion municipale intégrée des services, cadre de 
planification, région nord de l'Ontario. 
MICROLOG 98-05056 (1 fiche) 


Ontario. Ministère des services sociaux et 

communautaires (cont'd) 

Gestion municipale intégrée des services, cadre de 
planification, région sud de l'Ontario. 
MICROLOG 98-05055 (1 fiche) 

Stratégie de réorientation pour l'enfance et la 
Jeunesse. MICROLOG 98-05076 (1 fiche) 

Stratégie de réorientation pour les adultes ayant 
un handicap de développement. 
MICROLOG 98-05029 (1 fiche) 


Ontario. Ministry of Agriculture, Food & 
Rural Affairs. Agricultural Business 
Development 
Ontario farm management analysis project, 1996. 

MICROLOG 98-04649 (1 fiche) 


Ontario. Ministry of Community & Social 
Services 
Voir aussi Ontario. Ministère des services sociaux 
et communautaires 


Consolidation of municipal services management, 
consolidation planning framework, northern 
Ontario. MICROLOG 98-05056 (1 fiche) 

Consolidation of municipal services management, 
consolidation planning framework, southern 
Ontario. MICROLOG 98-05055 (1 fiche) 

Individual support agreements for people with 
developmental disabilities. MICROLOG 98-05046 
(1 fiche) 

Reinvestment strategy for adults with a 
developmental disability. MICROLOG 98-05029 
(1 fiche) 

Reinvestment strategy for children and youth. 
MICROLOG 98-05047 (1 fiche) 

Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. MICROLOG 98-05148 (1 fiche) 

Young offenders framework, 1997-2000, a three- 
year workplanning framework. 

MICROLOG 98-05043 (1 fiche) 


Ontario. Ministry of Consumer & 
Commercial Relations. Registration 
Division 
Annual charge book : standard charge terms, 

1997. MICROLOG 98-05146 (6 fiche) 


Ontario. Ministry of Environment & Energy 
internal review of the Ministry of Environment and 
Energy response to the Plastimet fire, City of 
Hamilton, July 9-12, 1997. MICROLOG 98-05026 
(1 fiche) 
Piastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Ontario. Ministry of Finance 
1998 Ontario budget : budget papers. 

MICROLOG 98-04627 (3 fiche) 
1998 Ontario budget : budget speech. 

MICROLOG 98-04626 (1 fiche) 


Ontario. Ministry of Financial Institutions 
See also Ontario. Ministry of Finance 


Ontario. Ministry of Municipal Affairs & 
Housin 
Voir aussi Ontario. Ministére des affaires 
municipales et du logement 


Municipal financial information, 1995. 
MICROLOG 98-05057 (4 fiche) 

Ontario. Ministry of Municipal Affairs & Housing : 
Annual report 1996-97. MICROLOG 98-05083 
(1 fiche) 

A Proposed new Municipal Act, draft legislation, 
including explanatory notes : consultation 
document. MICROLOG 98-05042 (4 fiche) 


Ontario. Ministry of Natural Resources 

Voir aussi Ontario. Ministère des richesses 
naturelles 

The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
Ontario. MICROLOG 98-04800 (1 fiche) 

Greai Lakes-St. Lawrence planning area overview 
-- Rev. MICROLOG 98-05067 (1 fiche) 

Issues in realizing economic benefits from 
research : lessons from case studies. 
MICROLOG 98-04799 (1 fiche) 


Ontario. Ministry of Natural 

Resources (cont’d) 

Silvicultural guide to managing for black spruce, 
Jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 


Ontario. Ministry of Natural Resources. 
Division of Forests. Forest Management 
Branch 


See Ontario. Forest Management Branch 


Ontario. Ministry of Natural Resources. 
Northwest Region Science & Technology 


See Ontario. Northwest Science & Technology 


Ontario. Ministry of Natural Resources. 
Science Development & Transfer Branch. 
South Central Sciences Section 


See Ontario. Southcentral Science Section 


Ontario. Ministry of Natural Resources. 
South Central Sciences Section 


See Ontario. Southcentral Science Section 


Ontario. Ministry of Revenue 
See also Ontario. Ministry of Finance 


Ontario. Ministry of the Environment & 
Energy 


See Ontario. Ministry of Environment & Energy 


Ontario. Ministry of Treasury & Economics 
See also Ontario. Ministry of Finance 


Ontario. Northwest Region Science & 
Technology 


See Ontario. Northwest Science & Technology 


Ontario. Northwest Science & Technology 

Clearcutting and its alternatives for upland black 
spruce. MICROLOG 98-05032 (1 fiche) 

Commercial thinning of jack pine. 

MICROLOG 98-05062 (1 fiche) 

A Comparison of red pine sawlog management 
and red pine pulpwood management. 
MICROLOG 98-05048 (1 fiche) 

Early stand tending in jack pine plantations. 
MICROLOG 98-05033 (1 fiche) 

The Establishment of black and white spruce on 
Ontario’s boreal mixedwood sites. 

MICROLOG 98-05034 (1 fiche) 

Establishment of red & white pine plantations in 
northwestern Ontario. MICROLOG 98-05035 
(1 fiche) 

Mixed planting of jack pine, black and white 
spruce. MICROLOG 98-05044 (1 fiche) 

Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 

Pre-commercial thinning in black spruce. 
MICROLOG 98-05049 (1 fiche) 

Shelterwood systems in red pine. 

MICROLOG 98-05036 (1 fiche) 

Spot seeding of jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 

The Use of fire for natural jack pine regeneration 
on cutovers. MICROLOG 98-05045 (1 fiche) 

Ontario. Office de la qualité et de la 
responsabilité en éducation 

Programme d'indicateurs du rendement scolaire, 
évaluation en mathématiques de 1997 : rapport 
pour l'Ontario. MICROLOG 98-05040 (1 fiche) 


Ontario. Office of the Registrar General 
Voir aussi Ontario. Bureau du registraire général 


Ontario. Office of the Registrar General : Annual 
report 1996. MICROLOG 98-04630 (2 fiche) 


Ontario. Ontario Parks 
See Ontario Parks 
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Ontario Parks 
Bronte Creek management plan. 
MICROLOG 98-05077 (1 fiche) 
Driftwood Provincial Park, preliminary 
management plan. MICROLOG 98-05078 
(1 fiche) 


Ontario. Southcentral Science Section 

The Central Appalachian hardwoods experience 
provides silvicultural tools for Ontario. 
MICROLOG 98-05051 (1 fiche) 

The Fishery of Christie Lake. MICROLOG 98-05052 
(1 fiche) 

The Pike Lake fishery. MICROLOG 98-05038 
(1 fiche) 

SCANSS, Silvicultural Calibration of Algoma/North 
Shore Stands : a progress report. 
MICROLOG 98-05979 (1 fiche) 


Ontario. Southcentral Sciences Section 
See Ontario. Southcentral Science Section 


Ontario Women’s Directorate 

Voir aussi Direction générale de la condition 
féminine de l'Ontario 

The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 

The Struggle to juggle : managing the work and 
family balance : training program leader’s guide. 
MICROLOG 98-05005 (3 fiche) 


P 


Pacific Biological Station 

Adult chinook escapement assessment conducted 
on the Cowichan River during 1996. 

MICROLOG 98-04914 (1 fiche) 

Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. 

MICROLOG 98-04915 (1 fiche) 

The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. 

MICROLOG 98-04912 (2 fiche) 

A Preliminary report on the adult chinook salmon 
escapement study conducted on the Nanaimo 
River during 1996. MICROLOG 98-04913 (1 fiche) 


Pacific Forestry Centre 
Voir aussi Centre forestier du Pacifique 
Web diagnostic tool for common tree diseases of 
British Columbia. MICROLOG 98-04883 (1 fiche) 


Palais des congrés de Montréal 
Palais des congrès de Montréal : Rapport annuel 
1996-97. MICROLOG 98-04886 (1 fiche) 


Patented Medicine Prices Review Board 
Canada 
Voir aussi Canada. Conseil d'examen du prix des 
médicaments brevetés 
1998-99 estimates, part Ill, report on plans and 
priorities : Patented Medicine Prices Review 
Board. MICROLOG 98-04784 (1 fiche) 


Patrimoine canadien 
Voir Canada. Patrimoine canadien 


Penn West Petroleum Ltd. 

Application for a well licence, Twining field, Penn 
West Petroleum Ltd., well licence no. 0213751, 
LSD 16-5-31-23 W4M : examiner report 98-6, 
application no. 970251. MICROLOG 98-04955 
(1 fiche) 


Plastimet Inc. 

Internal review of the Ministry of Environment and 
Energy response to the Piastimet fire, City of 
Hamilton, July 9-12, 1997. MICROLOG 98-05026 
(1 fiche) 

Piastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Prairie Farm Rehabilitation Administration 
Green plan impact, Canada-Saskatchewan 
Agriculture Green Plan Agreement. 
MICROLOG 98-05092 (1 fiche) 


Prince Edward Island, 
Voir aussi \le-du-Prince-Edouard 


Prince Edward Island (cont’d) 


Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. MICROLOG 98-04736 
(1 fiche) 

Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 

Prince Edward Island Agricultural 
Development Corporation 


See also Prince Edward Island Agricultural 
Insurance Corporation 


Prince Edward Island Agricultural 
Insurance Corporation 
Prince Edward Island Agricultural Insurance 
Corporation : Annual report 1996-97. 
MICROLOG 98-04836 (1 fiche) 


Prince Edward Island. Dept. of Community 
Affairs & Attorney General 
Victims of Crime Act : Annual report 1996-97. 
MICROLOG 98-04840 (1 fiche) 


Prince Edward Island. Dept. of Health & 

Social Services 

Prince Edward Island. Dept. of Health & Social 
Services : Annual report 1996-97. 
MICROLOG 98-04838 (1 fiche) 

Report of the Review of the Addiction Services 
Program for the Province of Prince Edward 
Island. MICROLOG 98-04509 (2 fiche) 


Prince Edward Island. Employment 
Development Agency 
Prince Edward Island. Employment Development 
Agency : Annual report 1996-97. 
MICROLOG 98-04997 (1 fiche) 


Prince Edward Island. Housing Authority 
See Prince Edward Island Housing Corporation 


Prince Edward Island Housing Corporation 

Prince Edward Island Housing Corporation : 
Annual report 1996-97. MICROLOG 98-04842 
(1 fiche) 

Prince Edward Island. Legislative Assembly. 
Standing Committee on the Constitution 
of Canada 
Report to the Legislative Assembly of Prince 

Edward Island respecting Resolution no. 20, and 
the principles contained in the Framework for 
discussion on Canadian unity (Calgary 
Declaration). MICROLOG 98-04828 (1 fiche) 

Prince Edward Island. Minister Responsible 
for the Elderly 
See Prince Edward Island. Dept. of Health & Social 

Services 
Prince Edward Island. Ministerial Steering 


Committee on Culture 
Culture, itself a treasure : final report. 
MICROLOG 98-04829 (1 fiche) 


Private Colleges Accreditation Board (Alta.) 
See Alberta. Private Colleges Accreditation Board 
Procureur général du Canada 
Voir Canada. Ministére de la justice 
Provincial Court of British Columbia 
See British Columbia. Provincial Court 


Public Service Commission of Canada 
Voir aussi Commission de la Fonction publique du 
Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 98-04787 (2 fiche) 


Purchase Oil & Gas Inc. 

Application for well licences, well licence nos. 
0202155 to 0202162, Purchase Oil & Gas Inc., 
Morgan field : examiner report 98-4, application 
no. 970483. MICROLOG 98-04975 (1 fiche) 


Purdy’s Wharf Development Ltd. 
Consultant’s report on the operation of the Halifax 

Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 


Q 


Québec (Province). Caisse de dépôt et 
placement du Québec 


Voir Caisse de dépôt et placement du Québec 


Québec (Province). Convention de la Baie- 
James et du Nord québécois 


Voir Convention de la Baie-James et du Nord 
québécois (Canada) 


Québec (Province). Direction de la 
recherche forestiére 
Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), Ill : l'utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
MICROLOG 98-04796 (1 fiche) 


Québec (Province). Direction générale de la 
sécurité et de la prévention 
L’Incendie au Québec en 1996 : statistiques sur les 
incendies. MICROLOG 98-04631 (1 fiche) 


Québec (Province). Fonds d’indemnisation 
du courtage immobilier 


Voir Fonds d'indemnisation du courtage 
immobilier (Québec) 


Quebec (Province). James Bay & Northern 
Quebec Agreement 
See James Bay & Northern Quebec Agreement 
(Canada) 
Québec (Province). Ministère de 
l’environnement. Convention de la Baie- 
James et du Nord québécois 


Voir Convention de la Baie-James et du Nord 
québécois (Canada) 


Québec (Province). Ministère de l’industrie, 
du commerce, de la science et de la 
technologie 
L’Aérospatiale au Québec, 1997. 

MICROLOG 98-04864 (3 fiche) 


Québec (Province). Ministère des finances 

1998-99 budget : budget plan. 
MICROLOG 98-04854 (2 fiche) 

1998-99 budget : budget speech. 
MICROLOG 98-04872 (1 fiche) 

Budget 1998-99 : discours sur le budget. 
MICROLOG 98-04876 (1 fiche) 

Budget 1998-99 : plan budgétaire. 
MICROLOG 98-04855 (2 fiche) 

Budget 1998-99 : renseignements supplémentaires 
sur les mesures du budget. 
MICROLOG 98-04868 (2 fiche) 


Québec (Province). Ministère des 
ressources naturelles. Direction de la 
recherche forestière 
Voir Québec (Province). Direction de la recherche 

forestière 

Quebec (Province). Northeastern Quebec 
Agreement, Cree-Inuit-Naskapi 
See Northeastern Quebec Agreement, Cree-Inuit- 


Naskapi 
R 


Railway Assn of Canada 
Voir aussi Assn des chemins de fer du Canada 
Locomotive emissions monitoring program, 
reporting year 1995. MICROLOG 98-04824 
(1 fiche) 


RAR Alpaca Ltd. 
Value-added processing of alpaca fibre : final 
report. MICROLOG 98-05100 (1 fiche) 
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Raytheon Canada Ltd. 
HESWR trial for aircraft detection and interference 
suppression, phase 2 : final report. 
MICROLOG 98-04742 (1 fiche) 


RCMP 
See Royal Canadian Mounted Police 
Receiver General for Canada 
See Canada. Dept. of Finance 
Receveur général du Canada 
Voir Canada. Ministère des finances 


Registry of the Federal Court of Canada 
Voir aussi Greffe de la Cour fédérale du Canada 
1998-99 estimates, part III, report on plans and 

priorities : Registry of the Federal Court of 
Canada. MICROLOG 98-04782 (1 fiche) 


Relevé des insectes et des maladies des 
arbres (Canada) 
See also Forest Insect & Disease Survey (Canada) 
Insectes et maladies des arbres au Canada, 1995. 
MICROLOG 98-04624 (1 fiche) 


RES International Inc. 

The Investigation of artificial intelligence 
techniques for intelligent monitoring activities, 
vol. | : survey of open literature. 

MICROLOG 98-04558 (1 fiche) 


Rivers (Man.) 
Town of Rivers, Rural Municipality of Daly : 
emergency plan. MICROLOG 98-04961 (2 fiche) 


Royal Canadian Mounted Police 
Voir aussi Gendarmerie royale du Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 98-04777 (2 fiche) 


Royal Canadian Mounted Police External 
Review Committee 
Voir aussi Comité externe d'examen de la 
Gendarmerie royale du Canada 
1998-99 estimates, part Ill, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 98-04785 (1 fiche) 


Royal Canadian Mounted Police. Public 
Complaints Commission 
Voir aussi Gendarmerie royale du Canada. 
Commission des plaintes du public 
1998-99 estimates, part Ill, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 98-04783 (1 fiche) 


Royal Military College of Canada. Dept. of 
Mechanical Engineering 
Investigation of factors inducing flaming 
combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 


RPC 


See New Brunswick Research & Productivity 
Council 


Russell Hille Associates 
The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 


S 


Sask Water 
Sask Water : Annual report 1997. 
MICROLOG 98-04662 (1 fiche) 


Saskatchewan 
Detail of expenditure under the Election Act : all 
constituencies, 1996-97. MICROLOG 98-04625 
(1 fiche) 


Saskatchewan. ADF Section 
See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Agriculture Development 
Fund 
Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 


Saskatchewan. Agriculture Development 

Fund (cont'd) 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 

Audiovisual resource package for safe food 
handling course for food processors : final 
report. MICROLOG 98-05097 (1 fiche) 

Cattle performance on overwintered forage : final 
report. MICROLOG 98-05093 (1 fiche) 

Controlled raspberry yields through improved 
mulching techniques : final report. 

MICROLOG 98-05105 (1 fiche) 

Development and processing of pigmented wheats 
: final report. MICROLOG 98-05017 (1 fiche) 

Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. 

MICROLOG 98-05099 (1 fiche) 

Economic and agronomic analysis of swath 
grazing vs stored feed : final report. 
MICROLOG 98-05090 (1 fiche) 

Effect of tillage and crop rotations on leaf spots of 
spring wheat in the brown soil zone : final report. 
MICROLOG 98-05115 (1 fiche) 

Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. MICROLOG 98-05114 
(1 fiche) 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report -- Rev. 
MICROLOG 98-051 18 (1 fiche) 

Fumigation of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hessian fly, Mayetiola 
destructor, from hay. MICROLOG 98-05096 
(1 fiche) 

How does bovine viral diarrhoea virus cause 
disease : final report. MICROLOG 98-05098 
(1 fiche) 

Integrated management of root maggots in 
vegetable crops : final report. 

MICROLOG 98-05018 (1 fiche) 

Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
MICROLOG 98-05095 (1 fiche) 

Regional testing and development of winter wheat 
cultivars : final report. MICROLOG 98-05104 
(1 fiche) 

Testing of forage crop cultivars/species 
adaptation, yield and other characteristics : final 
report. MICROLOG 98-05000 (2 fiche) 

Value-added processing of alpaca fibre : final 
report. MICROLOG 98-05100 (1 fiche) 

Woolly elm aphid control on saskatoon berries : 
final report. MICROLOG 98-051 02 (2 fiche) 


Saskatchewan Arts Board 
Saskatchewan Arts Board : Annual report 1996-97. 
MICROLOG 98-04870 (1 fiche) 
Saskatchewan Assessment Management 
Agency 
Saskatchewan Assessment Management Agency : 
fete ag 1997. MICROLOG 98-04651 
1 fiche 


Saskatchewan. Associated Entities Fund 
Saskatchewan Associated Entities Fund : Annual 
report 1996-97. MICROLOG 98-04884 (1 fiche) 


Saskatchewan Cancer Commission 
See Saskatchewan Cancer Foundation 


Saskatchewan Cancer Foundation 
Saskatchewan Cancer Foundation : Annual report 
1996-97. MICROLOG 98-04658 (1 fiche) 


Saskatchewan. Dept. of Culture & Youth. 
Arts Board 


See Saskatchewan Arts Board 


Saskatchewan. Dept. of Education. Arts 
Board 


See Saskatchewan Arts Board 


Saskatchewan. Dept. of Education. 
Teachers’ Superannuation Commission 


See Saskatchewan. Teachers’ Superannuation 
Commission 


Saskatchewan. Dept. of Energy & Mines 


See Saskatchewan. Saskatchewan Energy & 
Mines 
Saskatchewan. Dept. of Mineral Resources. 
Petroleum & Natural Gas Branch 


See Saskatchewan. Petroleum & Natural Gas 


Saskatchewan. District 36 ADD Board 
Cattle performance on overwintered forage : final 
report. MICROLOG 98-05093 (1 fiche) 


Saskatchewan. Energie et des mines 


See also Saskatchewan. Saskatchewan Energy & 
Mines 


Saskatchewan Energy & Mines 
See Saskatchewan. Saskatchewan Energy & 
Mines 


Saskatchewan Energy Holdings Ltd. 
See also SaskEnergy Incorporated 


Saskatchewan Finance 
See Saskatchewan. Saskatchewan Finance 


Saskatchewan Forage Council 
Testing of forage crop cultivars/species 
adaptation, yield and other characteristics : final 
report. MICROLOG 98-05000 (2 fiche) 


Saskatchewan Fruit Growers Assn 
Woolly elm aphid control on saskatoon berries : 
final report. MICROLOG 98-05102 (2 fiche) 


Saskatchewan Government Insurance. 


Superannuation Plan 

Saskatchewan Government Insurance. 
Superannuation Pian : Annual report 1997. 
MICROLOG 98-05072 (1 fiche) 


Saskatchewan Health 
See Saskatchewan. Saskatchewan Health 


Saskatchewan Housing Corporation 
Saskatchewan Housing Corporation : Annual 
report 1997. MICROLOG 98-04632 (1 fiche) 


Saskatchewan Institute of Applied Science 


_ & Technology 


Saskatchewan Institute of Applied Science and 
Technology : Annual report 1996-97. 
MICROLOG 98-04620 (1 fiche) 


Saskatchewan. Judges of the Provincial 
Court Superannuation Plan 
Saskatchewan. Judges of the Provincial Court 

Superannuation Plan : Annual report 1996-97. 
MICROLOG 98-04892 (1 fiche) 


Saskatchewan. Medical Services & Health 
Registration Branch 
Saskatchewan. Medical Services & Health 
Registration Branch : Annual statistical report 
1996-97. MICROLOG 98-04622 (1 fiche) 


Saskatchewan. Oil & Gas Environmental 
Fund 
Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
MICROLOG 98-04621 (1 fiche) 


Saskatchewan Opportunities Corporation 
Saskatchewan Opportunities Corporation : Annual 
report 1997. MICROLOG 98-04896 (1 fiche) 


Saskatchewan. Parks & Facilities Branch 
Summer visitation and outdoor recreation : 
Statistical report, 1997. MICROLOG 98-04653 
(1 fiche) 


Saskatchewan. Petroleum & Natural Gas 
Mineral statistics yearbook, 1996. 
MICROLOG 98-04520 (3 fiche) 


Saskatchewan. Population Health Branch 
Directory of health resources. 
MICROLOG 98-04655 (1 fiche) 


Saskatchewan Power Corporation. 
Superannuation Plan 
Saskatchewan Power Corporation. 
Superannuation Plan : Financial statements 
1997. MICROLOG 98-05020 (1 fiche) 
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Saskatchewan. Public & Private Rights 
Board 
Saskatchewan. Public & Private Rights Board : 
Annual report 1997. MICROLOG 98-04879 
(1 fiche) 


Saskatchewan. Public Service 
Superannuation Board 
Saskatchewan. Public Service Superannuation 
Board : Annual report 1996-97. 
MICROLOG 98-04908 (1 fiche) 


Saskatchewan. Saskatchewan Agriculture & 
Food 
Green plan impact, Canada-Saskatchewan 
Agriculture Green Plan Agreement. 
MICROLOG 98-05092 (1 fiche) 


Saskatchewan. Saskatchewan Agriculture. 
Agriculture Development Fund 


See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Saskatchewan Agriculture. 
Economics Branch. Agriculture 
Development Fund 


See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Saskatchewan Culture & 
Youth. Arts Board 


See Saskatchewan Arts Board 


Saskatchewan. Saskatchewan Economic & 
Co-operative Development 
Developing Saskatchewan business. 
MICROLOG 98-04945 (4 fiche) 
Saskatchewan-made consumer products directory. 
MICROLOG 98-051 16 (2 fiche) 


Saskatchewan. Saskatchewan Education. 
Teachers’ Superannuation Commission 


See Saskatchewan. Teachers’ Superannuation 
Commission 


Saskatchewan. Saskatchewan Energy & 
Mines 
Assessment work catalogue, Saskatchewan, 1998. 
MICROLOG 98-04619 (1 fiche) 


Saskatchewan. Saskatchewan Energy & 
Mines. Petroleum & Natural Gas 


See Saskatchewan. Petroleum & Natural Gas 


Saskatchewan. Saskatchewan Environment 
See also Saskatchewan. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 
& Public Safety 
See also Saskatchewan. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 
& Resource Management 
Fish facts, 1997. MICROLOG 98-04604 (1 fiche) 
Radionuclide analyses of Saskatchewan caribou, 
1995 : final report. MICROLOG 98-05016 (1 fiche) 


Saskatchewan. Saskatchewan Finance 
Saskatchewan Extended Health Care Pian : 
Annual report 1997. MICROLOG 98-04618 
(1 fiche) 
Saskatchewan. Saskatchewan Health 
Licensees’ handbook : personal care homes. 
MICROLOG 98-05027 (1 fiche) 
Radionuclide analyses of Saskatchewan caribou, 
1995 : final report. MICROLOG 98-05016 (1 fiche) 
Saskatchewan health districts community-based 
treatment and prevention activities for eating 
disorder services, 1997-98. MICROLOG 98-051 11 
(1 fiche) 


Saskatchewan. Saskatchewan Health. 
Cancer Foundation 
See Saskatchewan Cancer Foundation 
Saskatchewan. Saskatchewan Health. 


Medical Services & Health Registration 
Branch 


See Saskatchewan. Medical Services & Health 
Registration Branch 


Saskatchewan. Saskatchewan Health. 
Population Health Branch 


See Saskatchewan. Population Health Branch 


Saskatchewan. Saskatchewan Mineral 
Resources. Petroleum & Natural Gas 
Branch 


See Saskatchewan. Petroleum & Natural Gas 


Saskatchewan. Teachers’ Superannuation 
Commission 
Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1996-97. 
MICROLOG 98-04832 (1 fiche) 


Saskatchewan Western Development 
Museum 
Saskatchewan Western Development Museum : 
Annual report 1996-97. MICROLOG 98-04874 
(1 fiche) 


Saskatoon (Sask.) 

Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 

Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 


Saskatoon (Sask.). Mayor’s Task Force on 
Child Prostitution 
Action plan for the elimination of child prostitution 
in the city of Saskatoon : final report. 
MICROLOG 98-04813 (1 fiche) 


Saskatoon Task Force on Child Prostitution 


See Saskatoon (Sask.). Mayor’s Task Force on 
Child Prostitution 


SaskEnergy Incorporated 
SaskEnergy Incorporated : Annual report 1997. 
MICROLOG 98-04848 (1 fiche) 


SCHL 


Voir Société canadienne d'hypothèques et de 
logement 


Secrétariat ARET 
Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques -- Mise a 
jour. MICROLOG 98-04615 (1 fiche) 


Secrétariat de l’ALENA. Section canadienne 
See also NAFTA Secretariat. Canadian Section 
Budget des dépenses, 1998-99, partie Ill, rapport 

sur les plans et les priorités : Secrétariat de 
l'ALENA, section canadienne. 
MICROLOG 98-04684 (1 fiche) 


Secrétariat des conférences 

intergouvernementales canadiennes 

See a/so Canadian Intergovernmental Conference 
Secretariat 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Secrétariat des 
conférences intergouvernementales 
canadiennes. MICROLOG 98-04639 (1 fiche) 


Secrétariat du Conseil du Trésor. Division 
des affaires réglementaires 


Voir Canada. Conseil du trésor. Affaires 
réglementaires 


Semiarid Prairie Agricultural Research 
Centre (Canada) 
Effect of tillage and crop rotations on leaf spots of 
spring wheat in the brown soil zone : final report. 
MICROLOG 98-05115 (1 fiche) 


Service canadien de la faune 

See also Canadian Wildlife Service 

Dimension humaine de la chasse aux oiseaux- 
gibier migrateurs au Canada. 

MICROLOG 98-04547 (1 fiche) 

Les Marmettes, leur répartition, leurs populations 
et leurs particularités biologiques : étude du 
genre Uria. MICROLOG 98-04942 (3 fiche) 

Oiseaux protégés au Canada en vertu de la Loi sur 
la Convention concernant les oiseaux 
migrateurs. MICROLOG 98-04546 (1 fiche) 


Service canadien des forêts 
See also Canadian Forest Service 


Service canadien des forêts (cont'd) 

Evaluation d'épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. 

MICROLOG 98-04704 (1 fiche) 

Régénération de peuplements feuillus dégradés à 
la suite de coupes à diamètre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 

Utilisation du DVP pour mesurer la hauteur de 
peuplements forestiers sur photographies 
aériennes d'échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 


Service canadien des forêts. Direction 
générale de l’industrie, de l’économie et 
des programmes 
La Demande mondiale de produits forestiers, 
jusqu’à l'an 2010. MICROLOG 98-04593 (1 fiche) 

L’Offre de bois rond industriel au Québec : une 
analyse économétrique exploratoire — Rév. 
MICROLOG 98-04592 (1 fiche) 


Service canadien des forêts. Division des 

études économiques 

See also Canadian Forest Service. Economic 
Studies Division 

L’Evolution de l'emploi dans l'industrie forestière 
de 1970 à 1992. MICROLOG 98-04591 (1 fiche) 

Situation financière de l’industrie forestière de 
1989 à 1992. MICROLOG 98-04588 (1 fiche) 

Statistiques économiques de l’industrie forestière 
de 1970 à 1991. MICROLOG 98-04589 (1 fiche) 


Service canadien des forêts. Relevé des 
maladies des arbres 


Voir Relevé des insectes et des maladies des 
arbres (Canada) 


Service correctionnel Canada 
See also Correctional Service Canada 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Service 
correctionnel du Canada. MICROLOG 98-04666 
(1 fiche) 


Shell Canada Ltd. 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
MICROLOG 98-04980 (1 fiche) 


Shell Chemicals Canada Ltd. 

Shell Chemicals Canada Ltd., new ethylene 
glycols plant, Fort Saskatchewan area : decision 
98-3, application no. 1008234. 

MICROLOG 98-04981 (1 fiche) 


SIAST 


See Saskatchewan Institute of Applied Science & 
Technology 


Skeena Cellulose Inc. 

Final report as to the impact of the Skeena 
Cellulose situation on small to medium sized 
businesses in northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 


Social Planning & Research Council of 

Hamilton-Wentworth 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : evaluation 
report of the Community Support Worker 
Program. MICROLOG 98-04512 (2 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby’s Best Start Program. 
MICROLOG 98-04513 (2 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Community Access to Child 
Health (CATCH) Program. MICROLOG 98-04514 
(1 fiche) (Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Nobody’s Perfect Program. 
MICROLOG 98-04515 (2 fiche) (Available on 
fiche only) 
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Social Planning & Research Council of 
Hamilton-Wentworth (cont’d) 


The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Parents Helping Parents 
Program. MICROLOG 98-04516 (1 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Student Parent Resource 
Area/Young Parent Program. 

MICROLOG 98-04518 (1 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation report of the Skills Through Activity 
and Recreation Program (STAR). 

MICROLOG 98-04517 (1 fiche) (Available on 
fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project. 

MICROLOG 98-04511 (2 fiche) (Available on 
fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche only) 


Social Sciences & Humanities Research 
Council of Canada 
Voir aussi Conseil de recherches en sciences 
humaines du Canada 


1998-99 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. 

MICROLOG 98-04779 (1 fiche) 


Société canadienne d’hypothèques et de 
logement 

See also Canada Mortgage & Housing Corporation 

Elimination des obstacles au réaménagement des 
terrains contaminés a des fins résidentielles : 
rapport de synthése. MICROLOG 98-04822 
(3 fiche) 

Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 


Société canadienne d’hypothèques et de 
logement. Succursale d'Ottawa. Analyse 
de marché 
Rapport sur les logements locatifs, Ottawa, 

enquéte de 1996. MICROLOG 98-04573 (1 fiche) 
Rapport sur les logements locatifs, Ottawa, 
enquéte de 1997. MICROLOG 98-04572 (1 fiche) 
Rapport sur les maisons de retraite : Ottawa, 1998. 
MICROLOG 98-04571 (1 fiche) 


Société d’aménagement de North Pickering 
Ont. 
ee bee North Pickering Development 
Corporation (Ont.) 
Société d'aménagement de North Pickering (Ont.) 
: Rapport annuel 1996-97. MICROLOG 98-05070 
(1 fiche) 
Société des établissements de plein air du 
Québec 
Société des établissements de plein air du Québec 
: Rapport annuel 1996-97. MICROLOG 98-04906 
(1 fiche) 
Société d’habitation du Nouveau-Brunswick 


Voir aussi Nouveau-Brunswick. Ministére des 
municipalités, de la culture et de l'habitation 


Société du crédit agricole Canada 
Société du crédit agricole Canada : Rapport 
annuel 1996-97. MICROLOG 98-04851 (2 fiche) 


SOCO 
See Saskatchewan Opportunities Corporation 


Sport Manitoba 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04905 (1 fiche) 


St. Louis Alcoholism Rehabilitation Centre 
Sask.) 
t. Louis Alcoholism Rehabilitation Centre (Sask.) : 
Annual report 1996-97. MICROLOG 98-04602 
(1 fiche) 


Statistics Canada 

See also Statistique Canada 

1998-99 estimates, part Ill, report on plans and 
priorities : Statistics Canada. 

MICROLOG 98-04638 (1 fiche) 

Data sources on immigrant women. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 

Finding data on women : a guide to the major data 
sources at Statistics Canada. 

MICROLOG 98-04770 (2 fiche) (Available on 
fiche only) 


Statistique Canada 

See also Statistics Canada 

Ala recherche de données sur les femmes : les 
principales sources a Statistique Canada. 
MICROLOG 98-04711 (2 fiche) (Available on 
fiche only) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Statistique Canada. 
MICROLOG 98-04638 (1 fiche) 

Sources de données sur les immigrantes. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 


Surface Rights Board of Manitoba 
Surface rights in Manitoba : a guide for owners, 
occupants and operators. MICROLOG 98-04971 
(1 fiche) 


Sweetgrass Consultants Ltd. 
Environmentally significant areas of Alberta. 
MICROLOG 98-04922 (9 fiche) 


Symposium of the Resource Policy 
Consortium on Environmental Indicators 
(1995: = Washington; D.C.) 

Role and nature ne indicators in 
Canadian agricultural policy development. 
MICROLOG 98-04536 (1 fiche) 


T 


T.-N.-O. 
Voir Territoires du Nord-Ouest 
Table ronde nationale (Canada) 


Voir Table ronde nationale sur l'environnement et 
l'économie (Canada) 


Table ronde nationale sur l’environnement 
et l’économie (Canada) 

See also National Round Table on the 
Environment & the Economy (Canada) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Table ronde 
nationale sur l’environnement et l'économie. 
MICROLOG 98-04685 (1 fiche) 


Table ronde nationale sur l’environnement 
et l’économie (Canada). Groupe de travail 
du programme des services financiers 


Voir Table ronde nationale sur l’environnement et 
l'économie (Canada). Groupe de travail sur le 
programme des services financiers 


Table ronde nationale sur l’environnement 
et l’économie (Canada). Groupe de travail 
sur le programme des services financiers 
See also National Round Table on the 

Environment & the Economy (Canada). Task 
Force on the Financial Services Program 


Elimination des obstacles au réaménagement des 
terrains contaminés à des fins résidentielles : 
rapport de synthèse. MICROLOG 98-04822 
(3 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthése. MICROLOG 98-04820 
(2 fiche) 


Table ronde nationale sur l’environnement 
et l'économie (Canada). Groupe de travail 
sur les services financiers 


Voir Table ronde nationale sur l'environnement et 
l'économie (Canada). Groupe de travail sur le 
programme des services financiers 


Tactical Technologies Inc. 
Motion compensation study : task one report. 
MICROLOG 98-04528 (1 fiche) 
Motion compensation study : task two report. 
MICROLOG 98-04529 (1 fiche) 


Task Force on Child Prostitution 
(Saskatoon, Sask.) 


See Saskatoon (Sask.). Mayor's Task Force on 
Child Prostitution 


Tax Court of Canada 
Voir aussi Cour canadienne de l'impôt 
1998-99 estimates, part III, report on plans and 
Priorities : Tax Court of Canada. 
MICROLOG 98-04773 (1 fiche) 


Team Canada 
Voir aussi Equipe Canada 
Alberta’s participation in Team Canada ’98, 
Mexico, Brazil, Argentina, Chile : mission report, 
January 10 to 23, 1998. MICROLOG 98-04934 
(1 fiche) 


Tecsult inc. 

The Financial services sector and brownfield 
redevelopment : backgrounder. 
MICROLOG 98-04819 (1 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthése. MICROLOG 98-04820 
(2 fiche) 


Terre-Neuve 

Evaluation diagnostique du Programme des 
débouchés d'emploi stratégiques : rapport final. 
MICROLOG 98-04733 (1 fiche) 

Évaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 

, rapport final. MICROLOG 98-04735 (1 fiche) 

Evaluation du Programme travail et services pour 
les étudiants, Terre-Neuve et Labrador : rapport 
final. MICROLOG 98-04763 (2 fiche) 


Territoires du Nord-Ouest 
Un Bon investissement, évaluation de l'initiative 
stratégique des Territoires du Nord-Ouest, 
programme Investir dans les gens : première 
année, rapport final. MICROLOG 98-04768 
(2 fiche) 


Territoires du Nord-Ouest. Ministère de la 
justice 
See also Northwest Territories. Dept. of Justice 


Thunder Energy Inc. 

Thunder Energy Inc., applications to modify an 
existing sweet gas processing facility to a sour 
gas processing facility and increase the 
hydrogen sulphide concentration of existing 
pipelines, Kelsey area : examiner report 98-2, 
applications no. 1007719 and 1013399. 
MICROLOG 98-04957 (1 fiche) 


Tire Recycling Management Assn of Alberta 
Tire Recycling Management Assn of Alberta : 
Annual report 1996-97. MICROLOG 98-051 34 
(1 fiche) 
Transportation Safety Board of Canada 
Voir aussi Bureau de la sécurité des transports du 
Canada 
1998-99 estimates, part III, report on plans and 
priorities : Transportation Safety Board of 
Canada. MICROLOG 98-04789 (1 fiche) 
Transportation Safety Board of Canada : Annual 
report 1996. MICROLOG 98-04846 (1 fiche) 


Treasury Board of Canada Secretariat 
See Canada. Treasury Board 


Tribunal canadien des relations 
professionnelles artistes-producteurs 
See also Canadian Artists & Producers 

Professional Relations Tribunal 
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Tribunal canadien des relations 
professionnelles artistes- 
producteurs (cont'd) 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Tribunal canadien 
des relations professionnelles artistes- 
producteurs. MICROLOG 98-04648 (1 fiche) 


Tribunal canadien du commerce extérieur 
See also Canadian International Trade Tribunal 
Budget des dépenses, 1998-99, partie III, rapport 

sur les plans et les priorités : Tribunal canadien 
du commerce extérieur. MICROLOG 98-04652 
(1 fiche) 


Tribunal de ia concurrence du Canada 
See also Competition Tribunal of Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de la 
concurrence. MICROLOG 98-04669 (1 fiche) 


Tribunal de l’aviation civile du Canada 
Voir Canada. Tribunal de l'aviation civile 
TRNEE 


Voir Table ronde nationale sur l’environnement et 
l'économie (Canada) 


U 


Union Carbide Canada Ltd. 

Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. MICROLOG 98-04958 
(1 fiche) 


Université Carleton. Ecole d’administration 
publique 
Analyse empirique d’un échantillon de canadiens 
sollicitant la protection de la loi de la faillite. 
MICROLOG 98-05074 (2 fiche) 


Université du Nouveau-Brunswick 
See University of New Brunswick 


Université du Québec en Abitibi- 
Témiscamingue 
Evaluation d'épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. 
MICROLOG 98-04704 (1 fiche) 


Université Laval 
La Conjugaison de phase optique à 1.06 um : 
rapport final. MICROLOG 98-04739 (1 fiche) 
Utilisation du DVP pour mesurer la hauteur de 
peuplements forestiers sur photographies 
aériennes d'échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 


University of New Brunswick 
Mathematics, it really counts : a discussion paper. 
MICROLOG 98-05011 (1 fiche) 
La Mathématique, ça compte vraiment : document 
de travail. MICROLOG 98-05011 (1 fiche) 


University of Saskatchewan 

Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 

Audiovisual resource package for safe food 
handling course for food processors : final 
report. MICROLOG 98-05097 (1 fiche) 

Controlled raspberry yields through improved 
mulching techniques : final report. 

MICROLOG 98-05105 (1 fiche) 

Development and processing of pigmented wheats 
: final report. MICROLOG 98-05017 (1 fiche) 

Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. 

MICROLOG 98-05099 (1 fiche) 

Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. MICROLOG 98-05114 
(1 fiche) 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report -- Rev. 
MICROLOG 98-05118 (1 fiche) 


NN. 


Corporate Name Index 


University of Saskatchewan (cont’a) 


How does bovine viral diarrhoea virus cause 


disease : final report. MICROLOG 98-05098 
(1 fiche) 

Integrated management of root maggots in 
vegetable crops : final report. 
MICROLOG 98-05018 (1 fiche) 

Regional testing and development of winter wheat 
Cultivars : final report. MICROLOG 98-05104 
(1 fiche) 


W 


WCB 
See Workers Compensation Board, Manitoba 


Workers Compensation Board, Manitoba 
ape hr i 1998-2002. MICROLOG 98-04968 
1 fiche 


Workers’ Compensation Board of British 
Columbia 


Annual report, statistics '97. MICROLOG 98-05081 
(1 fiche) 


Workers’ Compensation Board of British Columbia 
: Annual report 1997. MICROLOG 98-05060 
(1 fiche) 
Workers’ Compensation Board of British 
Columbia. Statistical Services 
Trends in types of accident by occupation, 


1992-96, British Columbia. MICROLOG 98-04816 
(2 fiche) 


Workers Compensation Board of Manitoba 
See Workers Compensation Board, Manitoba 


Y 
Yukon Territory. Dept. of Finance 


Estimates : supplementary no. 1, 1998-99. 
MICROLOG 98-04570 (1 fiche) 


A bibliographic citation of each title 
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Index des noms propres 


A 


Addison, Janet A. 

Author: Response of soil invertebrates to clear- 
cutting and partial cutting in a boreal mixedwood 
forest in northern Ontario : final report. 
MICROLOG 98-04510 (1 fiche) 


Ali, Shaffeek 
Editor: Crop protection with chemicals, 1997. 
MICROLOG 98-04852 (5 fiche) 


Allcott, N.T. 
Author: Fault detection and fault related 
performance degradation in sonar arrays. 
MICROLOG 98-04550 (1 fiche) 


Allen, Eric A. 

Auteur: Outil diagnostique web pour les maladies 
communes des arbres en Colombie-Britannique. 
MICROLOG 98-04883 (1 fiche) 

Author: Web diagnostic tool for common tree 
diseases of British Columbia. 

MICROLOG 98-04883 (1 fiche) 


Anderson, Leigh 
Auteur: Analyse empirique d'un échantillon de 
canadiens sollicitant la protection de la loi de la 
faillite. MICROLOG 98-05074 (2 fiche) 
Author: An Empirical study of Canadians seeking 
personal bankruptcy protection. 
MICROLOG 98-05061 (2 fiche) 


Averill, S.A. 

Author: Kimberlite, base metal and gold 
exploration targets based upon heavy mineral 
data derived from surface materials, 
Kapuskasing, northeastern Ontario. 
MICROLOG 98-05054 (1 fiche) 


Bailey, Martha J. 

Auteur: Le Déménagement des parents gardiens : 
rapport final. MICROLOG 98-04921 (2 fiche) 
(Available on fiche only) 

Author: Relocation of custodial parents : final 
report. MICROLOG 98-04920 (2 fiche) (Available 
on fiche only) 


Barber, Kevin N. 

Author: Response of soil invertebrates to clear- 
cutting and partial cutting in a boreal mixedwood 
forest in northern Ontario : final report. 
MICROLOG 98-04510 (1 fiche) 


Bardon, M.F 
Author: Investigation of factors inducing flaming 
combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 


Barkow, Ben 
Author: C4 respirator field of view study, part 2. 
MICROLOG 98-04590 (1 fiche) 


Barnett, Peter J. 
Author: Quaternary geology, Long Point-Port 
Burwell area. MICROLOG 98-05073 (2 fiche) 


Batchelor, Brian D. 
Author: SCANSS, Silvicultural Calibration of 
Algoma/North Shore Stands : a progress report. 
MICROLOG 98-05079 (1 fiche) 


Bednarski, Jan 
Author: Gold recovery and kimberlite/diamond 
indicators from Del Bonita upland, Alberta. 
MICROLOG 98-04614 (1 fiche) 


Bennett, Richard W. 
Author: Assessment work catalogue, 
Saskatchewan, 1998. MICROLOG 98-04619 
(1 fiche) 


Berger, Jean 
Author: An Adaptive real-time agent for resource 
planning within tactical naval defence. 
MICROLOG 98-04699 (1 fiche) 


Bernard, Jean-Thomas 
Auteur: L’Offre de bois rond industriel au Québec : 
une analyse économétrique exploratoire — Rév. 
MICROLOG 98-04592 (1 fiche) 


Berry, Alain 
Author: Computational evaluation of damping and 
decoupling materials, phase 2. 
MICROLOG 98-04701 (1 fiche) 
Author: VIBRO users guide : Windows 95 version. 
MICROLOG 98-04702 (1 fiche) 


Berthiaume, Jean 

Author: Economic statistics on the forest industry 
from 1970 to 1991. MICROLOG 98-04589 
(1 fiche), 

Auteur: L'Evolution de l'emploi dans l’industrie 
forestière de 1970 à 1992. 
MICROLOG 98-04591 (1 fiche) 

Auteur: Situation financière de l’industrie forestière 
de 1989 à 1992. MICROLOG 98-04588 (1 fiche) 

Auteur: Statistiques économiques de l'industrie 
forestière de 1970 à 1991. 
MICROLOG 98-04589 (1 fiche) 


Black, Mervin R. 
Author: The Spinnaker optical cable. 
MICROLOG 98-04527 (1 fiche) 


Boessenkool, Kenneth J. 
Author: The 1998 budget : falling behind on debt 
reduction. MICROLOG 98-04917 (1 fiche) 


Bond, E.J. 
Author: Fumigation of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hessian fly, Mayetiola 
destructor, from hay. MICROLOG 98-05096 
(1 fiche) 


Bowers, Wade W. 
Author: Forest insect and disease conditions in 
Canada, 1995. MICROLOG 98-04628 (1 fiche) 
Auteur: Insectes et maladies des arbres au 
Canada, 1995. MICROLOG 98-04624 (1 fiche) 


Boyd, H. 
Editor: Migratory game bird hunters and hunting in 
Canada. MICROLOG 98-04545 (2 fiche) 


Boysen, Eric P 
Author: The Central Appalachian hardwoods 
experience provides silvicultural tools for 
Ontario. MICROLOG 98-05051 (1 fiche) 


Brennan, D.P 
Author: Enhancements to COUPLE. 
MICROLOG 98-04562 (1 fiche) 


Bridier, Bernard 
Author: Rural agroindustry in Latin America, an 
evaluation of the PRODAR network. 
MICROLOG 98-04718 (2 fiche) (Available on 
fiche only) 


Cc 


Carr, Scott 
Author: Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 


Carter, E.W. 

Author: Adult chinook escapement assessment 
conducted on the Cowichan River during 1996. 
MICROLOG 98-0491 4 (1 fiche) 

Author: A Preliminary report on the adult chinook 
salmon escapement study conducted on the 
Nanaimo River during 1996. 

MICROLOG 98-04913 (1 fiche) 


Castonguay, M. 

Author: Annual and spatial variability in 
zooplankton biomass and species composition, 
and in eggs and larvae of mackerel and cod in 
the southern Gulf of St. Lawrence between 1982 
and 1991. MICROLOG 98-04726 (1 fiche) 


Catimel, Jérôme 
Auteur: L'Offre de bois rond industriel au Québec : 
une analyse économétrique exploratoire -- Rév. 
MICROLOG 98-04592 (1 fiche) 


Cerny, Judy 

Author: Benefiting Canada’s children : 
perspectives on gender and social responsibility. 
MICROLOG 98-04719 (3 fiche) (Available on 
fiche only) 

Auteur: Des prestations pour les enfants du 
Canada : perspectives sur l'égalité des sexes et 
la responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Available on fiche only) 


Chapman, David M. 
Author: Shear speed gradients and resonances in 
ocean seismo-acoustic modelling. 
MICROLOG 98-04560 (1 fiche) 
Author: Underwater measurements of a sonic 
boom. MICROLOG 98-04553 (1 fiche) 


Chernuka, M.W. 
Author: Enhancements to COUPLE. 
MICROLOG 98-04562 (1 fiche) 


Cheung, Bob 
Author: Disorientation training in non-motion 
based simulator. MICROLOG 98-04556 (1 fiche) 


Clarance, Neal 
Author: The British Columbia film industry, 
opportunities for film and video production and 
investment in British Columbia. 
MICROLOG 98-04943 (1 fiche) 


Clendenning, E. Wayne 

Auteur: Analyse des mécanismes de règlement 
des différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 

, (2 fiche) 

Author: Analysis of international trade dispute 
settlement mechanisms and implications for 
Canada’s Agreement on Internal Trade. 
MICROLOG 98-04537 (2 fiche) 


Clendenning, Robert J. 

Auteur: Analyse des mécanismes de règlement 
des différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 
(2 fiche) 


A bibliographic citation of each title 
can be found in the Title Index section 
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Clendenning, Robert J. (cont'd) 

Author: Analysis of international trade dispute 
settlement mechanisms and implications for 
Canada’s Agreement on Internal Trade. 
MICROLOG 98-04537 (2 fiche) 


Cleveland, Gordon H. 

Auteur: Subventions à la consommation ou 
subventions à la production : comment les 
gouvernements doivent-ils dispenser l’aide à la 
garde des enfants? MICROLOG 98-04798 
(1 fiche) 


Clewley, Robin 
Author: Convention on the Prohibition of the 
Development, Production, Stockpiling and Use of 
Chemical Weapons and on their Destruction. 
MICROLOG 98-04756 (2 fiche) 


Cole, David 
Author: The Decommissioning of DRES Building 
12. MICROLOG 98-04740 (1 fiche) 


Cole, Kenneth C. 
Author: Effect of processing parameters on cure 
kinetics in filled polyurethanes. 
MICROLOG 98-04743 (1 fiche) 


Cole, William G. 
Author: Swan Lake Forest Research Reserve 
geographic information system, user's guide. 
MICROLOG 98-05053 (1 fiche) 


Conrad, Neal W. 
Author: À Guide to developing a community 
economic development strategy. 
MICROLOG 98-05023 (1 fiche) 


Copes, Parzival 
Author: Coping with the coho crisis : a 
conservation-minded, stakehoider-sensitive and 
community-oriented strategy. 
MICROLOG 98-04944 (1 fiche) 


Cété, Denyse 

Auteur: Qui donnera les soins? Les incidences du 
virage ambulatoire et des mesures d'économie 
sociale sur les femmes du Québec. 

MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 

Author: Who will be responsible for providing 
care? The impact of the shift to ambulatory care 
and of social economy policies on Quebec 
women. MICROLOG 98-04771 (3 fiche) 
(Available on fiche only) 


Cété, Isabelle 
Auteur: L'Offre de bois rond industriel au Québec : 
une analyse économétrique exploratoire -- Rév. 
MICROLOG 98-04592 (1 fiche) 


Crabtree, D.C. 

Author: Kimberlite, base metal and gold 
exploration targets based upon heavy mineral 
data derived from surface materials, 
Kapuskasing, northeastern Ontario. 
MICROLOG 98-05054 (1 fiche) 


Crowe, D. Vance 
Author: Extracting bistatic scattering information 
from a monostatic experiment. 
MICROLOG 98-04744 (1 fiche) 


Cunningham, Ron 
Author: Software development for transducer 
calibrations. MICROLOG 98-04700 (1 fiche) 
Author: TRANSCAL user's manual. 
MICROLOG 98-04703 (2 fiche) 


Currie, Rosalind 

Author: Family mediation in Canada : implications 
for women's equality, a review of the literature 
and analysis of data from four publicly funded 
Canadian mediation programs. 

MICROLOG 98-04709 (2 fiche) (Available on 
fiche only) 

Auteur: La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. 

MICROLOG 98-04710 (3 fiche) (Available on 
fiche only) 


D 


Dauphiné, T. Charles 
Author: Biology of the Kaminuriak population of 
barren-ground caribou, part 4 : growth, 
reproduction and energy reserves. 
MICROLOG 98-04541 (1 fiche) 


Dawe, Barry J. 

Author: Development of a model for the first order 
bistatic ocean clutter radar cross section for 
ground wave radars. MICROLOG 98-04530 
(1 fiche) 


De La Fontaine, Yves 
Author: Annual and spatial variability in 
Zooplankton biomass and species composition, 
and in eggs and larvae of mackerel and cod in 
the southern Guif of St. Lawrence between 1982 
and 1991. MICROLOG 98-04726 (1 fiche) 


De Paoli, Glen 
Author: Gold recovery and kimberlite/diamond 
indicators from Del Bonita upland, Alberta. 
MICROLOG 98-04614 (1 fiche) 


Demers, Diane 

Auteur: L’Accés a la justice pour des victimes de 
harcèlement sexuel : l'impact de la décision 
Béliveau-St-Jacques sur les droits des 
travailleuses à l'indemnisation pour les 
dommages. MICROLOG 98-04708 (2 fiche) 
(Available on fiche only) 

Author: Access to justice for sexual harassment 
victims : the impact of Béliveau St-Jacques on 
female workers’ rights to damages. 
MICROLOG 98-04708 (2 fiche) (Available on 
fiche only) 


Desharnais, Francine 
Author: The Eastern Canada Shallow Water 
Ambient Noise Experiment. 
MICROLOG 98-04549 (1 fiche) 
Author: Underwater measurements of a sonic 
boom. MICROLOG 98-04553 (1 fiche) 


Dhanantwarl, Amar C. 
Author: Adaptive beamforming with near 
instantaneous convergence in passive and active 
sonar systems. MICROLOG 98-04567 (2 fiche) 


Dupuis, Alain D. 
Author: Aeroballistic range tests of the Basic 
Finner reference projectile at supersonic 
velocities. MICROLOG 98-04757 (2 fiche) 


Dyer, Richard D. 
Author: Hemlo-Heron Bay-White Lake high density 
lake sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 


E 


Ebbeson, G.R. 
Author: A Matched-field backpropagation 
algorithm for source localization. 
MICROLOG 98-04534 (1 fiche) 


Elliott, Ken A. 
Author: The Central Appalachian hardwoods 
experience provides silvicultural tools for 
Ontario. MICROLOG 98-05051 (1 fiche) 


Ellis, Dale D. 
Author: Extracting bistatic scattering information 
from a monostatic experiment. 
MICROLOG 98-04744 (1 fiche) 


Enweanl, Benedict 
Author: Study of M-out-of-N detection algorithm in 
rain and sea clutter : final report. 
MICROLOG 98-04747 (1 fiche) 


Erskine, Anthony J. 
Author: Birds in boreal Canada : communities, 
densities and adaptations. 
MICROLOG 98-04544 (1 fiche) 
Author: Buffieheads. MICROLOG 98-05133 
(3 fiche) 


Eve, Elizabeth 
Author: Royal roots, the Crown in Nova Scotia. 
MICROLOG 98-04973 (1 fiche) 


F 


Filion, Fernand L. 
Auteur: Dimension humaine de la chasse aux 
oiseaux-gibier migrateurs au Canada. 
MICROLOG 98-04547 (1 fiche) 


Finney, G.H. hae 
Editor: Migratory game bird hunters and hunting in 
Canada. MICROLOG 98-04545 (2 fiche) 


Finnie, Ross 
Author: Earnings dynamics in Canada : the 
earnings mobility of Canadians, 1982-92. 
MICROLOG 98-04791 (2 fiche) 


Fiorentino, Raul 
Author: Rural agroindustry in Latin America, an 
evaluation of the PRODAR network. 
MICROLOG 98-04718 (2 fiche) (Available on 
fiche only) 


Fisher, Gary C. 
Author: Polarized light microscopy as a filter debris 
analysis tool. MICROLOG 98-04554 (1 fiche) 


Flemming, Stephan B. 

Author: Organizational and military impacts of 
high-tech surveillance and detection systems for 
UN peacekeeping. MICROLOG 98-04523 
(1 fiche) 


Fogal, Willard H. 

Author: Bioindicators of forest health and 
sustainability : review report and project 
implementation strategies. 

MICROLOG 98-05068 (2 fiche) 


Foin, Olivier 
Author: Computational evaluation of damping and 
decoupling materials, phase 2. 
MICROLOG 98-04701 (1 fiche) 
Author: VIBRO users guide : Windows 95 version. 
MICROLOG 98-04702 (1 fiche) 


Forest, Ric 
Author: Compensation for Alberta government 
senior Officials : final report. 
MICROLOG 98-04946 (1 fiche) 


Fortin, Roger 
Auteur: Application des techniques de 
télédétection en support au commandement et 
contrôle tactique. MICROLOG 98-04737 
(2 fiche) 


Foster, Michael E. 
Author: Estimating the economic value of coastal 
and ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 


Fowler, Martin G. 

Author: Rock-Eval/TOC data for eight central 
Alberta wells, twps. 35-50, rges. 6-21W5. 
MICROLOG 98-04862 (1 fiche) 

Author: Rock-Eval/TOC data for nine west-central 
Alberta wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 


Freedman, Charles 
Author: The Canadian banking system -- Rev. 
MICROLOG 98-04521 (1 fiche) 


Freiler, Christa 

Author: Benefiting Canada’s children : 
perspectives on gender and social responsibility. 
MICROLOG 98-04719 (3 fiche) (Available on 
fiche only) 

Auteur: Des prestations pour les enfants du 
Canada : perspectives sur l'égalité des sexes et 
la responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Available on fiche only) 


Friend, Joe 
Author: Field trial safety audit, phase Ill : summary 
and recommendations. MICROLOG 98-04992 
(1 fiche) 
Author: Phase two report of field trial safety audit 
and recommendations. MICROLOG 98-04754 
(1 fiche) 


G 


Gagnon, Paul-André 
Auteur: Utilisation du DVP pour mesurer la hauteur 
de peuplements forestiers sur photographies 
aériennes d'échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 
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Gilbert, Michel 

Auteur: Contamination par les BPC des sédiments 
et du crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale après son renflouage. 

MICROLOG 98-04727 (1 fiche) 

Author: PCB contamination of sediments and snow 
crab, Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 


Gilders, Ross 
Author: Development and pilot testing of a 
continuous copper cementation thickener cone. 
MICROLOG 98-04984 (1 fiche) 


Gillis, Tom 
Author: Swan Lake Forest Research Reserve 
geographic information system, user's guide. 
MICROLOG 98-05053 (1 fiche) 


Gilroy, Layton E. 
Author: Modal damping factors for a ring-stiffened 
cylinder. MICROLOG 98-04566 (1 fiche) 
Author: Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. MICROLOG 98-04746 (1 fiche) 


Girard, Bertrand 
Author: Wind tunnel tests on DREV-ISL reference 
models at supersonic speeds, series ISLFPWT-1. 
MICROLOG 98-04758 (3 fiche) 


Giroux, Michelle 
Auteur: Le Déménagement des parents gardiens : 
rapport final. MICROLOG 98-04921 (2 fiche) 
(Available on fiche only) 
Author: Relocation of custodial parents : final 
report. MICROLOG 98-04920 (2 fiche) (Available 
on fiche only) 


Goundry, Sandra A. 

Author: Family mediation in Canada : implications 
for women’s equality, a review of the literature 
and analysis of data from four publicly funded 
Canadian mediation programs. 

MICROLOG 98-04709 (2 fiche) (Available on 
fiche only) 

Auteur: La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. 

MICROLOG 98-04710 (3 fiche) (Available on 
fiche only) 


Groen, Eric 
Author: Disorientation training in non-motion 
based simulator. MICROLOG 98-04556 (1 fiche) 


Grushcow, Mark 
Author: HyGe programmer's manual for LabVIEW 
4.0.1. MICROLOG 98-04557 (1 fiche) 


Gunderson, Morley 
Author: Flexible retirement as an alternative to 65 
and out. MICROLOG 98-04716 (1 fiche) 


Gunn, Anne 
Author: Distributions, movements and numbers of 
Peary caribou and muskoxen on wesiern Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
MICROLOG 98-04543 (1 fiche) 


H 


Haegele, C.W. 

Author: The Occurrence, abundance and food of 
juvenile herring and salmon in the Strait of 
Georgia, British Columbia in 1990 to 1994. 
MICROLOG 98-04912 (2 fiche) 


Hall, J. Peter 
Author: Forest insect and disease conditions in 
Canada, 1995. MICROLOG 98-04628 (1 fiche) 
Auteur: Insectes et maladies des arbres au 
Canada, 1995. MICROLOG 98-04624 (1 fiche) 


Hally, David 
Author: TRANSOM, a multi-method Reynolds- 
averaged Navier-Stokes solver : overall design. 
MICROLOG 98-04526 (1 fiche) 


Hamblin, AP 
Author: Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.O.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. 
MICROLOG 98-04861 (1 fiche) 


Hannay, David E. 
Author: Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 


Hardi, Peter 
Author: Measuring sustainable development : 
review of current practice. MICROLOG 98-04538 
(3 fiche) 
Auteur: La Mesure du développement durable : 
étude des pratiques en vigeur. 
MICROLOG 98-04538 (3 fiche) 


Hathaway, W. 
Author: Aeroballistic range tests of the Basic 
Finner reference projectile at supersonic 
velocities. MICROLOG 98-04757 (2 fiche) 


Hazen, Mark G. 
Author: The Eastern Canada Shallow Water 
Ambient Noise Experiment. 
MICROLOG 98-04549 (1 fiche) 


He, Y.J. 
Author: Hydrodynamic interaction forces between 
two ships in waves. MICROLOG 98-04551 
(1 fiche) 


Heard, Garry J. 
Author: Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 


Hines, Paul C. 
Author: Extracting bistatic scattering information 
from a monostatic experiment. 
MICROLOG 98-04744 (1 fiche) 


Hirvonen, Har 
Author: Forest insect and disease conditions in 
Canada, 1995. MICROLOG 98-04628 (1 fiche) 
Auteur: Insectes et maladies des arbres au 
Canada, 1995. MICROLOG 98-04624 (1 fiche) 


Hodgson, Murray 
Author: Development and evaluation of equivalent- 
fluid seabed models. MICROLOG 98-04565 
(1 fiche) 


Houle, Marie-Josée 
Auteur: Evaluation d’épinettes blanches 
génétiquement supérieures en vue du 
reboisement en Abitibi-Témiscamingue, projet no 
4042. MICROLOG 98-04704 (1 fiche) 


Howard, lan P 
Author: Disorientation training in non-motion 
based simulator. MICROLOG 98-04556 (1 fiche) 


Hsiung, C.C. 
Author: Hydrodynamic interaction forces between 
two ships in waves. MICROLOG 98-04551 
(1 fiche) 


Hudak, J. 
Author: Forest insect and disease conditions in 
Canada, 1995. MICROLOG 98-04628 (1 fiche) 
Auteur: Insectes et maladies des arbres au 
Canada, 1995. MICROLOG 98-04624 (1 fiche) 


Hughes, C.E. 
Author: Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, Canada. 
MICROLOG 98-04963 (1 fiche) 


Hutchinson, Tom C. 
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Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 

A Matched-field backpropagation algorithm for 
source localization. MICROLOG 98-04534 
(1 fiche) 

Study of M-out-of-N detection algorithm in rain and 
sea clutter : final report. MICROLOG 98-04747 
(1 fiche) 

Aliments 
Voir aussi Autochtones -- Alimentation; Nutrition 
Additifs 
See also Food additives 
Approvisionnement 
Voir aussi Agriculture 
Essais 
See also Food -- Testing 
Falsification et inspection 

See also Food adulteration and inspection 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'inspection des aliments. MICROLOG 98-04857 
(1 fiche) 

Industrie et commerce 
See also Food Industry and trade 


Aliments (cont’d) 
Prix 
See also Food prices 
Qualité 
See also Food - Quality 


Graphiques à colonnes des éléments nutritifs, un 
guide illustré de la valeur nutritive de certains 
aliments que consomment les populations 
autochtones au Canada. MICROLOG 98-04932 
(1 fiche) 


Aliments, Traitement des 
See also Food processing 
Allocations familiales 
Voir aussi Sécurité du revenu 
Alloys 
See also Aluminum alloys; Bronze; Nickel alloys 


Alphabétisation 
ee also Literacy 


Le Lien entre l'alphabétisme, le travail et les 
bénéficiaires d'aide sociale. MICROLOG 
98-04797 (1 fiche) 

Programmes 

See also Literacy programs 

Évaluation du processus du programme Prêts à 
apprendre de I'l.-P-E. MICROLOG 98-04766 
(2 fiche) 

Alternatives to imprisonment 

See also Paroie 


Aluminium 
Alliages 
See also Aluminum alloys 


Aluminum alloys 
Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. MICROLOG 98-04564 (1 fiche) 


Ambulatory medical care 
Voir aussi Traitement ambulatoire 
Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 


Amélioration de l’environnement Voir 
Environnement, Protection de I’ 


Améliorations foncières 
Voir aussi Reboisement 


Aménagement du territoire 
See also Regional planning 
Nouveau-Brunswick 
See also Regional planning -- New Brunswick 


Amérique latine 
See also Latin America 


Analphabétisme Voir Alphabétisation 


Analyse spectrale 
See also Spectrum analysis 


Analysis of environmental impact See 
Environmental impact analysis 


Analysis, Spectrum See Spectrum analysis 


Anatomy 
See also Head 


Anciens combattants 
See also Veterans 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 98-04634 
(2 fiche) 


Angling surveys See Fishing surveys 


Animal behaviour 
Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. MICROLOG 98-04540 
(1 fiche) 


Animal breeding 
Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 


Animal habitat See Habitat (Ecology) 


Animal industry 
See also Livestock industry 


Animal waste 
See also Manures 


Animals 
See also Bighorn sheep; Birds; Caribou; Cattle; 
Crabs; Fish; Invertebrates; Murres; Muskox; 
Waterfowl; Wildlife; Zebra mussel 
Diseases 
See also Cattle -- Diseases 
Animals, Wild See Wildlife 


Animaux 
Voir aussi Crabes; Faune; Insectes forestiers; 
Marmettes; Oiseaux 


Animaux et plantes nuisibles 
Voir aussi Arbres -- Maladies et fléaux 


Animaux et plantes nuisibles, Lutte contre 
les 
Voir aussi Arbres -- Maladies et fléaux 


Anti-poverty programs See Economic 
assistance, Domestic 


Apartment buildings 
See also Accessory apartments 


Apartments 
See also Accessory apartments 
Apartments, Accessory See Accessory 
apartments 


Aphididae 
Woolly elm aphid control on saskatoon berries : 
final report. MICROLOG 98-05102 (2 fiche) 


Aphids See Aphididae 


Appartements accessoires 
See also Accessory apartments 
Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 


Apprentissage de la lecture Voir 
Alphabétisation 


Appropriation and expenditures See 
Expenditures, Public 


Approvisionnement public 
Voir aussi Dépenses publiques 


Aquatic animals 
See also Crabs; Fish; Murres; Waterfowl; Zebra 
mussel 


Aquatic biology 
See also Aquatic ecology; Crabs; Fish; Marine 
biology; Murres; Waterfowl; Zebra mussel 
Research 
See also Marine biology -— Research 


Aquatic chemistry See Water chemistry 


Aquatic ecology 
See also Marine ecology; Water pollution 


Manitoba 


Zebra mussel colonization potential in Manitoba, 
Canada. MICROLOG 98-04982 (1 fiche) 


Aquatic environment See Aquatic ecology 


Aquatic invertebrates 
See also Crabs; Zebra mussel 


Aquatic organisms 
See also Crabs; Fish; Murres; Waterfowl; Zebra 
mussel 


Arbitrage international 
See also Arbitration, International 


Analyse des mécanismes de réglement des 
différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 
(2 fiche) 


Arbitration, International 
Voir aussi Arbitrage international 
Analysis of international trade dispute settlement 
mechanisms and implications for Canada’s 
Agreement on Internal Trade. MICROLOG 
98-04537 (2 fiche) 
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Arbres 2 

Voir aussi Bouleau; Epinette; Régénération 

(Sytvicutture) 
Croissance 

See also Trees — Growth 

Évaluation d'épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. MICROLOG 
98-04704 (1 fiche) 

Régénération de peuplements feuillus dégradés à 
la suite de coupes à diamètre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 


Maladies et fléaux 
Voir aussi Insectes forestiers 
Insectes et maladies des arbres au Canada, 1995. 
MICROLOG 98-04624 (1 fiche) 
Outil diagnostique web pour les maladies 


communes des arbres en Colombie-Britannique. 
MICROLOG 98-04883 (1 fiche) 


Mesure 
Voir Dendrométrie 
Colombie-Britannique 
See also Trees — British Columbia 


Outil diagnostique web pour les maladies 
communes des arbres en Colombie-Britannique. 
MICROLOG 98-04883 (1 fiche) 


Arbres forestiers Voir Forêts et sylviculture 


Arbres fruitiers 
See also Fruit trees 


Archaeolog 
See also Historic sites 
Quebec (Province) 

See also Historic sites - Quebec (Province) 
Archaeology and antiquities 

See also Historic sites 

Quebec (Province) 

See also Historic sites - Quebec (Province) 
Archéologie 

Voir aussi Lieux historiques 

Québec (Province) 

Voir aussi Lieux historiques — Québec (Province) 
Architectural engineering See Building 
Architectural laws and legislation See 

Building laws 


Architecture 
See also Naval architecture 


Architecture and the physically 
handicapped 
Annotated bibliography on universal design, a 
selection of books on creating accessible 
environments. MICROLOG 98-04804 (1 fiche) 


Architecture et handicapés physiques 
See also Architecture and the physically 
handicapped 
Architecture navale 
See also Naval architecture 
Archives 
Voir aussi Archives 


1998-99 estimates, part Ill, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 98-04687 (1 fiche) 


Archives 
See also Archives 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Archives nationales 
du Canada. MICROLOG 98-04687 (1 fiche) 


Archives médicales Voir Dossiers médicaux 


Archives publiques 
Voir aussi Liberté d'information 
Arctic clothing See Cold weather clothing 
Arithmetic See Mathematics 
Arpentage 
Voir aussi inventaires forestiers; Photographie 
aérienne 


Art 
See also Naval architecture 


Art galleries See Museums and galleries 
Artificial fertilizers See Fertilizers 


Artificial intelligence 
The Investigation of artificial intelligence 
techniques for intelligent monitoring activities, 
vol. | : survey of open literature. MICROLOG 
98-04558 (1 fiche) 


Arts 
See also Broadcasting; Government aid to the arts; 
Motion pictures; Naval architecture 


Government aid 
See Government aid to the arts 
Ontario 
Voir aussi Arts — Ontario 
Grants listing, 1995-96. MICROLOG 98-05082 
(1 fiche) 
Prince Edward Island 


Culture, Itself a treasure : final report. MICROLOG 
98-04829 (1 fiche) 
Saskatchewan 
Saskatchewan Arts Board : Annual report 1996-97. 
MICROLOG 98-04870 (1 fiche) 


Arts r 
Voir aussi Aide de |’Etat aux arts; Cinéma; 
Radiodiffusion 


Aide de l’État 
Voir Aide de l’État aux arts 
Ontario 
See also Arts - Ontario 


Subventions, 1995-96. MICROLOG 98-05082 
(1 fiche) 


Arts d’interprétation 
Voir aussi Cinéma 
Aspen See Poplar 
Assessment See Tax assessment 


Assiette de l’impét 
See also Tax assessment 


Assimilation (Sociologie) 
Voir aussi Discrimination 


Assimilation (Sociol 

See also sen 
Assistance publique Voir Aide sociale 
Associations 


Voir aussi Associations professionnelles; 
institutions financières 


Associations, institutions, etc. 
See also Financial institutions 


A Guide to Aboriginal organizations in Alberta, 
1998. MICROLOG 98-04927 (1 fiche) 


Associations professionnelles 
Chambre des notaires du Québec : Rapport 
annuel 1996-97. MICROLOG 98-04873 (1 fiche) 


Assolement 
See also Crop rotation 


Assurance 
See also insurance 
Commission des assurances de l'Ontario : Rapport 
annuel 1996-97. MICROLOG 98-05058 (2 fiche) 


Assurance agricole 
See also Agricultural insurance 


Assurance-automobiles 
See also Automobile insurance 


Assurance-maladie 
See also Health insurance 
Assurances sociales Voir Sécurité du revenu 
Atlantic herring See Herring 
Atlantic Provinces 


See also New Brunswick; Nova Scotia; Prince 
Edward island 


Commerce 
See also New Brunswick - Commerce 
History 
See also Nova Scotia — History 


Atmosphére 
Pollution 
Voir Air, Pollution de |’ 
Atomic energy See Nuclear energy 
Atomic power plants See Nuclear power plants 


Atomization 
See also Smoke 


Attitude parentale Voir Rôle parental 


Audiometry 
Equipment setup documentation for diotic and 
diffuse-field masker speech discrimination study 
including pilot study results : final report. 
MICROLOG 98-04996 (1 fiche) 
Audiovisual industry 
See also Motion picture industry 
Audiovisual materials 
See also Motion pictures; Video tapes 
Audiovisual resource package for safe food 
handling course for food processors : final 
report. MICROLOG 98-05097 (1 fiche) 


Autochtones 
See also Native peoples 
Alimentation 
See also Native peoples — Food 


Graphiques à colonnes des éléments nutritifs, un 
guide illustré de la valeur nutritive de certains 
aliments que consomment les populations 
autochtones au Canada. MICROLOG 98-04932 
(1 fiche) 


Commerce 
Voir aussi Autochtones — Entreprises 
Vers le deuxième millénaire, promouvoir l'essor 
des entreprises autochtones du Canada : 


nouvelles orientations, 1996. MICROLOG 
98-05124 (1 fiche) 


Conditions économiques 
Voir aussi Autochtones — Entreprises; Autochtones 
— Travail 
Données ministérielles de base, 1997. MICROLOG 
98-04818 (3 fiche) 
Conditions sociales 
See also Native peoples — Social conditions 


Données ministérielles de base, 1997. MICROLOG 
98-04818 (3 fiche) 


Développement communautaire 


Vers le développement durable, vol. | : une 
stratégie pour le Ministère des affaires indiennes 
et du Nord canadien. MICROLOG 98-05004 
(2 fiche) 

Vers le développement durable, vol. Il, partie 4 : 
une stratégie pour le Ministère des affaires 
indiennes et du Nord canadien. MICROLOG 
98-05019 (4 fiche) 


Droit 
Voir aussi Autochtones — Réclamations 
Guide d'information -— Rév. MICROLOG 98-04929 
(1 fiche) 
Entreprises 
See also Native peoples — Business enterprises 


Vers le deuxième millénaire, promouvoir l'essor 
des entreprises autochtones du Canada : 
nouvelles orientations, 1996. MICROLOG 
98-05124 (1 fiche) 


Gouvernement tribal 
Voir Autochtones -- Politique et gouvernement 
Justice 
See also Native peoples — Justice 


Politique et gouvernement 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis : Rapport 
annuel 1996. MICROLOG 98-04845 (1 fiche) 

Population 

See also Native peoples — Population 

Données ministérielles de base, 1997. MICROLOG 
98-04818 (3 fiche) 

Réclamations 
See also Native peoples — Claims 


A bibliographic citation of each title 
can be found in the Title Index section 


MICROLOG Index des matières août 1998 
Autochtones (cont'd) Bakers and bakeries Binders (Materials) 
Guide d'information — Rév. MICROLOG 98-04929 See also Baked products Effect of processing eters on cure Kinetics in 
(1 fiche) Bakery products See Baked products ree RONtEENANES, MICROLOG 98-04743 
Relations avec [stat Banking See Banks and banking UM ed 
See also Native peoples — Government relations Bankruptc Bioactive compounds 
Budget des dépenses, 1998-99, partie III, rapport Voir aussi Faillite See also Drugs; Pesticides 


sur les plans et les priorités : Affaires indiennes 
et du Nord canadien et Commission canadienne 
des affaires polaires. MICROLOG 98-04679 

(2 fiche) 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du Nord- 
Est québécois, Cris-Inuit-Naskapis : Rapport 
annuel 1996. MICROLOG 98-04845 (1 fiche) 

Vers le développement durable, vol. | : une 
stratégie pour le Ministère des affaires indiennes 
et du Nord canadien. MICROLOG 98-05004 
(2 fiche) 

Vers le développement durable, vol. Il, partie 4 : 
une stratégie pour le Ministère des affaires 
indiennes et du Nord canadien. MICROLOG 
98-05019 (4 fiche) 


Répertoires 
See also Native peoples — Directories 
Revendications 
Voir Autochtones — Réclamations 
Services aux 
See also Native peoples — Services for 
Situation économique 
Voir Autochtones — Conditions économiques 
Situation sociale 
Voir Autochtones — Conditions sociales 
Toxicomanie 
See also Native peoples — Drug abuse 
Travail 
See also Native peoples — Employment 


Pianifions ensemble, guide pour organiser une 
journée d'information sur les carrières. 
MICROLOG 98-04931 (1 fiche) 

Alberta 
See also Native peoples — Alberta 
Nouveau-Brunswick 
See also Native peoples — New Brunswick 
Québec (Province) 

See also Native peoples — Quebec (Province) 

La Convention de la Baie-James et du Nord 
québécois (Canada) et la Convention du sales 
Est québécois, Cris-Inuit-Naskapis : Rappo 
annuel 1996. MICROLOG 98-04845 (1 fn) 

Automatic data storage See Information storage 
and retrieval systems 


Automatic tracking 
See also Tracking radar 


Automobile Insurance 
Alberta Automobile Insurance Board : Annuai 
report 1997. MICROLOG 98-05107 (1 fiche) 


Autorités administratives 
indépendantes Voir Commissions de 
réglementation autonomes 


Aves See Birds 
Aviation See Aeronautics 


Aviation medicine 
See also Flight — Physiological aspects 
Aviation physiology See Flight — Physiological 
aspects 


Avifaune Voir Oiseaux 


Avions 
Voir aussi Transports aériens 
Avocats 
Voir aussi Juges 
B 
Bales (Fruits 


See also es 


Baked products 
Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 


An Empirical study of Canadians seeking personal 
bankruptcy protection. MICROLOG 98-05061 
(2 fiche) 

Final report as to the impact of the Skeena 
Cellulose situation on small to medium sized 
businesses In northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 


Banks and banking 
The Canadian banking system — Rev. MICROLOG 
98-04521 (1 fiche) 


Banques agricoles Voir Crédit agricole 


Banques de données 
Voir aussi Systèmes d'information 


Banques et opérations bancaires 
See also Banks and banking 

Barrier-free design See Architecture and the 
physically handicapped 

Basic rights See Civil rights 

Bassins hydrographiques 
See also Watersheds 

Battered wives See Abused wives 

Battered women See Abused women 


Bays 
See also Gulf of St. Lawrence 


Beamforming 
Adaptive beamforming with near instantaneous 
convergence In passive and active sonar 
systems. MICROLOG 98-04567 (2 fiche) 


Beef cattle 
Cow-calf system 


Economic and agronomic analysis of swath 
grazing vs stored feed : final report. MICROLOG 
98-05090 (1 fiche) 


Benefits, Employee See Employee fringe 
benefits 


Benevolent institutions See Hospitals 


Berries 
See also Raspberries 
Woolly elm aphid contro! on saskatoon berries : 
final report. MICROLOG 98-05102 (2 fiche) 


Bétail 
Industrie 
See also Livestock industry 


Beverage indus 
See also Liquor industry 


Bibliothéques 
Voir aussi Musées et galeries 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bibliothèque 
nationale du Canada. MICROLOG 98-04670 
(1 fiche) 


Biens culturels, Protection des 
Voir aussi Lieux historiques 


Bighorn sheep 
Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 


Bilingualism 
Voir aussi Bilinguisme 
Government transformations : the impact on 
Canada's official languages program. 
MICROLOG 98-05015 (1 fiche) 


Bilinguisme 
See a/so Bilingualism 
Les Effets des transformations du gouvernement 
sur le programme des langues officielles du 
Canada. MICROLOG 98-05015 (1 fiche) 
Bilinguisme dans la fonction publique Voir 
Administration publique — Politique linguistique . 


Biochemical reactors See Bioreactors 


Biochemistry 
See also Metabolism 


Biodegradation 
Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. MICROLOG 
98-05099 (1 fiche) 


Biodégradation 
See also Biodegradation 


Biodiversity See Biological diversity 


Bioengineering 
See aiso Human engineering 


Biological diversity 
Voir aussi Diversité biologique 


Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northern Ontario : final report. MICROLOG 
98-04510 (1 fiche) 


Biological oceanography See Marine biology 


Biologie 
Voir aussi Crabes; Diversité biologique; Ecologie 
forestière; Ecosystèmes; Hygiène du milieu; 
Marmettes; Médecine; Nutrition 
Recherche 
Voir aussi Médecine — Recherche 


Biologie marine 
See also Marine biology 


Biology 

See also Animal behaviour; Aquatic ecology; 
Biodegradation; Biological diversity; 
Biotechnology; Cold - Physiological effect; Cost 
and standard of living; Crabs; Exercise — 
Physiological aspects; Fish; Flight — 
Physiological aspects; Forest ecology; Genetic 
engineering; Habitat (Ecology); Head; Heat -- 
Physiological effect; Industrial hygiene; Industrial 
microbiology; Marine biology; Medicine; Mental 
health; Metabolism; Mountain ecology; Murres; 
Nutrition; Public health; Virology; Waterfowi; 
Women -- Health and hygiene; Zebra mussel 

Research 

See also Marine biology — Research; Medicine — 

Research 


Bioreactors 
Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. MICROLOG 
98-05099 (1-fiche) 


Biotechnologie 
See also Biotechnology 


Biotechnology 
See also Industrial microbiology 


Canada. National Blotechnology Advisory 
Committee : Report 1998. MICROLOG 98-04827 
(2 fiche) 


Biotic communities 
Voir aussi Ecosystémes 


Biphényles polychlorés 
ee also Polychiorinated biphenyls 
Aspect de l’environnement 

See also Polychlorinated biphenyls — 
Environmental aspects 

Contamination par les BPC des sédiments et du 
crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale aprés son renflouage. MICROLOG 
98-04727 (1 fiche) 


Birch 
Voir aussi Bouleau 


Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 
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Bird hunting See Fowling 
Bird populations 
Voir aussi Oiseaux — Populations 


Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 
Buffieheads. MICROLOG 98-05133 (3 fiche) 


Monitoring 
Migratory game bird hunters and hunting in 
Canada. MICROLOG 98-04545 (2 fiche) 


Birds 
See also Murres; Waterfowl 


Habitat 


Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 


Arctic regions 


The Murres, their distribution, populations and 
biology : a study of the genus Uria MICROLOG 
98-04939 (3 fiche) 


Birds, Protection of 
Voir aussi Oiseaux -- Protection 


Birds protected in Canada under the Migratory 
Birds Convention Act. MICROLOG 98-04546 
(1 fiche) 


Black light See Ultraviolet radiation 
Blé 

See also Wheat 

Essais 

See also Wheat -- Testing 
Blessures Voir Accidents 
Body temperature 

See also — Physiological effect 
Bogs, Peat See Peatlands 


Bois 
Mesure 
Voir aussi Dendrométrie 


Bois durs 
Voir aussi Bouleau 


Bookkeeping 
Bookkeeping -- Rev. MICROLOG 98-04965 
(1 fiche) 


Books 
See also Audiovisual materials 


Boreal forests See Taigas 
Boring 

See also Oil well drilling 
Bos taurus See Cattle 


Botanique 
Voir aussi Arbres 


Botan 
See also Fruit; Trees 


Bouleau 
See also Birch 


Régénération de peuplements feuillus dégradés a 


la suite de coupes a diamétre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 
Bourses de recherche 

See also Research grants 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. MICROLOG 98-04668 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil national de 
recherches Canada. MICROLOG 98-04663 
(2 fiche) 

Bovins 
See also Cattle 
Alimentation 
See also Cattle - Feeding and feeds 
Maladies 
See also Cattle — Diseases 
Bovins de boucherie 
See also Beef cattle 


BPC Voir Biphényles polychiorés 
Brachyura See Crabs 


Brevets d’enseignement Voir Enseignants — 
Attestation de compétence 


Brevets d’invention 
Voir aussi Droit d'auteur; Marques de commerce 


Office de la propriété intellectuelle du Canada : 
Pep ek annuel 1996-97. MICROLOG 98-04895 
1 fiche 


British Columbia 
Economic conditions 
Final report as to the impact of the Skeena 
Cellulose situation on small to medium sized 


businesses in northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 
Industries 

British Columbia environmental industries export 
directory. MICROLOG 98-04860 (1 fiche) 

The British Columbia film industry, opportunities 
for film and video production and investment in 
British Columbia. MICROLOG 98-04943 (1 fiche) 

Law and legislation 

A Guide for liquor licensees in British Columbia. 
MICROLOG 98-04815 (1 fiche) 

Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. MiCROLOG 
98-04792 (1 fiche) 

Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 

Officials and employees 

Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 


Broadcasting 
Voir aussi Radiodiffusion 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. MICROLOG 
98-04643 (1 fiche) 


Bronze 
Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. MICROLOG 98-04564 (1 fiche) 
Bruit 
See also Noise 
Mesure 
See also Noise - Measurement 


Budget 
See also Debts, Public 


1998-99 estimates, part Ill, report on plans and 
priorities : Agriculture & Agri-Food Canada. 
MICROLOG 98-04646 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 


priorities : Atlantic Canada Opportunities Agency. 


MICROLOG 98-04650 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 98-04641 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 98-04865 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
MICROLOG 98-04690 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Labour Relations Board. 
MICROLOG 98-04676 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Artists & Producers 
Professional Relations Tribunal. MICROLOG 
98-04648 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 98-04657 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. MICROLOG 98-04636 (1 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 98-04656 (1 fiche) 


Budget (cont’d) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 98-04857 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Heritage. MICROLOG 
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Building laws 
Voir aussi Construction — Droit 


Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
MICROLOG 98-04811 (1 fiche) 


Building materials 
See also Aggregates (Building materials) 


Bullding trades 
See also Electricians 
Buildings 
See also Accessory apartments; Casinos; 
Retirement homes 
Fires and fire prevention 
See Fires 


Bureaucrats See Civil service 


Business and government See Industry and 
state 


Business corporations See Corporations 


Business enterprises 

See also Corporations; Government business 
enterprises; Native peoples — Business 
enterprises; Partnership; Small business 

Developing Saskatchewan business. MICROLOG 
98-04945 (4 fiche) 

Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


ee (__wewws 


A bibliographic citation of each title 
can be found in the Title Index section 


81 


MICROLOG 


Index des matières 


août 1998 


Business enterprises (cont’d) 
Saskatchewan-made consumer products directory. 
MICROLOG 98-051 16 (2 fiche) 
Taxation 
See also Corporations -- Taxation 


Business failures 
See also Bankruptcy 


Buts de l’éducation Voir Education -- Finalités 


Cc 


Câbles sous-marins 
See also Cables, Submarine 


Cables, Submarine 
The Spinnaker optical cable. MICROLOG 
98-04527 (1 fiche) 


CAD (Computer-aided design) See Computer- 
aided design 


CAD/CAM systems 
See also Computer-aided design 


Caisses de retraite 
See also Pension trusts 


Caisse de dépôt et placement du Québec : Survol 
des activités 1997. MICROLOG 98-04849 
(1 fiche) 
Canadian federal government See Federal 
government 


Canadiens français 
Voir aussi Bilinguisme 


Minorités francophones : assimilation et vitalité 
des communautés. MICROLOG 98-05014 
(2 fiche) (Available on fiche only) 


Canards 
See also Ducks 


Cancer 
Saskatchewan Cancer Foundation : Annual report 
1996-97. MICROLOG 98-04658 (1 fiche) 


Cancer 
See also Cancer 


Career education 
See also School to work transition 


Career guidance See Vocational guidance 
Careers See Professions 


Caribou 

Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. MICROLOG 98-04540 
(1 fiche) 

Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 

Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
MICROLOG 98-04543 (1 fiche) 

Radionuclide analyses of Saskatchewan caribou, 
1995 : final report. MICROLOG 98-05016 
(1 fiche) 


Caribou 
See also Caribou 


Cartographie 
Voir aussi Photographie aérienne; Systèmes 
d’information — Géographie 


Cartography 
See also Environmental mapping 


Creating a seabed mosaic from geocoded 
sidescan sonar Images. MICROLOG 98-04579 
(1 fiche) 


Casinos 

Consultant's report on the operation of the Halifax 
Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Ltd. and Purdy’s Wharf Development Limited 
carrying on business as Metropolitan 
Entertainment Group. MICROLOG 98-04803 
(1 fiche) 

Saskatchewan Associated Entities Fund : Annual 
report 1996-97. MICROLOG 98-04884 (1 fiche) 


Casinos 
See also Casinos 


Casques 
See also Helmets 


Casualty insurance 
See also Agricultural insurance; Automobile 
insurance 


Catastrophes 
Voir aussi incendies 


Cattle 
See also Beef cattle 


Diseases 

How does bovine viral diarrhoea virus cause 
disease : final report. MICROLOG 98-05098 
(1 fiche) 

Feeding and feeds 

Cattle performance on overwintered forage : final 
report. MICROLOG 98-05093 (1 fiche) 

Economic and agronomic analysis of swath 
grazing vs stored feed : final report. MICROLOG 
98-05090 (1 fiche) 

Cattle, Beef See Beef cattle 


Centrales nucléaires 
Voir aussi Déchets radioactifs 
Aspect de l’environnement 
See also Nuclear power plants -- Environmental 
aspects 
Centres communautaires 
Voir aussi Salles de spectacle 


Centres culturels 
Voir aussi Salles de spectacle 


Centres industriels Voir Zones industrielles 


Chaleur 
See also Heat 


Champs magnétiques 
See also Magnetic fields 


Changement en éducation 
See also Educational change 


Chartography See Cartography 


Chasse et piégeage 
Voir aussi Oiseaux — Chasse et piégeage; Pêche 
sportive 


Statistiques 
Dimension humaine de la chasse aux oiseaux- 
gibier migrateurs au Canada. MICROLOG 
98-04547 (1 fiche) 


Chauffage 
Voir aussi Chauffage solaire 


Chauffage solaire 
See also Solar heating 


Systémes de chauffage solaire au Manitoba. 
MICROLOG 98-04959 (1 fiche) 


Chemical composition of the earth See 
Geochemistry 


Chemical engineering 
See also Biotechnology; Curing 


Chemical industry 
See also Plastics industry and trade 


Chemical kinetics 
Effect of processing parameters on cure kinetics in 
tee polyurethanes. MICROLOG 98-04743 
(1 fiche) 


Chemical warfare 
Convention on the Prohibition of the Development, 
Production, Stockpiling and Use of Chemical 
Weapons and on their Destruction. MICROLOG 
98-04756 (2 fiche) 


Chemicals 
See also Drugs; Pesticides; Phosphorus 


Chemins de fer 
Voir aussi Locomotives 
Canadien national : Rapport annuel 1985. 
MICROLOG 98-04613 (1 fiche) 
Canadien national : Rapport annuel 1987. 
MICROLOG 98-04611 (1 fiche) 


Chemins de fer (cont’d) 
Canadien national : Rapport annuel 1988. 
MICROLOG 98-04610 (1 fiche) 
Canadien national : Rapport annuel 1989. 
MICROLOG 98-04609 (1 fiche) 
Canadien national : Rapport annuel 1990. 
MICROLOG 98-04608 (1 fiche) 
Canadien national : Rapport annuel 1991. 
MICROLOG 98-04607 (1 fiche) 
Canadien national : Rapport annuel 1992. 
MICROLOG 98-04606 (1 fiche) 
Canadien national : Rapport annuel 1993. 
MICROLOG 98-04603 (1 fiche) 
Canadien national : Rapport annuel 1994. 
MICROLOG 98-04605 (1 fiche) 
Canadien national : Rapport annuel 1996. 
MICROLOG 98-04616 (1 fiche) 
Canadien national : Rapport annuel 1997. 
MICROLOG 98-04617 (1 fiche) 


Chemins de fer électriques 
Voir aussi Locomotives 


Chemis 
See also Chemical kinetics; Combustion; 
Geochemistry; Liquid chromatography; 
Metabolism; Spectrum analysis 


Chemistry, Analytic 
See also Liquid chromatography; Spectrum 
analysis 


Chemistry in warfare See Chemical warfare 
Child abuse 

See also Child molesting 

Services 

See Abused children -- Services for 
Child care services 

Voir aussi Garde des enfants 
Child custody See Custody of children 


Child development 
See also Youth 


Child molesting 
Action plan for the elimination of child prostitution 
in the city of Saskatoon : final report. 
MICROLOG 98-04813 (1 fiche) 


Child protection See Child welfare 
Child sexual abuse See Child molesting 


Child welfare 
See also Abused children; Custody of children 


Benefiting Canada’s children : perspectives on 
gender and social responsibility. MICROLOG 
98-04719 (3 fiche) (Available on fiche only) 

Legal status, laws, etc. 

See Children — Legal status, laws, etc. 

British Columbia 


British Columbia. Office of the Child, Youth & 
Family Advocate : Annual report 1997. 
MICROLOG 98-04875 (1 fiche) 


Childhood See Children 
Children 
See also Abused children 
Custody 
See Custody of children 
Education 
See Education 
Legal status, laws, etc. 

Voir aussi Enfants — Droit 

Benefiting Canada’s children : perspectives on 
gender and social responsibility. MICROLOG 
98-04719 (3 fiche) (Available on fiche only) 

Protection 
See Child welfare 
Services for 

See also Abused children -- Services for 

Benefiting Canada’s children : perspectives on 
gender and social responsibility. MICROLOG 
98-04719 (3 fiche) (Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby’s Best Start Program. 


MICROLOG 98-04513 (2 fiche) (Available on 
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Children (cont’a) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation report of the Skills Through Activity 
and Recreation Program (STAR). MICROLOG 
98-04517 (1 fiche) (Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project. MICROLOG 
98-04511 (2 fiche) (Available on fiche only) 

Provincial accountability framework for child and 
family services. MICROLOG 98-04924 (4 fiche) 

Reinvestment strategy for children and youth. 
MICROLOG 98-05047 (1 fiche) 


Chlore 


Composés 
Voir aussi Biphényles polychlorés 


Chlorine compounds 
See also Polychlorinated biphenyls 


Investigation of factors inducing flaming 
combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 

Environmental aspects 

See also Polychlorinated biphenyls -- 

Environmental aspects 


Chromatographic analysis 
See also Liquid chromatography 


Cinéma 
See also Motion pictures 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Office national du 
film. MICROLOG 98-04721 (1 fiche) 

Industrie 
See also Motion picture industry 
Circulation aérienne Voir Transports aériens 


Cities and towns 
Voir aussi Villes 
Law and legislation 
See Municipal corporations 


Citizen participation 
See also Justice, Administration of -- Citizen 
participation 
Citizen’s defender See Ombudsman 


Citizenship 
Voir aussi Nationalité 


1998-99 estimates, part Ill, report on plans and 
Priorities : Citizenship & Immigration Canada. 
MICROLOG 98-04683 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 


Citoyenneté Voir Nationalité 


Civil defence 
See also Decontamination (from gases, chemicals, 
etc.); Emergency management 


Civil engineering 
See also Public works 


Civil law 
See also Freedom of information; Liability (Law); 
Privacy, Right of 


Civil procedure 
Voir aussi Procédure civile 


Civil rights 
See also Discrimination; Eminent domain; Equality 
before the law; Freedom of information; Privacy, 
Right of 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Human Rights Commission. 
MICROLOG 98-04645 (1 fiche) 


Civil service 
See also Employee-management relations in 
government 


1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 98-04787 (2 fiche) 


Civil service (cont'd) 


Pensions 

Voir aussi Fonction publique - Pensions 

Saskatchewan. Public Service Superannuation 
Board : Annual report 1996-97. MICROLOG 
98-04908 (1 fiche) 

Personnel management 

The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 

Salaries 

Compensation for Alberta government senior 
Officials : final report. MICROLOG 98-04946 
(1 fiche) 

Alberta 

Compensation for Alberta government senior 
Officials : final report. MICROLOG 98-04946 
(1 fiche) 

Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04898 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04887 (1 fiche) 

Ontario 

The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 

Saskatchewan 

Saskatchewan Extended Health Care Pian : 
Annual report 1997. MICROLOG 98-04618 
(1 fiche) 

Saskatchewan. Public Service Superannuation 
Board : Annual report 1996-97. MICROLOG 
98-04908 (1 fiche) 

Civil service pensions See Civil service -- 

Pensions 

Cleanup of contaminated soil See Soil 
remediation 


Climat de travail Voir Milieu de travail 
Clothing 
See also Protective clothing 
Clothing, Cold weather See Coid weather 
clothing 
Clothing, Protective See Protective clothing 
Cod See Codfish 


Codfish 
Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 


Coexistence See International relations 


Cold 
Physiological effect 
Prediction of body cooling. MICROLOG 98-04753 
(1 fiche) 
Cold stress (Biology) See Cold -- Physiological 
effect 


Cold weather ething 
Enhanced variable insulation clothing : final report. 
MICROLOG 98-04582 (1 fiche) 


Collecte des données 
See also Data collection 


Collectivités pubiiques Voir Administration 
locale 


College faculty See College teachers 


College teachers 
Pensions 


Universities Academic Pension Plan : Annual 
report 1997. MICROLOG 98-05121 (1 fiche) 


Salaries, pensions, etc. 
See College teachers -- Pensions 
Colleges See Universities and colleges 
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Colléges communautaires 
See also Community colleges 


Collimation 
See also Beamforming 


Colloids 
See also Smoke 


Colloques Voir Congrès et conférences 


Colombie-Britannique 
See also British Columbia 


Combustion 
Investigation of factors inducing flaming 
combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 


Combustion 
See also Combustion 


Commerce 
See also Commercial law; Competition; 
Corporations; Industry; International trade; 
Manitoba — Commerce; Native peoples — 
Commerce; New Brunswick -- Commerce; Real 
estate business; Saskatchewan -- Commerce; 
Small business 


Commerce 

Voir aussi Autochtones -- Commerce; Commerce 
international; Concurrence; Immobilier; 
Industrie; Nouveau-Brunswick -- Commerce 

Réglementation 

Voir aussi Commerce extérieur -- Réglementation; 
Commissions de réglementation autonomes; 
Consommateurs -- Protection; Marques de 
commerce 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de la 
concurrence. MICROLOG 98-04669 (1 fiche) 


Commerce extérieur Voir Commerce 
international 


Promotion 
Voir aussi Marchés d'exportation; Subventions 
Réglementation 
Voir aussi Accords commerciaux 


Analyse des mécanismes de règlement des 
différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 
(2 fiche) 

Ouvrir des portes sur le monde : priorités du 
Canada en matière d'accès aux marchés 
internationaux, 1998. MICROLOG 98-04508 
(1 fiche) 


Commerce international 
Voir aussi Produits forestiers -- Exportation et 
importation 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ministère des 
affaires étrangères et du commerce international. 
MICROLOG 98-04692 (2 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal canadien 
du commerce extérieur. MICROLOG 98-04652 
(1 fiche) 

Ouvrir des portes sur le monde : priorités du 
Canada en matière d'accès aux marchés 
internationaux, 1998. MICROLOG 98-04508 
(1 fiche) 


Commercial aeronautics See Aeronautics, 
Commercial 


Commercial fishing See Fisheries 


Commercial law 
See also Bankruptcy; Corporation law; Licences; 
Trade regulation 
Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Commercial policy 
See also Consumer protection; Foreign trade 
promotion 


Commercial products 
See also Consumer goods 


Commercial treaties 
Voir aussi Accords commerciaux 
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Commercial treaties (cont’d) 

1998-99 estimates, part ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 98-04684 (1 fiche) 

Analysis of international trade dispute settlement 
mechanisms and implications for Canada’s 
Agreement on Internal Trade. MICROLOG 
98-04537 (2 fiche) 


Commissions de réglementation 


autonomes 
See also Independent regulatory commissions 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
surintendant des institutions financières Canada. 
MICROLOG 98-04686 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission de 
contrôle de l'énergie atomique. MICROLOG 
98-04641 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de contrôle 
des renseignements relatifs aux matières 
dangereuses. MICROLOG 98-04688 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de la 
radiodiffusion et des télécommunications 
canadiennes. MICROLOG 98-04643 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 98-04689 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Office national de 
l'énergie. MICROLOG 98-04642 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de 
l'aviation civile. MICROLOG 98-04667 (1 fiche) 

Canada. Office national de l'énergie : Rapport 
annuel 1997. MICROLOG 98-04839 (1 fiche) 

Commission des assurances de l'Ontario : Rapport 
annuel 1996-97. MICROLOG 98-05058 (2 fiche) 


Commissions de régulation autonomes Voir 
Commissions de réglementation autonomes 


Commissions du gouvernement fédéral Voir 
Commissions de réglementation autonomes 


Communauté 
Voir aussi Salles de spectacle 


Communication 
See also Bilingualism; Speech perception; 
Technical writing 


Communications 
See also Broadcasting; Telecommunication 


Communications 
Voir aussi Radiodiffusion; Télécommunications 


Communications, Digital See Digital 
communications 


Community centres 
See also Recreation 


Community colleges 
Saskatchewan Institute of Applied Science and 
Technology : Annual report 1996-97. 
MICROLOG 98-04620 (1 fiche) 


Community development 
See also Rural development 


Economic aspects 
A Guide to developing a community economic 
development strategy. MICROLOG 98-05023 
(1 fiche) 
Manitoba 
See also Rural development — Manitoba 
Northwest Territories 


Voir aussi Développement communautaire — 
Territoires du Nord-Ouest 


Paying dividends, an evaluation of the Northwest 
Territories’ Investing in People strategic initiative 
: year one final report. MICROLOG 98-04767 
(2 fiche) 


Community development (cont’a) 
Ontario 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Community Access to Child 
Health (CATCH) Program. MICROLOG 98-04514 
(1 fiche) (Available on fiche only) 

North Pickering Development Corporation (Ont.) : 
Annual report 1996-97. MICROLOG 98-05070 
(1 fiche) 


Community health services 
Hamilton-Wentworth (Ont.) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby’s Best Start Program. 
MICROLOG 98-04513 (2 fiche) (Available on 
fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project. MICROLOG 
98-04511 (2 fiche) (Available on fiche only) 

Ontario 

Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. MICROLOG 98-051 48 (1 fiche) 

Saskatchewan 

Directory of health resources. MICROLOG 
98-04655 (1 fiche) 

Saskatchewan health districts community-based 
treatment and prevention activities for eating 
disorder services, 1997-98. MICROLOG 
98-05111 (1 fiche) 

Community services 

See also Community health services; Social 

services 
Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04880 (1 fiche) 

Ontario 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : evaluation 
report of the Community Support Worker 
Program. MICROLOG 98-04512 (2 fiche) 
(Available on fiche only) 


Commuting 
1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 


Companies See Business enterprises 
Compensation See Wages 


Compensation (Law) 
See also Workers’ compensation 


Competition 
See also Commercial treaties 


1998-99 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. MICROLOG 
98-04669 (1 fiche) 

Compétition Voir Concurrence 
Competitiveness (Economics) See 
Competition 
Complaints against police See Police — 
Complaints against 
Composés or galiaues : 
Voir aussi Biphényles polychlorés 
Aspect de l’environnement 
Voir aussi Biphényles polychlorés -- Aspect de 
l'environnement 
Composés organiques chlorés 
Voir aussi Biphenyles polychlorés 
Aspect de l’environnement 

Voir aussi Biphényies polychlorés -- Aspect de 

"environnement 


Composés organiques volatils 
See also Volatile organic compounds 


Composite materials 
See also Aluminum alloys; Bronze; Nickel alloys 


Comptabilité nationale 
Voir aussi Sécurité du revenu 


Computer industry 
See also Computer service industry 


Computer integrated manufacturing 


systems 
See also Computer-aided design 


Computer interfaces 

CAD interface development for LOCATE 
workspace layout tool : final report. MICROLOG 
98-04575 (1 fiche) 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
MICROLOG 98-04581 (2 fiche) 

Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Computer modeling See Computer simulation 


Computer programs 

See also Farm management -- Computer 
programs; Naval architecture - Computer 
programs; Structural dynamics -- Computer 
programs 

DCIEM/HPP metabolic measurement software 
V1.0. : users’ manual. MICROLOG 98-04584 
(1 fiche) 

HyGe programmer’s manual for LabVIEW 4.0.1. 
MICROLOG 98-04557 (1 fiche) 

Software development for transducer calibrations. 
MICROLOG 98-04700 (1 fiche) 

TRANSCAL user’s manual. MICROLOG 98-04703 
(2 fiche) 


Computer service industry 
Voir aussi Services informatiques -- Industrie 
Internet service providers in Canada : an 
economic analysis. MICROLOG 98-04548 
(1 fiche) 


Computer simulation 
Development and implementation of TASCflow3D 
for parallel architecture : final report. 
MICROLOG 98-04696 (1 fiche) 


Computer-aided design 

CAD interface development for LOCATE 
workspace layout tool : final report. MICROLOG 
98-04575 (1 fiche) 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
MICROLOG 98-04581 (2 fiche) 

Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Computer-based information systems See 
Information storage and retrieval systems 


Computer-related services industry See 
Computer service industry 


Computers 
See also Correlators 


Conception assistée par ordinateur 
See also Computer-aided design 


Concurrence 
Voir aussi Accords commerciaux 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de la 
concurrence. MICROLOG 98-04669 (1 fiche) 


Concurrence internationale 

Voir aussi Accords commerciaux 
Condemnation of land See Eminent domain 
Condition physique 

See also Physical fitness 


Conditions de travail Voir Milieu de travail; 
Normes de travail 


Conditions d’habitation Voir Logement 


Conditions économiques 
Voir aussi Autochtones — Conditions 
économiques; Femmes — Conditions 
économiques; Finances publiques; Handicapés 
— Conditions économiques; Inflation; Pauvreté 


Conditions sociales 
Voir aussi Autochtones -- Conditions sociales; 
Femmes -- Conditions sociales 


Conferences See Congresses and conventions 
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Conflagrations Voir incendies 


Conflict feras pers 
See also Arbitration, International; Famity 
mediation 


Congrés et conférences 
Voir aussi Procédure pariementaire 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Secrétariat des 
conférences int mementales 
canadiennes. MICROLOG 98-04639 (1 fiche) 

Palais des congrès de Montréal : Rapport annuel 
1996-97. MICROLOG 98-04886 (1 fiche) 


Congresses and conventions 
See also Pariamentary practice 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 98-04639 
(1 fiche) 


Conifères, 
Voir aussi Epinette 
Plantation 
See also Conifers — Planting 


Conifers 
See also Fir; Pine; Spruce 


Planting 
Spot seeding of jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 
Conservation areas See Natural areas; 
Provincial parks 
Conservation de l’héritage 
See also Heritage conservation 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Patrimoine 
canadien. MICROLOG 98-04660 (2 fiche) 

Guide d'information sur le patrimoine du Nouveau- 
Brunswick : addenda — Rév. mai 1997. 
MICROLOG 98-05136 (1 fiche) 


Manitoba 
See also Heritage conservation — Manitoba 
Conservation des ressources naturelles 


Voir aussi Eau, Qualité de l’ — Gestion; Faune -- 
Protection 


Conservation of natural resources 
See also Tires, Rubber — Recycling; Waste 
minimization; Wildlife conservation 


Alberta 
See also Wildlife management — Alberta 


British Columbia 


Coping with the coho crisis : a conservation- 
minded, stakeholder-sensitive and community- 
oriented strategy. MICROLOG 98-04944 (1 fiche) 


Conservation of resources See Conservation 
of natural resources 
Consommateurs 
Protection 
Voir aussi Aliments — Falsification et inspection 
Les Codes volontaires : guide d'élaboration et 
d'utilisation. MICROLOG 98-04826 (1 fiche) 
Consommateurs, Protection de Voir 
Consommateurs — Protection 


Constitutional law 
See also Citizenship; Civil rights; Federal 
government; Legislative bodies; Representative 
government and representation 


Constitutional reform 

See also Federal government 
Constitutional rights See Civil rights 
Construction See Building 
Construction 

See also Building 

Droit 
See also Building laws 
Normes de construction visant les appartements 


accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. MICROLOG 98-04811 (1 fiche) 


Construction, Industrie de la 

Voir aussi Construction 
Construction Industry 

See also Building; Electricians 
Construction, Technique de la 

Voir aussi Construction; Gazoduc de la route de 

l'Alaska 

Constructions 

Voir aussi Habitations 

Conception et construction 
Voir Construction 


Consumer goods 
Saskatchewan-made consumer products directory. 
MICROLOG 98-05116 (2 fiche) 


Consumer products See Consumer goods 


Consumer protection 
See also Food adulteration and inspection 


Voluntary codes : a guide for their development 
and use. MICROLOG 98-04826 (1 fiche) 


Consumers 
Voir aussi Consommateurs 


Consumption (Economics) 
See also Food prices 


Contaminated sediments 
Voir aussi Sediments contaminés 


Analysis 


PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 


Continuing education 
See also Adult education 
Contract research See Industrial research 


Contractors 
See also Electricians 


Contracts 
See also Oil and gas leases; Public contracts 


Contrats administratifs 
See also Public contracts 


Convention facilities 
Voir aussi Equipements de congrès 


Conventions (Congresses) See Congresses 
and conventions 

Conventions commerciales Voir Accords 
commerciaux 


Coopération internationale 
Voir aussi Congrès et conférences 


Cooperative housing 
Voir aussi Logement coopératif 
Planning cohousing : Creative Communities and 


the Collaborative Housing Society, Toronto, 
Ontario.  MICROLOG 98-04790 (1 fiche) 


Copper 
Metallurgy 
Development and pilot testing of a continuous 
copper cementation thickener cone. MICROLOG 
98-04984 (1 fiche) 
Copyright 
Von ateal Droit d’auteur 
1998-99 estimates, part III, report on plans and 
priorities : Copyright Board. MICROLOG 
98-04693 (1 fiche) 
Coques (Architecture navale) 
See also Hulls (Naval architecture) 


uillages 
Voir aussi Crabes 
Péche commerciale 
Voir aussi Crabes — Pêche commerciale 
Core sampling See Drill core analysis 


Corporation income tax See Corporations — 
Taxation 


Corporation law 
Small business guide to federal incorporation. 
MICROLOG 98-04823 (2 fiche) 


Corporations 
See also Crown corporations; Municipal 
corporations 


Taxation 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 


Corporations, Government 
See also Crown corporations 
Corporations professionnelles Voir 
Associations professionnelles 


Corporations, Public See Municipal 
corporations 


Correctional institutions 
See also Juvenile delinquents 


Correctional services See Corrections 


Corrections 
See also Parole 


1998-99 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 98-04666 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 98-04682 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Solicitor General Canada. MICROLOG 
98-04776 (1 fiche) 


Correlation (Statistics) 
See also Correlators 


Correlators 
Acousto-optic correlation investigation : final 
report, September 1, 1996 to July 1, 1997 — 73. 
MICROLOG 98-04741 (1 fiche) 


Cost and standard of living 
See also Food prices; Wages 
Alberta nutritious food basket price report, 
February 1998. MICROLOG 98-05130 (1 fiche) 
Cost of living See Cost and standard of living 


Couches minces 
See also Thin films 


Counselling 
See also Vocational guidance 


Counselling 
Voir aussi Orientation professionnelle 


Country Inns See Hotels, taverns, etc. 
County government See Local government 


Cours (Enseignement) Voir Programmes 
d'études 


Cours d’eau 
Voir aussi Eau, Pollution de |’ 


Colombie-Britannique 
See also Rivers — British Columbia 


Courts 
See also Judges 


1998-99 estimates, part Ill, report on plans and 
priorities : Registry of the Federal Court of 
Canada. MICROLOG 98-04782 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 98-04781 (1 fiche) 

Delay and backlog in the Provincial Court of British 
Columbia : report of the Chief Judge. 
MICROLOG 98-04808 (2 fiche) 


Coût et niveau de la vie 
See also Cost and standard of living 


Cow-calf system (Beef cattle raising) See 
Beef cattle - Cow-calf system 


Crab fisheries 
Voir aussi Crabes — Pêche commerciale 


PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 


Crabes 
See also Crabs 
Péche commerciale 
See also Crab fisheries 
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Contamination par jes BPC des sédiments et du Voir aussi és de la Couronne The Impact of imports of butteroil/sugar blends on 


crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale après son renflouage. MICROLOG 
98-04727 (1 fiche) 


Crabs 
Voir aussi Crabes 
Habitat 


Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. MICROLOG 98-04539 
(1 fiche) 


Credit 
See also Bankruptcy; Mortgages 


Crédit 
Voir aussi Crédit agricole; Faillite 


Crédit agricole 
Société du crédit agricole Canada : Rapport 
annuel 1996-97. MICROLOG 98-04851 (2 fiche) 
Crédit public Voir Finances publiques 
Creel census (Fishing) See Fishing surveys 


Crime 
Prevention 
See Crime prevention 
Crime and criminals 
See also Child molesting; Corrections; Juvenile 
delinquents; Law enforcement; Sexual 
harassment; Victims of crimes 


Crime prevention 
Voir aussi Criminalité — Prévention 


Young offenders framework, 1997-2000, a three- 
year workplanning framework. MICROLOG 
98-05043 (1 fiche) 


Crime victims See Victims of crimes 
Crimes sexuels 
Voir aussi Harcélement sexuel 
Criminal justice See Justice, Administration of 
Criminalité 


Voir aussi Harcèlement sexuel; Jeunes 
délinquants; Lois — Application 


Prévention 
See also Crime prevention 
Cadre des services aux jeunes contrevenantes et 


contrevenants, 1997-2000, cadre de planification 
triennial. MICROLOG 98-05043 (1 fiche) 


Criminals 

See also Juvenile delinquents 
Criminels Voir Criminalité 
Crop pests See Agricultural pests 
Crop plants See Crops 


Crop rotation 
Effect of tillage and crop rotations on leaf spots of 
spring wheat in the brown soil zone : final report. 
MICROLOG 98-05115 (1 fiche) 


Cropping systems 
See also Crop rotation 
Crops 
See also Agricultural insurance; Fruit; Potatoes; 
Rutabaga 
Field crop production guide. MICROLOG 
98-05007 (1 fiche) 
Diseases and pests 
See Agricultural pests 
Fertilizers 
See Fertilizers 
Field experiments 
See Field experiments 
Machinery 
See Agricuttural machinery 
Nutrition 


Amending and supplying nutrients to poorty 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 


Alberta Agricultural Products Marketing Council : 

Annual report 1996-97. MICROLOG 98-05145 
1 fiche) 

ae plan, 1998-99. MICROLOG 98-04833 
(1 fiche) 

Canada Development Investment Corporation : 
Annual report 1997. MICROLOG 98-04871 
(1 fiche) 

Prince Edward Island Housing Corporation : 
Annual report 1996-97. MICROLOG 98-04842 
(1 fiche) 

SaskEnergy Incorporated : Annual report 1997. 
MICROLOG 98-04848 (1 fiche) 


Cruciferae 
See also Rutabaga 
Crushing (Metallurgy) See Mineral processing 


Crustacea 
See also Crabs 


Crustacés 
Voir aussi Crabes 
Péche commerciale 
Voir aussi Crabes — Pêche commerciale 


Cuivre 
See also Copper 


Cultivation of soils See Tillage 


Cultural affairs 
See also Arts; Heritage conservation; Social policy 
Public administration 
Voir aussi Affaires culturels — Administration 
publique 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Artists & Producers 
Professional Relations Tribunal. MICROLOG 
98-04648 (1 fiche) 


Cultural industries 
See also Motion picture industry 


Cultural polic 
See also Arts; Government aid to the arts; Heritage 
conservation; Manitoba — Cultural policy; Prince 
Edward island — Cultural policy 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Heritage. MICROLOG 
98-04660 (2 fiche) 

Cultural property, Protection of 

See also Historic sites 


Culture 
See also Broadcasting; Cultural policy; 
Government aid to the arts; Museums and 
galleries 


Culture ; 

Voir aussi Aide de l'Etat aux arts; Arts; Musées et 

galeries; Politique culturelle; Radiodiffusion 

Culture forestière Voir Forêts et syivicutture 
Cultures 

See also Crops 

Nutrition 
See also Crops — Nutrition 


Going 

Effect of processing parameters on cure kinetics in 
filled polyurethanes. MICROLOG 98-04743 
(1 fiche) 


Custody 
See also Custody of children: 


Custody of children 
Relocation of custodial parents : final report. 
MICROLOG 98-04920 (2 fiche) (Available on 
fiche only) 


D 
Dairy industry See Dairying 
Dairy products 
Marketing 


Alberta Dairy Control Board : Annual report 
1996-97. MICROLOG 98-05123 (1 fiche) 


the Canadian dairy industry, an economic 
analysis using the FARM model. MICROLOG 
98-05112 (1 fiche) 
Dairying 
See also Dairy products 
Alberta 

Alberta Dairy Control Board : Annual report 
1996-97. MICROLOG 98-05123 (1 fiche) 

Annual report of production and sales, 1996-97. 
MICROLOG 98-05141 (1 fiche) 

Manitoba 

Budget guidelines for a dairy enterprise based on 
100.0 kgs. of daily butterfat quota. MICROLOG 
98-05110 (1 fiche) 

Saskatchewan 

Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
MICROLOG 98-05095 (1 fiche) 


Damping 
Computational evaluation of damping and 
decoupling materials, phase 2. MICROLOG 
98-04701 (1 fiche) 
Modal damping factors for a ring-stiffened cylinder. 
MICROLOG 98-04566 (1 fiche) 
VIBRO users guide : Windows 95 version. 
MICROLOG 98-04702 (1 fiche) 
Dangerous goods See Hazardous substances 


Dangerous materials See Hazardous 
substances 


Data collection 
Dismounted infantry tactical task information 
needs, phase II : data capture approach. 
MICROLOG 98-04752 (1 fiche) 
HyGe programmer’s manual for LabVIEW 4.0.1. 
MICROLOG 98-04557 (1 fiche) 
Data communication systems See Data 
transmission systems 


Data processing See Electronic data processing 


Data protection 
Voir aussi Protection de l'information 
(Informatique) 
Ensuring privacy and confidentiality on Canada’s 
Health lway. MICROLOG 98-04574 (1 fiche) 
Data storage and retrieval systems See 
Information storage and retrieval systems 


Data transmission systems 
See also Information networks 
Transport flow control and connection admission 
policies for reliable applications. MICROLOG 
98-04698 (1 fiche) 


Debt, Personal 
See also Mortgages 


Debts, Public 
The 1998 budget : falling behind on debt 
reduction. MICROLOG 98-04917 (1 fiche) 


Décentralisation administrative 
See also Decentralization in government 


Decentralization in government 
Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. MICROLOG 98-051 48 (1 fiche) 


Décharges brutes = 
Voir aussi Déchets radioactifs — Elimination dans le 
sol 
Déchets 
Élimination 
Voir aussi Déchets radioactifs — Elimination dans le 
sol 
Déchets radioactifs 
See also Radioactive wastes 
Elimination dans le sol 
See also Radioactive waste disposal in the ground 
Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. MICROLOG 
98-05003 (3 fiche) 
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Déchets radioactifs (cont’a) 
Élimination 


Voir aussi Déchets radioactifs — Elimination dans le 
sol 


Déchets radioactifs, Élimination de 
Aspect de l’environnement 


See also Radioactive waste disposal -- 
Environmental aspects 


Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. MICROLOG 
98-05003 (3 fiche) 

Decision support systems 

An Adaptive real-time agent for resource planning 
Within tactical naval defence. MICROLOG 
98-04699 (1 fiche) 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
MICROLOG 98-04581 (2 fiche) 


Décontamination (des gaz, produits 
chimiques, etc.) 
See also Decontamination (from gases, chemicals, 
etc.) 


Decontamination (from gases, chemicals, 
etc.) 
The Decommissioning of DRES Building 12. 
MICROLOG 98-04740 (1 fiche) 
Physical flow modeling of contaminants in a frigate 
cleansing station. MICROLOG 98-04695 (2 fiche) 


Decontamination, Radioactive See Radioactive 
decontamination 


Defence, National See National defence 
Defence research See Military research 


Défense de l’environnement Voir 
Environnement, Protection de |’ 


Défense nationale 
Voir aussi Sécurité nationale 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Défense nationale. 
MICROLOG 98-04640 (4 fiche) 


Délinquants 
Voir aussi Jeunes délinquants 


Democracy 

See also Federal government 
Démographie 

Voir aussi Emigration et immigration 


Demograph 
See also Emigration and immigration 


Dendrométrie 
Utilisation du DVP pour mesurer la hauteur de 
peuplements forestiers sur photographies 
aériennes d'échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 


Denrées alimentaires Voir Aliments 


Dépenses publiques 
Voir aussi Budget, Dépenses publiques - Politique 
gouvernementale; Investissement de fonds 
publics; Sécurité du revenu; Travaux publics 


Détail des dépenses de programmes : profil des 
dépenses des ministères, 1998. MICROLOG 
98-04786 (2 fiche) 

Politique gouvernementale 

Voir aussi Subventions à l'emploi 


L'Examen par les comités parlementaires des 
nouveaux documents du Budget des dépenses. 
MICROLOG 98-05001 (1 fiche) 


Depository institutions See Banks and banking 
Dépôts de déchets dangereux 


Voir aussi Déchets radioactifs — Elimination dans le 
sol 


Dépôts marins Voir Sédiments marins 


Désarmement 
Voir aussi Arbitrage international 


Destructive testing 
Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. MICROLOG 98-04564 (1 fiche) 


Destructive testing (cont'd) 


Jid testing of an HY 80 steel weldment. 
MICROLOG 98-04989 (1 fiche) 


Detectors 
See also Military surveillance; Radar; Sonar; 
Target acquisition 
Motion compensation study : task one report. 
MICROLOG 98-04528 (1 fiche) 
Motion compensation study : task two report. 
MICROLOG 98-04529 (1 fiche) 


Dettes 
Voir aussi Faiilite 


Dettes publiques 
See also Debts, Public 


Developing countries 
See also Economic assistance 


Development, Economic See Economic 
development 


Development, Sustainable See Sustainable 
development 


Developmentally disabled 
See also Mentally handicapped 


Individual support agreements for people with 
developmental disabilities. MICROLOG 98-05046 
(1 fiche) 


Développement communautaire 
Voir aussi Autochtones — Développement 
communautaire 


Aspect économique 
See also Community development -- Economic 
aspects 


Ontario 


Société d'aménagement de North Pickering (Ont.) 
: Rapport annuel 1996-97. MICROLOG 98-05070 
(1 fiche) 

Territoires du Nord-Ouest 


See also Community development -- Northwest 
Territories 

Un Bon investissement, évaluation de l'initiative 
stratégique des Territoires du Nord-Ouest, 
programme Investir dans les gens : première 
année, rapport final. MICROLOG 98-04768 
(2 fiche) 


Développement des zones du nord 
Voir aussi Gazoduc de la route de l'Alaska 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Affaires indiennes 
et du Nord canadien et Commission canadienne 
des affaires polaires. MICROLOG 98-04679 
(2 fiche) 


Développement durable 

See also Sustainable development 

La Mesure du développement durable : étude des 
pratiques en vigeur. MICROLOG 98-04538 
(3 fiche) 

Vers le développement durable, vol. | : une 
stratégie pour le Ministère des affaires indiennes 
et du Nord canadien. MICROLOG 98-05004 
(2 fiche) 

Vers le développement durable, vol. Il, partie 4 : 
une stratégie pour le Ministère des affaires 
indiennes et du Nord canadien. MICROLOG 
98-05019 (4 fiche) 


Développement économique 
Voir aussi Développement des zones du nord 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Industrie Canada. 
MICROLOG 98-04671 (3 fiche) 

Aspect de l’environnement 

Voir aussi Développement durable 


La Mesure du développement durable : étude des 
pratiques en vigeur. MICROLOG 98-04538 
(3 fiche) 

Provinces de l'Atlantique 

See also Economic development — Atlantic 
Provinces 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et ies priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 98-04650 (2 fiche) 


Développement économique (cont’d) 
Provinces de l'Ouest 

See also Economic development — Western 
Provinces 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Diversification de 
l'économie de l'Ouest Canada. MICROLOG 
98-04788 (1 fiche) 

Québec (Province) 

See also Economic development — Quebec 
(Province) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement 
économique Canada pour les régions du 
Québec. MICROLOG 98-04865 (2 fiche) 

Développement immobilier Voir Promotion 
immobilière 


Développement rural 
See also Rural development 


Développement viable Voir Développement 
durable 


Digital communications 
See also Data transmission systems 


Transport flow control and connection admission 
policies for reliable applications. MICROLOG 
98-04698 (1 fiche) 


Digital electronics 
See also Digital communications 


Dioxines 
See also Dioxins 


Dioxins 
Air quality monitoring for dioxins, furans and PCBs 
in the Swan Hills area, summer 1997, July 7 to 
August 1. MICROLOG 98-04923 (1 fiche) 


Diplômés d’université 

See also University graduates 
Direction Voir Gestion 
Disabled See Handicapped 


Disarmament 
See also Arbitration, International 


Disasters 
See also Fires; Floods; Forest fires; Industrial 
accidents 
Planning 


See Emergency management 


Discrimination 
See also Equality before the law 


Canadian Human Rights Commission : Annual 
report 1997. MICROLOG 98-05028 (2 fiche) 

Northwest Territories. Fair Practices Office : Annual 
report 1996-97. MICROLOG 98-04882 (1 fiche) 


Discrimination 
Voir aussi Egalité devant la loi 


Commission canadienne des droits de la personne 
: Rapport annuel 1997. MICROLOG 98-05028 
(2 fiche) 
Discrimination sexuelle dans l'emploi 
Voir aussi Harcèlement sexuel 


Diseases 
See also Cancer; Cattle -- Diseases; Fetal alcohol 
syndrome; Health insurance; Trees — Diseases 
and pests 


Disorders of eating See Eating disorders 


Dispute resolution (Law) 
See also Courts 


Distillerie 
See also Liquor industry 


Districts judiciaires 
Voir aussi Tribunaux 


Diversité biologique 
See also Biological diversity 


Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), ll : l’utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
MICROLOG 98-04796 (1 fiche) 


Diversity, Biological See Biological diversity 
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Divisions politiques et administratives 
Voir aussi Tribunaux 


Divorce 
See also Custody of children 


Divorce mediation 
See also Custody of children 

Divorce property distribution See Equitable 
distribution of marital property 


Documentation, Services de 
Voir aussi Archives; Bibliothéques; Droit d’auteur; 
Services statistiques; Systémes d’information 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les és : Bureau 
d’information du Canada. MICROLOG 98-04690 
(1 fiche) 

Domain, Eminent See Eminent domain 


Domestic animals 
See also Bighorn sheep; Cattle 
Breeding 
See Animal breeding 
Domestic violence See Family violence 


Données 
Transmission 
Voir aussi Information, Réseaux d' 


Dossiers médicaux 
See also Medical records 


Le Respect de la vie privée et la confidentialité sur 
l'Inforoute santé canadienne. MICROLOG 
98-04574 (1 fiche) 


Dreissena polymorpha See Zebra mussel 


Drift 
Quaternary geology, Long Point-Port Burwell area. 
MICROLOG 98-05073 (2 fiche) 


Drift (Glaciologie) 
See also Drift 


Drill core analysis 

Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.O.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. MICROLOG 98-04861 
(1 fiche) 

Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. MICROLOG 98-04862 
(1 fiche) 

Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 


Drilling muds 
See also Oil well drilling 


Drinking problem See Alcoholism 


Drinking water 
Voir aussi Eau potable 


Canada and freshwater, experience and practices. 
MICROLOG 98-04577 (1 fiche) 


Droit 
Voir aussi Administration locale — Droit; Commerce 
-- Réglementation; Commissions de 
réglementation autonomes; Droit civil; Droit 
international; Droits de l'homme; Egalité devant 
la loi; Environnement — Droit; Faillite; Justice, 
Administration de la; Lois — Application; 
Nationalité; Procédure parlementaire; Tribunaux 
Recherche 


See also Legal research 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission du 
droit du Canada. MICROLOG 98-04877 (1 fiche) 

Réforme 

See also Law reform 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission du 
droit du Canada. MICROLOG 98-04877 (1 fiche) 


Droit à la vie privée 
See also Privacy, Right of 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : commissariats à 
l'information et à la protection de la vie privée. 
MICROLOG 98-04774 (1 fiche) 


Droit à la vie privée (cont’d) 
Le Respect de la vie privée et la confidentialité sur 
l'inforoute santé canadienne. MICROLOG 
98-04574 (1 fiche) 


Droit administratif 
Voir aussi Administration locale — Droit; 
Commissions de réglementation autonomes 


Droit civil 
Voir aussi Droit à la vie privée; Liberté 
d'information 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission 
canadienne des droits de la personne. 
MICROLOG 98-04645 (1 fiche) 


Droit commercial 
Voir aussi Commerce -- Réglementation; 
Concurrence; Faillite 


Droit constitutionnel 
Voir aussi Droits de l'homme; Nationalité; 
Procédure parlementaire 


Droit d’auteur 
See also Copyright 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission du 
droit d'auteur. MICROLOG 98-04693 (1 fiche) 


Droit de la famille 
Voir aussi Violence familiale 


Droit de l’environnement Voir Environnement -- 
Droit 


Droit intellectuel Voir Propriété intellectuelle 


Droit international 
Voir aussi Accords commerciaux; Arbitrage 
international 


Analyse des mécanismes de règlement des 
différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce intérieur. MICROLOG 98-04537 
(2 fiche) 


Droit parlementaire Voir Procédure 
pariementaire 


Droit, Réforme du Voir Droit — Réforme 


Droit rural 
See also Agricultural laws and legislation 


Droit social 
Voir aussi Normes de travail 


Droits de la personne 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Comité du tribunal 
des droits de la personne. MICROLOG 98-04856 
(1 fiche) 


Droits de l’homme 
Voir aussi Discrimination; Droit à la vie privée; 
Egalité devant la lol; Liberté d'information 


Commission canadienne des droits de la personne 
: Rapport annuel 1997. MICROLOG 98-05028 
(2 fiche) 

Points saillants des activités Internationales du 
Canada pour promouvoir l'avancement de la 
femme, 1990-97. MICROLOG 98-04919 (1 fiche) 
(Available on fiche only) 


Drug abuse 

See also Native peoples — Drug abuse; Solvent 

abuse; Youth — Drug use 
Treatment 

First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 

Report of the Review of the Addiction Services 
Program for the Province of Prince Edward 
Island. MICROLOG 98-04509 (2 fiche) 

Drug addiction See Drug abuse 
Drugs 
See also Drug abuse; Patent medicines 
Prices 
Voir aussi Médicaments — Prix 
1998-99 estimates, part Ill, report on plans and 


priorities : Patented Medicine Prices Review 
Board. MICROLOG 98-04784 (1 fiche) 


Ducks 
Buffleheads. MICROLOG 98-05133 (3 fiche) 
Dwellings 
See also Accessory apartments; Retirement homes 
E 
Earnings See Wages 
Earth 


Chemical composition 
See Geochemistry 
Earth sciences 
See also Emigration and immigration; Forests and 
forestry - Remote sensing; Geology; Gravity; 
Oceanography; Seismometry; Water chemistry 


Eating disorders 
Saskatchewan health districts community-based 
treatment and prevention activities for eating 
disorder services, 1997-98. MICROLOG 
98-05111 (1 fiche) 


Eating disturbances See Eating disorders 
Eau 


Voir aussi Eau douce; Eau potable; Ressources en 
eau 


Conservation 

Voir aussi Eau, Qualité de |’ -- Gestion 
Potabilité 
Voir Eau potable 
Qualité 
Voir Eau, Qualité de I’ 
Ressources 
Voir Ressources en eau 
Eau, Approvisionnement de I’ 
See also Water supply 
Nouveau-Brunswick 

See also Water supply -- New Brunswick 
Programme de protection des champs 


d’alimentation en eau : document de réflexion. 
MICROLOG 98-05125 (1 fiche) 


Eau de consommation Voir Eau potable 
Eau douce 
See also Fresh water 
Le Canada et les eaux douces, expérience et 
pratiques. MICROLOG 98-04577 (1 fiche) 


Eau, Pollution del’ 
See also Water pollution 
Manitoba 
Guide manitobain de l'eau pure. MICROLOG 
98-05006 (2 fiche) 
Eau potable 
See also Drinking water 
Le Canada et les eaux douces, expérience et 
pratiques. MICROLOG 98-04577 (1 fiche) 
Eau, Qualité de I’ 
See also Water quality 
Le Canada et les eaux douces, expérience et 
pratiques. MICROLOG 98-04577 (1 fiche) 
Gestion 
Guide manitobain de l'eau pure. MICROLOG 
98-05006 (2 fiche) 


Echanges internationaux Voir Commerce 
international 


Eclaircie (Sylvicutture) 
See also Forest thinning 


Régénération de peuplements feuillus dégradés a 
la suite de coupes à diamètre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 


Eco-development See Economic development -- 
Environmental aspects 
Ecoles 
See also Schools 
Manitoba 
See also Schools — Manitoba 


Ecoles du Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 
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Écoles (cont'd) 
Nouveau-Brunswick 
Statistiques sommaires, 1997. MICROLOG 
98-05129 (1 fiche) 

Écoles privées 
See also Private schools 

Ecological indicators See Environmental 
indicators 

Ecological monitoring See Environmental 
monitoring 

Ecological reserves See Natural areas 


Ecological surveys 
See also Forest surveys 


Écologie . ' 
Voir aussi Ecologie forestiére; Ecosystémes; 
Hygiéne du milieu 


Écologie des eaux 
Voir aussi Eau, Pollution de |’ 


Écologie forestière 
Voir aussi Arbres — Croissance 
Ontario 
See also Forest ecology — Ontario 
Québec (Province) 


Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), ll : l’utilization du RESEF 


pour l'étude de la biodiversité en milieu forestier. 


MICROLOG 98-04796 (1 fiche) 


Écologie humaine 
Voir aussi Hygiène du milieu 


Écologie marine 
See also Marine ecology 


Ecol 
See also Aquatic ecology; Conservation of natural 
resources; Cost and standard of living; Forest 
ecology; Habitat (Ecology); Industrial hygiene; 
Mountain ecology 
Alberta 
See also Habitat (Ecology) — Alberta; Mountain 
ecology - Alberta 
British Columbia 
See also Habitat (Ecology) — British Columbia 
Ontario 
See also Forest ecology — Ontario 


Econometrics 
Voir aussi Econométrie 


Econométrie 
L'Offre de bois rond industriel au Québec : une 
analyse économétrique exploratoire — Rév. 
MICROLOG 98-04592 (1 fiche) 


Economic assistance 
Voir aussi Aide économique 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian International Development 
Agency. MICROLOG 98-04720 (2 fiche) 


Economic assistance, Domestic 
See also Community development; Employment 
subsidies; Government aid to education; 
Research grants 
Saskatchewan Associated Entities Fund : Annual 
report 1996-97. MICROLOG 98-04884 (1 fiche) 


Economic conditions 
See also British Columbia — Economic conditions; 
Cost and standard of living; Native peoples — 
Economic conditions; Poverty; Public finance; 
Wages; Women — Economic conditions 


Economic development 
See also Industrialization; Northern development; 
Rural development 


1998-99 estimates, part Ill, report on plans and 
priorities : Industry Canada. MICROLOG 
98-04671 (3 fiche) 


Environmental aspects 
See also Sustainable development 
Measuring sustainable development : review of 
current practice. MICROLOG 98-04538 (3 fiche) 
Atlantic Provinces 
See also Industrialization - New Brunswick 


Economic development (cont'd) 


1998-99 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 98-04650 (2 fiche) 

Manitoba 


See also Northern development — Manitoba; Rural 
development — Manitoba 


New Brunswick 
See also Industrialization — New Brunswick 
Quebec (Province) 


Voir aussi Développement économique — Québec 
(Province) 


1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 98-04865 (2 fiche) 

Saskatchewan 

Saskatchewan Opportunities Corporation : Annual 

report 1997. MICROLOG 98-04896 (1 fiche) 
Western Provinces 

See also Economic development — Saskatchewan; 
Northern development — Manitoba; Rural 
development — Manitoba 


1998-99 estimates, part Ill, report on plans and 
priorities : Western Economic Diversification 
Canada. MICROLOG 98-04788 (1 fiche) 


Economic forecasting 
Voir aussi Prévision économique 


Economic growth See Economic development 


Economic policy 

See also Consumer protection; Economic 
assistance; Economic assistance, Domestic; 
Economic development; Fiscal policy; Foreign 
trade promotion; Government spending policy; 
Industry and state; International economic 
relations; Monetary policy; Public finance 

Manitoba 
See also Industry and state — Manitoba 
Quebec (Province) 
See also Industry and state - Quebec (Province) 


Economic policy, Foreign See international 
economic relations 


Economic relations, International See 
International economic relations 


Economics 
See also Banks and banking; Competition; Debts, 

Public; Economic development; Employment 
subsidies; Entrepreneurship; Food prices; 
Income maintenance programs; Industry; 
Insurance; International trade; Manitoba — 
Commerce; Native peoples - Commerce; New 
Brunswick — Commerce; Pensions; Poverty; Real 
estate business; Saskatchewan -- Commerce; 
Small business; Wages 


Economie domestique 
Voir aussi Aliments 


Economie mondiale Voir Relations économiques 
internationales 


Economie politique 
Voir aussi Assurance; Commerce; Crédit agricole; 

Développement économique; Emploi; 
Entrepreneurs (Economie politique); Faillite; 
Fonction publique — Pensions; Industrie; 
Inflation; Investissement de fonds publics; 
Pauvreté; Prévision économique; Sécurité du 
revenu 


Ecosystémes 
Le Réseau de surveillance des écosystémes 
forestiers (RESEF), Ill : l’utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
MICROLOG 98-04796 (1 fiche) 


Ecritures administratives 
See also Government paperwork 


Education 
See also Adult education; Discrimination; Higher 
education; Industry and education; Literacy; 
Physical fitness; School to work transition; 
Secondary education; Teachers; Technical 
education; Vocational education; Women in 
education 


Education (cont’d) 
Aims and objectives 
Voir aussi Education — Finalités 
Curricula 
Voir aussi Programmes d'études 
Directories 
Voir aussi Education — Répertoires 
Schools in Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 
Finance 
See also Government aid to education 
Government aid 
See Government aid to education 
Statistics 
Voir aussi Education — Statistiques 
Alberta 
See also Adult education — Alberta 
Atlantic Provinces 


See also Education — New Brunswick; Education -- 
Nova Scotia; Higher education — Atlantic 
Provinces 


Manitoba 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04889 (2 fiche) 


New Brunswick 
Voir aussi Education - Nouveau-Brunswick 


Mathematics, it really counts : a discussion paper. 
MICROLOG 98-05011 (1 fiche) 


Northwest Territories 
See also Adult education — Northwest Territories 


Nova Scotia 


1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 


Saskatchewan 
See also Technical education — Saskatchewan; 
Vocational education — Saskatchewan 


Education ; 

Voir aussi Alphabétisation; Education des adultes; 
Education — Finalités; Enseignants; 
Enseignement secondaire; Enseignement 
supérieur; Industrie et éducation; Passage au 
travail 


Enquétes 
See also Educational surveys 


Finalités 


Programme initial du secondaire. MICROLOG 
98-05013 (2 fiche) 


Programmes 
Voir Programmes d'études 
Répertoires 
See also Education — Directories 
Écoles du Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 
Statistiques 


Statistiques sommaires, 1997. MICROLOG 
98-05129 (1 fiche) 


Manitoba 
See also Education — Manitoba 
Nouveau-Brunswick 
See also Education — New Brunswick 
La Mathématique, ça compte vraiment : document 
de travail. MICROLOG 98-05011 (1 fiche) 
Statistiques sommaires, 1997. MICROLOG 
98-05129 (1 fiche) 
Nouvelle-Écosse 
See also Education — Nova Scotia 
Provinces de l’Atlantique 
Voir aussi Éducation — Nouveau-Brunswick; 
Enseignement supérieur — Provinces de 
l'Atlantique 
Education, Agricultural See Agricultural 
education 
Education and industry See Industry and 
education 
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Éducation des adultes Elections (cont'd) à Electronics 
See also Adult education Budget des dépenses, 1998-99, partie III, rapport See also Correlators; Digital communications; 


Territoires du Nord-Ouest 
See also Adult education — Northwest Territories 
Un Bon Investissement, évaluation de l'initiative 
stratégique des Territoires du Nord-Ouest, 
programme Investir dans les gens : première 
année, rapport final. MICROLOG 98-04768 
(2 fiche) 
Education, Higher See Higher education 
Atlantic Provinces 
See Higher education — Atlantic Provinces 
Education of adults See Adult education 
Education of children See Education 
Education permanente 
Voir aussi Education des adultes 
Education populaire Voir Education des adultes 
Education, Postsecondary See Higher 
education 
Education secondaire Voir Enseignement 
secondaire 
Education, Secondary See Secondary 
education 
Educational administration See School 
management and organization 


Educational assessment See Educational tests 
and measurements 


Educational change 
High school framework document. MICROLOG 
98-05008 (1 fiche) 
Educational improvement See Educational 
change 


Educational law and legislation 
See also Government aid to education 


Educational plannin 
See also Educational change; School 
management and organization 


Educational reform See Educational change 


Educational software 
A Detailed report of educational software 
evaluations, 1997. MICROLOG 98-04814 
(2 fiche) 


Educational surveys 
See also Accreditation (Education) 
Survey of 1996 graduates in Atlantic Canada. 
MICROLOG 98-04595 (2 fiche) 


Educational tests and measurements 
See also Student evaluation 
The High Schoo! Foundation Program 
performance levels — Interim. MICROLOG 
98-04988 (2 fiche) 


Egalité devant la loi 

ee also Equality before the law 
La Médiation familiale au Canada : ses 

implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 

Elderly persons See Aged 


Elections | 
Voir aussi Elections 


1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Chief Electoral Officer. 
MICROLOG 98-04672 (1 fiche) 

> Manitoba 

Voir aussi Elections — Manitoba 

Statutory report of the Chief Electoral Officer on 
the Portage la Prairie by-election, September 30, 
1997. MICROLOG 98-04972 (1 fiche) 


Saskatchewan 


Detail of expenditure under the Election Act : all 
pee de 1996-97. MICROLOG 98-04625 
1 fiche) 


Élections 
See also Elections 


sur les plans et les priorités : Bureau du 
Directeur général des élections. MICROLOG 
98-04672 (1 fiche) 
Manitoba 
See also Elections — Manitoba 
Rapport réglementaire du Directeur général des 
élections sur les élections partielles tenues dans 
la circonscription de Portage la Prairie. 
MICROLOG 98-04972 (1 fiche) 
Saskatchewan 
See also Elections — Saskatchewan 
Electoral politics See Elections 


Electric apparatus and appliances 
See also Transducers 


Electric conductors 
See also Superconductors 


Electric currents 

See also Radar — Interference 
Electric engineering 

See also Transducers 


Electric fields 
See also Heat 


Electric industries 
See also Computer service industry 


Electric interference 


See also Electromagnetic interference; Radar — 
Interference 


Electric lines 
See also Cables, Submarine 


Electric power 
See also Nuclear power plants 


Electric power systems 
See also Nuclear power plants 


Electric power-plants 
See also Nuclear power plants 
Environmental aspects 
See also Nuclear power plants — Environmental 
aspects 
Electric railroads 
See also Locomotives 


Electricians 
Voir aussi Electriciens 


Industrial electrician. MICROLOG 98-04576 
(4 fiche) 


Électriciens 
See also Electricians 
Electricien industriel /électricienne industrielle. 
MICROLOG 98-04578 (5 fiche) 


Electric 
See also ar — Interference 


Electromagnetic compatibility 
See also Electromagnetic interference 


Electromagnetic interference 
HFSWR trial for aircraft detection and interference 
suppression, phase 2 : final report. MICROLOG 
98-04742 (1 fiche) 


Electromagnetic waves 
See also Heat 


Electronic circuits 
See also Integrated circuits 


Electronic data processing 
See also Artificial intelligence; Data protection; 
Data transmission systems; Parallel processing; 
Signal processing 
Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 


Electronic equipment 
See also Correlators 


Electronic industries 
See also Computer service industry 


Electronic systems 
See also Correlators 


Electromagnetic interference; Integrated circuits; 
Telecommunication 


Electronique 
Voir aussi Télécommunications 


Emergencies See Accidents 


Emergency management 

An Independent review of the 1997 Red River flood 
: Interim report. MICROLOG 98-04960 (1 fiche) 

Internal review of the Ministry of Environment and 
Energy response to the Plastimet fire, City of 
Hamiiton, July 9-12, 1997. MICROLOG 98-05026 
(1 fiche) 

Town of Rivers, Rural Municipality of Daly : 
emergency plan. MICROLOG 98-04961 (2 fiche) 


Emergency preparedness See Emergency 
management 


Emigration and immigration 

Voir aussi Emigration et immigration 

1998-99 estimates, part Ill, report on plans and 
priorities : Citizenship & Immigration Canada. 
MICROLOG 98-04683 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 98-04644 (1 fiche) 


Emigration et immigration 

See also Emigration and immigration 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Citoyenneté et 
immigration Canada. MICROLOG 98-04683 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission de 
l'immigration et du statut de réfugié. MICROLOG 
98-04644 (1 fiche) 

Eminent domain 
Saskatchewan. Public & Private Rights Board : 


Annual report 1997. MICROLOG 98-04879 
(1 fiche) 


Emploi 
Voir aussi Subventions à l'emploi; Travail, Marché 
du 


L'Évolution de l'emploi dans l'industrie forestière 
de 1970 à 1992. MICROLOG 98-04591 (1 fiche) 


Employee fringe benefits 
See also Pensions 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04898 (1 fiche) 
Employee-employer relations See industrial 
relations 


Employee-management relations in 
government 
Voir aussi Fonction publique -- Relations de travail 
1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Staff Relations Board. 
MICROLOG 98-04780 (1 fiche) 
Employees 
See also Teachers 
Employment 
Voir aussi Emploi 
Atlantic Provinces 
See also Employment — Prince Edward Island 


Prince Edward Island 
Prince Edward Island. Employment Development 
Agency : Annual report 1996-97. MICROLOG 
98-04997 (1 fiche) 


Emiployment (Economic theory) 
See also Employment subsidies 


Employment agencies 
See also Job hunting 


Employment programs 
Voir aussi Programmes de formation de l'emploi 
Evaluation of the Student Work and Service 


Program (SWASP), Newfoundland and Labrador 
: final report. MICROLOG 98-04762 (1 fiche) 
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Employment programs (cont’d) 

Formative evaluation of the Graduate 
Employment/Self-Employment Program, GESEP 
: final report. MICROLOG 98-04734 (1 fiche) 

Formative evaluation of the Strategic Employment 
Opportunities Program : final report. MICROLOG 
98-04732 (1 fiche) 

New Brunswick Job Corps, process evaluation : 
final report. MICROLOG 98-04940 (1 fiche) 

Paying dividends, an evaluation of the Northwest 
Territories’ Investing In People strategic Initiative 
: year one final report. MICROLOG 98-04767 
(2 fiche) 

Prince Edward Island. Employment Development 
Ag : Annual report 1996-97. MICROLOG 
98-04997 (1 fiche) 

A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 

Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 


Employment subsidies 

Voir aussi Subventions à l'emploi 

Evaluation of the Student Work and Service 
Program (SWASP), Newfoundland and Labrador 
: final report. MICROLOG 98-04762 (1 fiche) 

Formative evaluation of the Strategic Employment 
Opportunities Program : final report. MICROLOG 
98-04732 (1 fiche) 


Emprisonnement 
Alternative 
Voir aussi Libération conditionnelle 


Encouragements fiscaux 
See also Tax incentives 


Le Régime fédéral d'encouragements fiscaux à la 
recherche scientifique et au développement 
expérimental : rapport d'évaluation. MICROLOG 
98-04715 (2 fiche) 


Endangered species 
See also Wildlife conservation 


Endowment of research See Research grants 
Endurance, Physical See Physical fitness 
Energle atomique Voir Énergie nucléaire 


Énergie nucléaire 
See also Nuclear energy 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission de 
contrôle de l'énergie atomique. MICROLOG 
98-04641 (1 fiche) 


Energie solaire 
Voir aussi Chauffage solaire 


Energy. conservation 
so Insulation 


Enecoy industries 

so Gas industry; Gas manufacture and 
works; Oil sands industry; Petroleum industry 
and trade 


Canada. National Energy Board : Annual report 
1997. MICROLOG 98-04835 (1 fiche) 
Environmental aspects 
See also Gas industry — Environmental aspects; 
Petroleum industry and trade — Environmental 
aspects 


Energy polic 
tthe Polkique énergétique 


1998-99 estimates, part Ill, report on plans and 
priorities : National Energy Board. MICROLOG 
98-04642 (1 fiche) 

Canada. National Energy Board : Annual report 
1997. MICROLOG 98-04835 (1 fiche) 

Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04894 (1 fiche) 


Envy resources 
ee a Lg Energy policy; Natural gas; Nuclear 


Alberta 
See also Natural gas — Alberta 
Saskatchewan 


See also Natural gas — Saskatchewan 


Mineral statistics yearbook, 1996. MICROLOG 
98-04520 (3 fiche) 


Enfants 
See also Children 
Droit 
See also Children — Legal status, laws, etc. 
Des prestations pour les enfants du Canada : 
perspectives sur l'égalité des sexes et la 
responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Available on fiche only) 
Garde 
Voir Garde des enfants 
Protection, assistance, etc. 
See also Child welfare 
Des prestations pour les enfants du Canada : 
perspectives sur l'égalité des sexes et la 
responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Avallable on fiche only) 


Enfants handicapés sociaux 
Voir aussi Personnes atteintes de troubles du 
développement 


Enfants maltraités 
Voir aussi Violence familiale 


Enfants maltraités, Services aux 
See also Abused children -- Services for 


Enfants, Services aux 
Voir aussi Garde des enfants 


Des prestations pour les enfants du Canada : 
perspectives sur l'égalité des sexes et la 
responsabilité sociale. MICROLOG 98-04719 
(3 fiche) (Available on fiche only) 

Stratégie de réorientation pour l'enfance et la 
jeunesse. MICROLOG 98-05076 (1 fiche) 


Engineering 
See also Aerodynamics; Biotechnology; 
Correlators; Curing; Digital communications; 
Electromagnetic interference; Environmental 
monitoring; Fasteners; Flood control; Freight and 
freightage; Human engineering; Integrated 
circuits; Metabolism -- Measurement; Noise — 
Measurement; Oil well drilling; Open pit mining; 
Public works; Structural engineering; 
Transducers; Vibration -- Measurement; Work 
environment 
Authorship 
See Technical writing 
Engineering, Architectural See Building 


Engineering, Structural See Structural 
engineering 


Engines 
See also Combustion 


Engrais et amendements 
See also Fertilizers; Soil amendments 


Ennemis des cultures 
Voir aussi Arbres - Maladies et fiéaux 


Ennemis des cultures, Lutte contre les 
See also Agricultural pests — Control 


Enquétes publiques 
Voir aussi Liberté d'information 


Enquétes sociales 
See also Social surveys 
Enregistrements magnétoscopiques Voir 
Vidéo 
Enseignants 
Voir aussi Education 
Attestation de compétence 
See also Teacher certification 
Conditions d’obtention des brevets 


d'enseignement au Canada — Rév. MICROLOG 
98-04599 (1 fiche) (Available on fiche only) 


Pensions 
See also Teachers — Pensions 
ene nement agricole 
also Agricultural education 


En en et industrie Voir Industrie et 
éducation 


Enseignement professionnel 
See also Vocational education 


el nement secondaire 
also Secondary education 


Nouveau-Brunswick 
See also Secondary education — New Brunswick 
Programme initial du secondaire. MICROLOG 
98-05013 (2 fiche) 
Provinces de l'Atlantique 


Voir aussi Enseignement secondaire — Nouveau- 
Brunswick 


Enseignement supérieur 
See also Higher education 
Provinces de l'Atlantique 
See also Higher education — Atlantic Provinces 


Commission de l'enseignement supérieur des 
provinces maritimes (Canada) : Rapport annuel 
1996-97. MICROLOG 98-04598 (1 fiche) 


Enselgnement technique 
See also Technical education 


Ententes commerciales Voir Accords 
commerciaux 


Enterprises See Business enterprises 


Entertaining 
See also Casinos 


Entrepreneurs (Économie politique) 
See also Entrepreneurship 


Évaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 
rapport final. MICROLOG 98-04735 (1 fiche) 


Entrepreneurship 
Voir aussi Entrepreneurs (Économie politique) 
Formative evaluation of the Graduate 
Employment/Self-Employment Program, GESEP 
: final report. MICROLOG 98-04734 (1 fiche) 


Entreprises 
Voir aussi Autochtones -- Entreprises; Entreprises 
publiques; Municipalités 


Entreprises publiques 
See also Government business enterprises 


Corporation de développement des 
investissements du Canada : Rapport annuel 
1997. MICROLOG 98-04871 (1 fiche) 


Environment 
See also Air quality; Aquatic ecology; 
Environmental protection; Mineral industries -- 
Environmental aspects; Nuclear power plants -- 
Environmental aspects; Water quality; Work 
environment 


Environment and state See Environmental 
policy 

Environmental accidents 
See also Fires; Industrial safety 


Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. MICROLOG 
98-04792 (1 fiche) 


Environmental assessment See Environmental 
impact analysis 
New Brunswick 


See Environmental impact analysis - New 
Brunswick 


Environmental auditing 
See also Environmental impact analysis; 
Environmental law; Environmental policy 


Environmental control See Environmental law 


Environmental damages, Liability for See 
Liability for environmental damages 


Environmental engineering 
See also Environmental monitoring; Environmental 
protection; Human engineering; Work 
environment 


Environmental health 
See also Air pollution; Industrial hygiene; Work 
environment 
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Environmental impact analysis 
New Brunswick 


Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 


Environmental indicators 
Developing environmental indicators for 
agriculture : discussion paper. MICROLOG 
98-04535 (1 fiche) 
Role and nature of environmental indicators In 
Canadian agricultural policy development. 
MICROLOG 98-04536 (1 fiche) 


Environmental law 
See also Air pollution — Law and legislation; 
Liability for environmental damages 


Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. MICROLOG 
98-04821 (3 fiche) 

Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. MICROLOG 
98-04792 (1 fiche) 


Environmental management See 
Environmental policy 


Environmental mapping 
The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
Ontario. MICROLOG 98-04800 (1 fiche) 


Environmental monitoring 
See a/so Environmental impact analysis; 
Environmental indicators 


Proposal for a northwest Atlantic zonal monitoring 
program. MICROLOG 98-04725 (1 fiche) 


Atlantic Provinces 


See also Environmental monitoring -- New 
Brunswick 


New Brunswick 


See also Environmental impact analysis - New 
Brunswick 

Environmental radiation monitoring data for Point 
Lepreau Generating Station, 1997. MICROLOG 
98-051 42 (2 fiche) 


Environmental policy 
See also Environmental law; Environmental 
protection 


1998-99 estimates, part Ill, report on plans and 
priorities : Environment Canada. MICROLOG 
98-04661 (2 fiche) 

Economic aspects 

Voir aussi Environnement, Politique de |’ — Aspect 
économique 

1998-99 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment & the Economy. MICROLOG 
98-04685 (1 fiche) 


New Brunswick 


Voir aussi Environnement, Politique de I’ — 
Nouveau-Brunswick 


New Brunswick. Dept. of the Environment : Annual 
report 1996-97. MICROLOG 98-04918 (1 fiche) 


Environmental protection 
See also Agriculture -- Environmental aspects; 
Conservation of natural resources; 
Environmental impact analysis; Environmental 
law; Environmental policy; Pollution abatement 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 98-04656 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Environment Canada. MICROLOG 
98-04661 (2 fiche) 


Citizen participation 


Voir aussi Environnement, Protection de I’ — 
Participation des citoyens 

Opportunities for public participation under the 
Clean Air Act : discussion paper. MICROLOG 
98-05091 (1 fiche) 


Environmental protection (cont'd) 
Directories 


British Columbia environmental industries export 
directory. MICROLOG 98-04860 (1 fiche) 


Law and legislation 
See Environmental law 
Alberta 
See also Wildlife management -- Alberta 


Environmental Protection Security Fund : Annual 
report 1996-97. MICROLOG 98-05113 (2 fiche) 


Atlantic Provinces 
See also Environmental protection - New 
Brunswick 
British Columbia 
See also Conservation of natural resources — 
British Columbia 
New Brunswick 
See also Environmental impact analysis -- New 
Brunswick 


New Brunswick. Dept. of the Environment : Annual 
report 1996-97. MICROLOG 98-04918 (1 fiche) 

Opportunities for public participation under the 
Clean Air Act : discussion paper. MICROLOG 
98-05091 (1 fiche) 


Environmental qual 
See also Air quality; Water quality 
Environmental value mapping See 
Environmental mapping 


Environnement 
Voir aussi Air, Qualité de I’; Eau, Qualité de I’; 
Environnement, Protection de |’; Milieu de travail 


Droit 
Voir aussi Air, Pollution de I’ -- Droit 
Elimination des obstacles au réaménagement des 
terrains contaminés a des fins résidentielles : 


rapport de synthése. MICROLOG 98-04822 
(3 fiche) 


Gestion 


Voir Environnement — Droit; Environnement, 
Politique de |’ 


Politique gouvernementale 
Voir Environnement, Politique de |’ 
Protection 
Voir Environnement, Protection de I’ 
Qualité 
Voir aussi Air, Qualité de I’; Eau, Qualité de |’ 
Surveillance 
See also Environmental monitoring 
Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), III : utilization du RESEF 


pour l'étude de la biodiversité en milieu forestier. 
MICROLOG 98-04796 (1 fiche) 


Environnement du travail Voir Milieu de travail 
Environnement, Etudes d’impact 
See also Environmental impact analysis 
Nouveau-Brunswick 
See also Environmental impact analysis -- New 
Brunswick 


Environnement, Politique de |’ 
Voir aussi Environnement — Droit; Environnement, 
Protection de |’ 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Environnement 
Canada. MICROLOG 98-04661 (2 fiche) 

Aspect économique 

See also Environmental policy - Economic 
aspects 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Table ronde 
nationale sur l'environnement et l'économie. 
MICROLOG 98-04685 (1 fiche) 

Nouveau-Brunswick 

See also Environmental policy - New Brunswick 

Nouveau-Brunswick. Ministère de l'environnement 
5 annuel 1996-97. MICROLOG 98-04918 
(1 fiche) 


Environnement, Protection de I’ 

Voir aussi Eau, Qualité de I’ — Gestion; 
Environnement — Droit; Environnement, Politique 
de |’; Faune -- Protection; Pollution, Lutte contre 
la 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'évaluation environnementale. MICROLOG 
98-04656 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Environnement 
Canada. MICROLOG 98-04661 (2 fiche) 

Participation des citoyens 

See also Environmental protection — Citizen 
participation 

Possibilités de participation publique en vertu de la 
Loi sur l'assainissement de l'air : document de 
travail. MICROLOG 98-05091 (1 fiche) 

Nouveau-Brunswick 

See also Environmental protection — New 
Brunswick 

Nouveau-Brunswick. Ministère de l'environnement 
: Rapport annuel 1996-97. MICROLOG 98-04918 
(1 fiche) 

Possibilités de participation publique en vertu de la 
Lol sur l'assainissement de l'air : document de 
travail. MICROLOG 98-05091 (1 fiche) 

Provinces de l'Atlantique 


Voir aussi Environnement, Protection de I’ -- 
Nouveau-Brunswick 


Environnement, Technique de I’ 
Voir aussi Environnement — Surveillance; 
Environnement, Protection de I’; Hygiène du 
milieu; Milieu de travail 


Épinette 
See also Spruce 


Évaluation d'épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. MICROLOG 
98-04704 (1 fiche) 


Equality before the law 
Voir aussi Egalité devant la loi 
Family mediation in Canada : implications for 
women’s equality, a review of the literature and 
analysis of data from four publicly funded 
Canadian mediation programs. MICROLOG 
98-04709 (2 fiche) (Available on fiche only) 


Equipements de congrés 
Palais des congrés de Montréal : Rapport annuel 
1996-97. MICROLOG 98-04886 (1 fiche) 


Equipements publics 
Voir aussi Etablissements de soins, de cure, etc.; 
Salles de spectacie 


Equipements sanitaires 
Voir aussi Etablissements de soins, de cure, etc. 


Equitable distribution of marital property 
Division of matrimonial property on death. 
MICROLOG 98-04795 (3 fiche) 


Ergonomics See Human engineering 
Ergonomie 
See also Human engineering 
Espaces verts 
Voir aussi Arbres 
Espéces en danger 
Voir aussi Faune -- Protection 
Esprit d’entreprise Voir Entrepreneurs 
(Economie politique) 


Estate planning 
See also Insurance; Taxation 


Estates (Law) 
Division of matrimonial property on death. 
MICROLOG 98-04795 (3 fiche) 


Etablissements de correction 
Voir aussi Jeunes délinquants 


Etablissements de soins a long terme 
Voir aussi Etablissements de soins, de cure, etc. 


Etablissements de soins, de cure, etc. 
See a/so Nursing homes 
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Établissements de soins, de cure, 
etc. (cont’d) 
Nouveau-Brunswick 
See also Nursing homes — New Brunswick 
annuel de statistiques, 1995-96. 
MICROLOG 98-05128 (2 fiche) 
Établissements financiers Voir Institutions 
financières 
État 
Administration 
Voir Administration publique 
États-Unis 
See also United States 


Ethics 
See also Equality before the law; Native peoples — 
Justice; Sexual harassment 


Ethnic groups 
See also French Canadians; Metis 


1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 


Ethnolog 

See also Ethnic groups 
Étudiants 

Aide financière 
See also Student aid 
Évaluation 

See also Student evaluation 

Euclid’s algorithm See Algorithms 


Evaluation du risque 
Risque, vulnérabilité, résilience, implications pour 
les systémes de santé. MICROLOG 98-04713 
(1 fiche) 


Examinations 
See also Educational tests and measurements 


Exercise 


Physiological aspects 
Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. MICROLOG 
98-04749 (2 fiche) 


Expenditures, Public 
See also Budget; Government spending policy; 
Income maintenance programs 


Detail of expenditure under the Election Act : all 
constituencies, 1996-97. MICROLOG 98-04625 
(1 fiche) 

Program expenditure detail : a profile of 
departmental spending, 1998. MICROLOG 
98-04786 (2 fiche) 


Exploitation agricole Voir Agriculture 
Exploitation forestiére 
Voir aussi Produits forestiers 
Aspect de l’environnement 
See also Logging — Environmental aspects 
Ontario 
See also Logging — Ontario 
Exploitations agricoles 
Gestion 
See also Farm management 
Programme d’analyse de la gestion des 


exploitations agricoles de l'Ontario, 1996. 
MICROLOG 98-04659 (1 fiche) 


Exploration (Prospecting) See Prospecting 


Explosives 
See also Mines (Military explosives); Projectiles 
Export and import controls See Foreign trade 
regulation 
Export marketing 
Voir aussi Marchés d'exportation 
Expropriation See Eminent domain 
External trade See International trade 


F 


Facilities, Health See Health facilities 


Fa and trade waste 
See also Manures; Radioactive waste disposal in 
the ground 
Factory inspection 
See a/so Industrial accidents 


Faculty See Teachers 
Faculty (Education) See College teachers 


Faillite 
See also Bankruptcy 


Analyse empirique d'un échantillon de canadiens 
sollicitant la protection de la loi de la faillite. 
MICROLOG 98-05074 (2 fiche) 


Failure of solids See Fracture mechanics 


Famille 
Voir aussi Enfants; Rôle parental; Travail et famille; 
Violence familiale 


Family 
See also Child molesting; Children; Family 
violence; Parenting; Work and family 
Services for 
See Family services 
Family and work See Work and family 


Family mediation 
See also Custody of children 


Family mediation in Canada : implications for 
women’s equality, a review of the literature and 
analysis of data from four publicly funded 
Canadian mediation programs. MICROLOG 
98-04709 (2 fiche) (Available on fiche only) 


Famil lic 
See pat A welfare 


Family services 

See also Abused children — Services for 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Community Access to Child 
Health (CATCH) Program. MICROLOG 98-04514 
(1 fiche) (Available on fiche only) 

Alberta 

Provincial accountability framework for child and 

family services. MICROLOG 98-04924 (4 fiche) 
British Columbia 

British Columbia. Office of the Child, Youth & 
Family Advocate : Annual report 1997. 
MICROLOG 98-04875 (1 fiche) 

Manitoba 

Supplementary Information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04902 (1 fiche) 


Family violence 
See also Abused children; Abused wives; Abused 
women; Child molesting 


Preventing family violence : a catalogue of 
Canadian videos on family violence for the 
general public and for professionals working in 
the field — 7th ed. MICROLOG 98-04967 (1 fiche) 

Publications available from the National 
Clearinghouse on Family Violence, Health 
Canada — Rev. MICROLOG 98-04966 (2 fiche) 


Farm crops See Crops 
Farm machinery See Agricultural machinery 
Farm management 

Voir aussi Expioitations agricoles — Gestion 

Ontario farm management analysis project, 1996. 

MICROLOG 98-04649 (1 fiche) 
Computer programs 
Optimum dairy farm size in Saskatchewan in 


relation to economic viability : final report. 
MICROLOG 98-05095 (1 fiche) 


Farm organization See Farm management 
Farm produce 
See also Agricultural marketing boards; Crops; 
Dairy products; Fruit; Wheat 
Marketing 
See also Dairy products — Marketing 


Farm supplies 
See also Fish — Feeding and feeds; Forage; 
Forage plants 
Farming See Agricutture 


Farms 
Voir aussi Exploitations agricoles 


Farms, Size of 
See also Land use, Rural 


Fasteners 
Audio signature of clothing. MICROLOG 98-04555 
(1 fiche) 


Faune 
Voir aussi Oiseaux 
Effets de |’exploitation forestière sur 
See also Wildlife — Effect of logging on 
Protection 


Voir aussi Chasse et piégeage; Oiseaux — 
Protection 


Oiseaux protégés au Canada en vertu de la Loi sur 
la Convention concernant les oiseaux 
migrateurs. MICROLOG 98-04546 (1 fiche) 

Ontario 
See also Wildlife — Ontario 
Territoires du Nord-Ouest 
See also Wildlife — Northwest Territories 


Faune, Aménagement de la 
See also Wildlife management 


Faune marine 
Voir aussi Marmettes 


Faune, Protection de la Voir Faune — Protection 
Federal aid See Economic assistance, Domestic 


Federal aid to research See Research — 
Government aid 


Federal government 
See also Elections; Federal-provincial relations 


Report of Nova Scotia’s Select Committee on 
National Unity. MICROLOG 98-05126 (7 fiche) 

Report to the Legislative Assembly of Prince 
Edward Island respecting Resolution no. 20, and 
the principles contained in the Framework for 
discussion on Canadian unity (Calgary 
Declaration). MICROLOG 98-04828 (1 fiche) 


Federalism See Federal government 


Federal-provincial relations 

Voir aussi Relations fédérales-provinciales 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 98-04639 
(1 fiche) 

Report of Nova Scotia’s Select Committee on 
National Unity. MICROLOG 98-05126 (7 fiche) 

Report to the Legislative Assembly of Prince 
Edward Island respecting Resolution no. 20, and 
the principles contained in the Framework for 
discussion on Canadian unity (Calgary 
Declaration). MICROLOG 98-04828 (1 fiche) 


Feeds 
See also Fish — Feeding and feeds; Forage; 
Forage plants 
Femmes 
Voir aussi Femmes victimes de violence; 
Immigrantes 
Conditions économiques 
See also Women — Economic conditions 


Les Femmes et l'économie : enjeux de la 
recherche stratégique à terme. MICROLOG 
98-04760 (1 fiche) (Available on fiche only) 

L’Incidence du financement global sur les femmes 
ayant un handicap. MICROLOG 98-04769 
(2 fiche) (Available on fiche only) 

Conditions sociales 

See also Women — Social conditions 

Points saillants des activités internationales du 
Canada pour promouvoir l'avancement de la 
femme, 1990-97. MICROLOG 98-04919 (1 fiche) 
(Available on fiche only) 
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Femmes (cord’d) 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche onty) 

Droit 
Voir aussi Femmes victimes de violence — Droit 


La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 

Rapport de situation de 1996-97 et plan d'action 
pour 1997-98, mise en oeuvre de l’article 41 de la 
Loi sur les langues officielles. MICROLOG 
98-05147 (2 fiche) (Available on fiche only) 

Santé et hygiéne 
See also Women — Health and hygiene 
Santé, Services de 

See also Women’s health services 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche only) 

Statistiques 

See also Women - Statistics 

Ala recherche de données sur les femmes : les 
principales sources à Statistique Canada. 
MICROLOG 98-04711 (2 fiche) (Available on 
fiche only) 

Sources de données sur les immigrantes. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 

Manitoba 
See also Women -- Manitoba 
Nouveau-Brunswick 

See also Women — New Brunswick 

Une Toile complexe : l'accès au système de justice 
pour les femmes immigrantes victimes de 
violence au Nouveau-Brunswick. MICROLOG 
98-04707 (2 fiche) (Available on fiche only) 

Québec (Province) 

See also Women — Quebec (Province) 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche only) 


Femmes battues Voir Femmes victimes de 
violence 


Femmes en éducation 
See also Women in education 


Femmes, Services aux 
Voir aussi Femmes — Santé, Services de; Femmes 
victimes de violence, Services aux 


La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 


Femmes victimes de violence 
Voir aussi Violence familiale 
Droit 
See also Abused wives — Legal status, laws, etc. 
Une Tolle complexe : l'accès au système de justice 
pour les femmes immigrantes victimes de 


violence au Nouveau-Brunswick MICROLOG 
98-04707 (2 fiche) (Available on fiche only) 


Femmes victimes de violence, Services aux 
See also Abused women — Services for 
Une Tolle complexe : l'accès au système de justice 
pour les femmes immigrantes victimes de 
violence au Nouveau-Brunswick. MICROLOG 
98-04707 (2 fiche) (Available on fiche only) 
Fermes Voir Exploitations agricoles 
Gestion 
Voir Exploitations agricoles — Gestion 
Fertilizers 
See also Manures 


Fertilizers (cort’d) 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 


Fertilizers and manures See Fertilizers 


Fetal alcohol syndrome 
Fetal alcohol syndrome, community resource list. 
MICROLOG 98-04928 (1 fiche) 


Fibre optics 
The Spinnaker optical cable. MICROLOG 
98-04527 (1 fiche) 


Fiducie 
Voir aussi Caisses de retraite 


Field experiments 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 

Controlled raspberry yields through improved 
mulching techniques : final report. MICROLOG 
98-05105 (1 fiche) 

Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
Industry : final report. MICROLOG 98-05114 
(1 fiche) 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report — Rev. 
MICROLOG 98-051 18 (1 fiche) 

Testing of forage crop cultivars/species 
adaptation, yield and other characteristics : final 
report. MICROLOG 98-05000 (2 fiche) 


Files, Computer program See Computer 
programs 
Film industry See Motion picture industry 


Films See Motion pictures 
Films Voir Cinéma 


Finance 
See also Bankruptcy; Banks and banking; Income 
maintenance programs; Insurance; Pensions; 
Poverty; Wages 
Finance, Personal 
See a/so Bankrupicy 


Finances 
Voir aussi Assurance; Crédit agricole; Faillite; 
Fonction publique — Pensions; Inflation; 
Investissement de fonds publics; Pauvreté; 
Sécurité du revenu 


Finances locales 
Voir aussi Finances municipales 


Finances municipales 
See also Municipal finance 
Ontario 
See also Municipal finance — Ontario 


Information financière des municipalités, 1995. 
MICROLOG 98-05057 (4 fiche) 


Finances personnelles 
Voir aussi Assurance; Faillite 


Finances publiques 
Voir aussi Budget; Dépenses publiques; Dépenses 
publiques — Politique gouvernementale; 
Finances munici ; Gouvernement provincial 
— Finances; Impôt; Impôt sur le revenu; 
investissement de fonds publics; Québec 
(Province) — Finances publiques 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ministére des 
finances Canada. MICROLOG 98-04664 (2 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Secrétariat du 
Conseil du trésor du Canada. MICROLOG 
98-04637 (2 fiche) 

Vérification comptable 

See also Government auditing 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Bureau du 
Vérificateur général du Canada. MICROLOG 
98-04665 (1 fiche) 

Financial aid, Student See Student aid 


Financial institutions 
See also Banks and banking 


1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. MICROLOG 
98-04686 (1 fiche) 


Financial services industry 
Voir aussi Services financiers 
The Financial services sector and brownfield 
redevelopment : backgrounder. MICROLOG 
98-04819 (1 fiche) 


Fine arts See Arts 


Finite element method 
Finite element based spectral methods for fatique 
damage assessment of ship structures. 
MICROLOG 98-04745 (1 fiche) 
Finite element comparative study of ship structural 
detail. MICROLOG 98-04759 (1 fiche) 


Fir 
Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 


Fire losses See Fires 


Fires 
See also Forest fires 


British Columbia 

Fire losses in British Columbia in 1996. 

MICROLOG 98-04866 (1 fiche) 
Ontario 

Internal review of the Ministry of Environment and 
Energy response to the Plastimet fire, City of 
Hamilton, July 9-12, 1997. MICROLOG 98-05026 
(1 fiche) 

Piastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Fiscal policy 
An Overview of fiscal and monetary policy and its 
impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 


Fish 
See also Codfish; Fish populations; Fishing; 
Herring; Mackerel; Pacific salmon 


Composition 

Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. MICROLOG 
98-04915 (1 fiche) 

Counting 

Adult chinook escapement assessment conducted 
on the Cowichan River during 1996. MICROLOG 
98-04914 (1 fiche) 

A Preliminary report on the adult chinook salmon 
escapement study conducted on the Nanaimo 
River during 1996. MICROLOG 98-04913 
(1 fiche) 

Effect of water temperature on 

Water temperature monitoring in the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
MICROLOG 98-04911 (1 fiche) 

Feeding and feeds 

Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. MICROLOG 
98-04915 (1 fiche) 

Habitat 
See also Pacific salmon — Habitat 


Larvae 

Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 

Population 
See Fish populations 
Fish and game licences 
See also Fishing 


Fish management See Fishery management 
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Adult chinook t assessment conducted An Independent review of the 1997 Red River flood 1998-99 estimates, part Ill, report on plans and 


on the Cowichan River during 1996. MICROLOG 
98-04914 (1 fiche) 

The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. MICROLOG 
98-04912 (2 fiche) 

A Preliminary report on the adult chinook salmon 
escapement study conducted on the Nanaimo 
River during 1996. MICROLOG 98-04913 
(1 fiche) 


Fish stocks See Fish populations 


Fisheries 
See also Crab fisheries; Fishery management 


1998-99 estimates, part III, report on plans and 
priorities : Fisheries and Oceans. MICROLOG 
98-04647 (2 fiche) 

Management 

See Fishery management 

Fishermen 
See also Fishing 


Fishery Industry See Fisheries 


Fishery management 
British Columbia 

Coping with the coho crisis : a conservation- 
minded, stakeholder-sensitive and community- 
oriented strategy. MICROLOG 98-04944 (1 fiche) 

Great Lakes 

Ontario. Lake Huron Management Unit : Annual 

report 1995-96. MICROLOG 98-05086 (2 fiche) 
Ontario 

The Fishery of Christie Lake. MICROLOG 
98-05052 (1 fiche) 

The Pike Lake fishery. MICROLOG 98-05038 
(1 fiche) 


Fishery surveys 

Aduit chinook escapement assessment conducted 
on the Cowichan River during 1996. MICROLOG 
98-04914 (1 fiche) 

The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. MICROLOG 
98-04912 (2 fiche) 

A Preliminary report on the adult chinook salmon 
escapement study conducted on the Nanaimo 
River during 1996. MICROLOG 98-04913 
(1 fiche) 

Fishes See Fish 


Fishing 
Voir aussi Pêche sportive 


1995 survey of recreational fishing in Canada. 
MICROLOG 98-04909 (2 fiche) 


Ontario 

The Fishery of Christie Lake. MICROLOG 

98-05052 (1 fiche) 
The Pike Lake fishery. MICROLOG 98-05038 

(1 fiche) 

Saskatchewan 
Fish facts, 1997. MICROLOG 98-04604 (1 fiche) 
Fishing surveys 

Voir aussi Pêche sportive — Enquêtes 


1995 survey of recreational fishing in Canada. 
MICROLOG 98-04909 (2 fiche) 
Fish facts, 1997. MICROLOG 98-04604 (1 fiche) 


Fitness, Physical See Physical fitness 
Flight 
See also Aeronautics 
Physiological aspects 
Neurological Limitations of Aircraft Operations : 
human performance Implications, technical 
evaluation report. MICROLOG 98-04993 (1 fiche) 
Flood control 
Manitoba 
An Independent review of the 1997 Red River flood 
: Interim report. MICROLOG 98-04960 (1 fiche) 


Flood prevention See Flood control 


: interim report. MICROLOG 98-04960 (1 fiche) 


Flotation 
Restigouche metallurgical study, New Brunswick. 
MICROLOG 98-04987 (5 fiche) 


Flottation 
See also Flotation 

Fluid dynamics 
See also Aerodynamics; Hydrodynamics 
Development and implementation of TASCflow3D 


for parallel architecture : final report. 
MICROLOG 98-04696 (1 fiche) 


Fluid mechanics 

See also Fluid dynamics; Smoke 
Flying See Flight 
Foin 

See also Hay 


Fonction publique 
Voir aussi Fonction publique — Relations de travail 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission de la 
Fonction publique du Canada. MICROLOG 
98-04787 (2 fiche) 


Droit 
Voir Fonction publique 
Gestion du personnel 
See also Civil service — Personnel management 
Langue de travail 
Voir Administration publique — Politique 
linguistique 
Pensions 
See also Civil service — Pensions 
Caisse de dépôt et placement du Québec : Survol 
des activités 1997. MICROLOG 98-04849 
(1 fiche) 
Politique linguistique 


Voir Administration publique — Politique 
linguistique 


Relations de travail 
See also Employee-management relations in 
government 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission des 
relations de travail dans la fonction publique. 
MICROLOG 98-04780 (1 fiche) 
Traitements, indemnités, etc. 
See also Civil service — Salaries 
Ontario 
See also Civil service -- Ontario 


Fonctionnaires 
See also Public officers 
Fonctionnaires locaux 
See also Local officials and employees 
Pensions 
See also Local officials and employees - Salaries, 
pensions, etc. 
Fonds publics, Investissement de Voir 
Investissement de fonds publics 
Food 
See also Baked products; Fruit; Native peoples -- 
Food; Nutrition 
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Voir aussi Aliments — Qualité 
Nutrient bar graphs, an Iliustrated guide to the 
nutrient value of some foods used by Aboriginal 
people in Canada. MICROLOG 98-04932 
(1 fiche) 
Testing 
Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 
Food additives 
Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. MICROLOG 
98-04915 (1 fiche) 


Priorities : Canadian Food Inspection Agency. 
MICROLOG 98-04857 (1 fiche) 


Food, Cost of See Cost and standard of living 


Food industry and trade 
See also Agricultural marketing boards; Dairy 
products industry; Food prices; Food 
processing; Liquor industry 
Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 


Food preparation See Food industry and trade 


Food prices 
Statistics 


Alberta nutritious food basket price report, 
February 1998. MICROLOG 98-05130 (1 fiche) 


Food processing 
Audiovisual resource package for safe food 
handling course for food processors : final 
report. MICROLOG 98-05097 (1 fiche) 


Food supply 
See also Agriculture 


Food trade See Food industry and trade 


Forage 

Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. MICROLOG 98-04540 
(1 fiche) 

Cattle performance on overwintered forage : final 
report. MICROLOG 98-05093 (1 fiche) 

Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 


Forage plants 
See also Hay 
Testing of forage crop cultivars/species 
adaptation, yield and other characteristics : final 
report. MICROLOG 98-05000 (2 fiche) 
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Foreign economic relations See International 
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Foreign policy See International relations 
Foreign trade See International trade 
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Alberta’s participation in Team Canada ’98, 
Mexico, Brazil, Argentina, Chile : mission report, 
January 10 to 23, 1998. MICROLOG 98-04934 
(1 fiche) 


Foreign trade regulation 
See also Commercial treaties 


Analysis of international trade dispute settlement 
mechanisms and implications for Canada’s 
Agreement on Internal Trade. MICROLOG 
98-04537 (2 fiche) 


Forest ecology 
See also Trees -- Growth 


Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 


Ontario 


The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
Ontario. MICROLOG 98-04800 (1 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book Il : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 


Quebec (Province) 
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Forest economics See Forests and forestry — 
Economic aspects 
Forest entomology See Forest insects 


Forest fauna 
See also Forest insects 


Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 


Forest fires 
The Use of fire for natural jack pine regeneration 
on cutovers. MICROLOG 98-05045 (1 fiche) 


Forest health 
Bioindicators of forest health and sustainability : 
review report and project implementation 
strategies. MICROLOG 98-05068 (2 fiche) 


Forest industries See Forest products industry 
Forest industry See Forest products Industry 


Forest insects 
Voir aussi Insectes forestiers 
Forest Insect and disease conditions in Canada, 
1995. MICROLOG 98-04628 (1 fiche) 


Forest inventories See Forest surveys 
Forest law See Forestry law and legislation 


Forest management 
See also Forest thinning 
The Central Appalachian hardwoods experience 
provides silvicultural tools for Ontario. 
MICROLOG 98-05051 (1 fiche) 
British Columbia 


Business plan, 1998-99. MICROLOG 98-04833 
(1 fiche) 
Ontario 


Commercial thinning of jack pine. MICROLOG 
98-05062 (1 fiche) 

A Comparison of red pine sawiog management 
and red pine pulpwood management. 
MICROLOG 98-05048 (1 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
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Silvicultural guide to managing for black spruce, 
jack pine, and on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 
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jack pine, and aspen on boreal forest ecosites in 
Ontario, book Il : ecological and management 
interpretations for northwest ecosites — Version 
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Forest planting See Forests and forestry 


Forest policy 
See also Forest management 


Forest production See Forests and forestry — 
Economic aspects 


Forest products 
Voir aussi Produits forestiers 


Exports and imports 


Voir aussi Produits forestiers — Exportation et 
Importation 


Forest products industry 
See also Pulp and paper industry 


Economic statistics on the forest industry from 
1970 to 1991. MICROLOG 98-04589 (1 fiche) 

Final report as to the Impact of the Skeena 
Cellulose situation on small to medium sized 
businesses in northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 

An Overview of fiscal and monetary policy and its 
impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 

Prairie forest products : an industry profile. 
MICROLOG 98-05127 (1 fiche) 


Forest regeneration See Forest reproduction 


Forest reproduction 
Voir aussi Régénération (Syivicuiture) 
Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 
The Use of fire for natural jack pine regeneration 
on cutovers. MICROLOG 98-05045 (1 fiche) 


Forest soils 
Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northern Ontario : final report. MICROLOG 
98-04510 (1 fiche) 


Forest surveying See Forest surveys 


Forest surveys 
Voir aussi Inventaires forestiers 
Bloindicators of forest health and sustainability : 
review and project implementation 
strategies. MICROLOG 98-05068 (2 fiche) 


Forest thinning 

Voir aussi Eclaircie (Sylviculture) 

Commercial thinning of jack pine. MICROLOG 
98-05062 (1 fiche) 

Earty stand tending in jack pine plantations. 
MICROLOG 98-05033 (1 fiche) 

Pre-commercial thinning in black spruce. 
MICROLOG 98-05049 (1 fiche) 


Foresterie durable 
See also Sustainable forestry 


Forestry See Forests and forestry 
Forestry industry See Forests and forestry 


Forest yew and legislation 
British Columbia. Forest Appeals Commission : 
Annual report 1997. MICROLOG 98-04837 
(1 fiche) 
Forestry research See Forests and forestry — 
Research 


Forests and fores 
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management; Logging; Sustainable forestry; 
Taigas; Trees 
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See Forest ecology 
Economic aspects 
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Economic statistics on the forest industry from 
1970 to 1991. MICROLOG 98-04589 (1 fiche) 

Issues In realizing economic benefits from 
research : lessons from case studies. 
MICROLOG 98-04799 (1 fiche) 

An Overview of fiscal and monetary policy and its 
impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 

Experimental areas 

The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
Ontario. MICROLOG 98-04800 (1 fiche) 

Swan Lake Forest Research Reserve geographic 
information system, user's guide. MICROLOG 
98-05053 (1 fiche) 

Information storage and retrieval systems 

See Information storage and retrieval systems — 
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Law and legislation 

See Forestry law and legislation 

Mensuration 
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Remote sensing 

Bioindicators of forest health and sustainability : 
review report and project implementation 
strategies. MICROLOG 98-05068 (2 fiche) 

Research 

The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
in the Rinker Lake Research Area, northwestern 
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Issues in realizing economic benefits from 
research : lessons from case studies. 
MICROLOG 98-04799 (1 fiche) 

Surveying 

See Forest surveys 

Thinning 
See Forest thinning 
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Business plan, 1998-99. MICROLOG 98-04833 
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Clearcutting and its alternatives for upland black 
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Commercial thinning of jack pine. MICROLOG 
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Mixed planting of jack pine, black and white 
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Natural regeneration in boreal mixedwood forests. 
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Pre-commercial thinning In black spruce. 
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The Use of fire for natural jack pine regeneration 
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The Central Appalachian hardwoods experience 
provides silvicultural tools for Ontario. 
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La Demande mondiale de produits forestiers, 
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L'Offre de bois rond industriel au Québec : une 
analyse économétrique exploratoire — Rév. 
MICROLOG 98-04592 (1 fiche) 

Situation financière de l'industrie forestière de 
1989 à 1992. MICROLOG 98-04588 (1 fiche) 

Statistiques économiques de l'industrie forestière 
de 1970 à 1991. MICROLOG 98-04589 (1 fiche) 
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See also Forestry law and legislation 
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Utilisation du DVP pour mesurer la hauteur de 
peuplements forestiers sur photographies 
aériennes d'échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 
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See also Forests and forestry — Research 
Surfaces expérimentales 
See also Forests and forestry — Experimental areas 
Télédétection 
See also Forests and forestry — Remote sensing 
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analyse économétrique exploratoire — Rév. 
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Fossil fuels 

See also Natural gas 
Fourrage 

See also Forage 
Fowling 

Voir aussi Oiseaux — Chasse et plégeage 

Migratory game bird hunters and hunting in 
Canada MICROLOG 98-04545 (2 fiche) 

Fracture mechanics 


Jid testing of an HY 80 steel weldment. 
MICROLOG 98-04989 (1 fiche) 


Framboises 
See also Raspberries 
Français (Langue) 
Voir aussi Bilinguisme; Politique linguistique 
Politique 
Voir Politique linguistique 


Freedom of information 
See also Government information 


1998-99 estimates, part Ill, report on plans and 
priorities : offices of the Information and Privacy 
Commissioners. MICROLOG 98-04774 (1 fiche) 

Access and privacy directory, provincial 
government and government agencies, Freedom 
of Information and Protection of Privacy Act. 
MICROLOG 98-05106 (9 fiche) 


Freight and freightage 

See also Pipe lines; Vehicles 

inter-regional transportation costs of the Canadian 
pulp and paper industry. MICROLOG 98-04600 
(1 fiche) 

Transportation cost analysis of the Canadian pulp 
and paper industry for the years 1986-91. 
MICROLOG 98-04597 (1 fiche) 

Freight transportation See Freight and 
freightage 
French Canadians 
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Francophone minorities : assimilation and 
community vitality. MICROLOG 98-05014 
(2 fiche) (Available on fiche only) 


French language 
See also Bilingualism 


Fresh water 
Voir aussi Eau douce 


Canada and freshwater, experience and practices. 
MICROLOG 98-04577 (1 fiche) 
Fringe benefits, Employee See Employee 
fringe benefits 
Froid 
See also Cold 
Effets physiologiques 
See also Cold -- Physiological effect 


Fruit 
See also Berries 


Diseases and pests 
Woolly elm aphid control on saskatoon berries : 
final report. MICROLOG 98-05102 (2 fiche) 


Fruit trees 
Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. MICROLOG 98-05114 
(1 fiche) 


Diseases and pests 
See Fruit — Diseases and pests 
Fruits 
See also Fruit 
Maladies et fléaux 
See also Fruit — Diseases and pests 
Fuel 
See also Combustion; Natural gas 
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Fumier 
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Furans 
Air quality monitoring for dioxins, furans and PCBs 
in the Swan Hills area, summer 1997, July 7 to 
August 1. MICROLOG 98-04923 (1 fiche) 


Fur-bearing animals 
See also Muskox 
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Gadidae See Codfish 
Galeries Voir Musées et galeries 
Galleries See Museums and galleries 


Gambling 
See also Casinos 


Game bird hunting See Fowling 
Game management See Wildlife management 


Games 
See also Casinos 


Garde des enfants 

Le Déménagement des parents gardiens : rapport 
final. MICROLOG 98-04921 (2 fiche) (Available 
on fiche only) 

Subventions à la consommation ou subventions à 
la production : comment les gouvernements 
doivent-ils dispenser l'aide à la garde des 
enfants? MICROLOG 98-04798 (1 fiche) 


Garde des enfants (Droit) 
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Gas companies 
See also Gas manufacture and works 


SaskEnergy Incorporated : Annual report 1997. 
MICROLOG 98-04848 (1 fiche) 
Gas industry 
Environmental aspects 
Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
MICROLOG 98-04621 (1 fiche) 
Saskatchewan 


SaskEnergy Incorporated : Annual report 1997. 
MICROLOG 98-04848 (1 fiche) 
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See also Gas companies 

Thunder Energy Inc., applications to modify an 
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gas processing facility and increase the 
hydrogen sulphide concentration of existing 
pipelines, Kelsey area : examiner report 98-2, 
applications no. 1007719 and 1013399. 
MICROLOG 98-04957 (1 fiche) 
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Companies 
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Alberta 
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Saskatchewan 
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Canadian 88 Energy Corp., application to 
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1010138. MICROLOG 98-04977 (1 fiche) 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
MICROLOG 98-04980 (1 fiche) 
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Gaz 
Industrie 
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Gaz naturel 
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Gaz naturel (cont’d) 
Pipelines 
Voir aussi Gazoduc de la route de l'Alaska 


Gazoduc de la route de l’Alaska 
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Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Administration du 
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Gendarmerie royale du Canada 

See also Royal Canadian Mounted Police 

Budget des dépenses, 1998-99, partie lil, rapport 
sur les plans et les priorités : Comité externe 
d’examen de la GRC. MICROLOG 98-04785 
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Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission des 
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98-04783 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Gendarmerie royale 
du Canada. MICROLOG 98-04777 (2 fiche) 


General education 
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Genetic engineerin 
How does bovine viral diarrhoea virus cause 
disease : final report. MICROLOG 98-05098 
(1 fiche) 


Genetics 
See also Genetic engineering 


Génie civil 
Voir aussi Travaux publics 


Génie génétique 
See also Genetic engineering 


Geochemical prospecting 
Ontario 
Hemlo-Heron Bay-White Lake high density lake 
sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 
Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. MICROLOG 98-05054 (1 fiche) 


Geochemis 
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Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. MICROLOG 98-04862 
(1 fiche) 

Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 


Géochimie 
See also Geochemistry 
Geognosy See Geology 
Geographic information systems 
Swan Lake Forest Research Reserve geographic 
information system, user's guide. MICROLOG 
98-05053 (1 fiche) 
Géographie 
Voir aussi Emigration et immigration 
Systèmes d’information 
Voir Systèmes d'information — Géographie 


Géographie de la population 
Voir aussi Emigration et immigration 


Geography 

See also Cartography; Emigration and immigration 
Geological research See Geology - Research 
Géologie 

Voir aussi Sediments contaminés 

Recherche 
See also Geology — Research 
Nouveau-Brunswick 
See also Geology — New Brunswick 
Ontario 
See also Geology -- Ontario 
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See also Contaminated sediments; Drift; 
Geochemistry; Lake sediments; Marine 
sediments; Mineralogy; Ores; Sulphide minerals 


Research 

Current research 1998-C : Canadian Shield. 

MICROLOG 98-04897 (3 fiche) 
Alberta 

Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.0.G. Strathmore 7-12-25-25W4, east of 
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AR EIT OC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 

Atlantic Provinces 
See also Geology — New Brunswick 
New Brunswick 

Information to tenderers package for bituminous 
shale (oil shales) licence to search in the 
Moncton Subbasin, southeastern New 
Brunswick. MICROLOG 98-04998 (1 fiche) 

Ontario 

Quaternary geology, Long Point-Port Burwell area. 

MICROLOG 98-05073 (2 fiche) 
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Géomatique 
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See also Glacial landforms 
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Budget des dépenses, 1998-99, partie Ill, rapport 
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Voir aussi Systèmes d'information 
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Gibier d’eau 
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GIS (Information systems) See Geographic 
information systems 


Glacial landforms 
Quaternary geology, Long Point-Port Burwell area. 
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Glaciated terrain See Glacial landforms 
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Gold recovery and kimberlite/diamond indicators 
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Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. MICROLOG 98-05054 (1 fiche) 
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Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. MICROLOG 
98-04985 (2 fiche) 
Goods, Consumer See Consumer goods 


Gouvernement fédéral 
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provinciales 
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Gouvernement provincial 
Voir aussi Relations fédérales-provinciales 


Finances 
See also Provincial government — Finance 


Budget 1998-99 : discours sur le budget. 
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Budget 1998-99 : plan budgétaire. MICROLOG 
98-04855 (2 fiche) 

Budget 1998-99 : renseignements supplémentaires 
sur les mesures du budget. MICROLOG 
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Voir aussi Finances municipales 
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Voir aussi Procédure parlementaire 
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agencies 
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Government aid to research See Research -— 
Government aid 


Government aid to the arts 
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Canada Development Investment Corporation : 
Annual report 1997. MICROLOG 98-04871 
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Government contracts See Public contracts 


Government decentralization See 
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See also Crown corporations 


Government paperwork 
Classification plan and retention schedules for 
administrative records. MICROLOG 98-05103 
(3 fiche) 


Government programs 
Voir aussi Programmes gouvernementaux 
Seniors guide to federal programs and services, 
1998. MICROLOG 98-04724 (1 fiche) 
Your guide to government of Canada services and 
support for small business, 1998-99. MICROLOG 
98-04843 (2 fiche) 


Government, Provincial See Provincial 
government 


Government purchasing 
See also Expenditures, Public 


Government regulation See Trade regulation 


Government spending policy 
See also Employment subsidies 


Parliamentary committee review of the revised 
Estimates documents. MICROLOG 98-05001 
(1 fiche) 


Governmental investigations 
See also Freedom of information; Ombudsman 


Grading and marking (Students) 
See also Student evaluation 


Grain 
See also Wheat 
Diseases and pests 
See also Wheat -- Diseases and pests 
Grants in aid of research See Research grants 


Grants-in-aid 
See also Economic assistance, Domestic; 
Research grants 


Granulats 
See also Aggregates (Building materials) 


Grasses 
See also Wheat 


Grasslands 
See also Rangelands 


Gravité 
See also Gravity 


Gravity 
Physiological effect 
An Investigation into the effect of + Gz stress on 
binaural signal detection performance using a 
spatial audio display : final report. MICROLOG 
98-04995 (1 fiche) 


Grazing 

Cattle performance on overwintered forage : final 
report. MICROLOG 98-05093 (1 fiche) 

Economic and agronomic analysis of swath 
grazing vs stored feed : final report. MICROLOG 
98-05090 (1 fiche) 

Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 


Groupes ethniques 
Voir aussi Canadiens français 
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Guaranteed income See Income maintenance 
programs 

Guardian and ward 
See also Custody of children 


Guerre chimique 
See also Chemical warfare 


Guidance, Vocational See Vocational guidance 


Gulf of St. Lawrence 
Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 


Gyroscopes 
lon compensation study : task one report. 
MICROLOG 98-04528 (1 fiche) 
Motion compensation study : task two report. 
MICROLOG 98-04529 (1 fiche) 


H 


Habitat (Ecologie) 
See also Habitat (Ecology) 


Habitat (Ecology) 
See also Birds — Habitat; Pacific salmon -- Habitat 


Alberta 

Wildlife corridor and habitat patch guidelines for 

the Bow Valley. MICROLOG 98-04937 (1 fiche) 
British Columbia 

Water temperature monitoring in the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
MICROLOG 98-04911 (1 fiche) 

Habitation a loyer modique Voir Logement 
locatif 


Habitations 
Voir aussi Maisons de retraite 
Possession 
See also Home ownership 
Accession à une propriété abordable au Nouveau- 
Brunswick : document de travail pour recueillir 


des suggestions et favoriser des partenariats. 
MICROLOG 98-04983 (1 fiche) 


Habitude de fumer Voir Tabagisme 
Halieutique Voir Pêche sportive 


Handicapés 
Voir aussi Personnes atteintes de troubles du 
développement 


Conditions économiques 
L’Incidence du financement global sur les femmes 
ayant un handicap. MICROLOG 98-04769 
(2 fiche) (Availabie on fiche only) 
Services aux 
Voir aussi Handicapés mentaux — Services aux 


Entente de soutien personnalisé à l'intention des 
personnes ayant un handicap de 
développement. MICROLOG 98-05046 (1 fiche) 

Stratégie de réorientation pour les adultes ayant 
un handicap de développement. MICROLOG 
98-05029 (1 fiche) 

Ontario 

See also Handicapped — Ontario 

Entente de soutien personnalisé à l'intention des 
personnes ayant un handicap de 
développement. MICROLOG 98-05046 (1 fiche) 

Stratégie de réorientation pour les adultes ayant 
un handicap de développement. MICROLOG 
98-05029 (1 fiche) 

Handicapés mentaux 
See also Mentally handicapped 
Droit 
See also Mentally ill — Civil rights 
Services aux 
See also Mentally handicapped — Services for 


Premier volet, évaluation formative, projet Choix et 
possibilités, L.-P-E. : rapport d'ensemble. 
MICROLOG 98-04755 (1 fiche) 


Handicapped 
See also Architecture and the physically 
handicapped; Developmentally disabled 


Economic aspects 
The Impact of block funding on women with 


disabilities. MICROLOG 98-04769 (2 fiche) 
(Available on fiche only) 


Legal status, laws, etc. 
See also Mentally Ill — Civil rights 
Services for 
See also Mentally handicapped — Services for 


Individual support agreements for people with 
developmental disabilities. MICROLOG 98-05046 
(1 fiche) 

Reinvestment strategy for adults with a 
developmental disability. MICROLOG 98-05029 
(1 fiche) 

Ontario 

Voir aussi Handicapés -- Ontario 

Individual support agreements for people with 
developmental disabilities. MICROLOG 98-05046 
(1 fiche) 

Reinvestment strategy for adults with a 
developmental disability. MICROLOG 98-05029 
(1 fiche) 


Harcélement sexuel 

See also Sexual harassment 

L’Accés à la justice pour des victimes de 
harcèlement sexuel : l'impact de la décision 
Béliveau-St-Jacques sur les droits des 
travailleuses à l'indemnisation pour les 
dommages. MICROLOG 98-04708 (2 fiche) 
(Available on fiche only) 


Hardwoods 
See also Birch 


The Central Appalachian hardwoods experience 
provides silvicultural tools for Ontario. 
MICROLOG 98-05051 (1 fiche) 

SCANSS, Silvicultural Calibration of Algoma/North 
Shore Stands : a progress report. MICROLOG 
98-05079 (1 fiche) 


Hareng 
See also Herring 


Ha 
Elanigeion of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hessian fly, Mayetiola 
destructor, from hay. MICROLOG 98-05096 
(1 fiche) 


Hazardous goods See Hazardous substances 


Hazardous substances 
See also Dioxins; Pesticides; Polychlorinated 
biphenyls; Radioactive waste disposal in the 
ground 


1998-99 estimates, part Ill, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 98-04688 
(1 fiche) 

Environmental aspects 

Voir aussi Substances dangereuses — Aspect de 

l’environnement 


Safety measures 
The Decommissioning of DRES Building 12. 
MICROLOG 98-04740 (1 fiche) 


Hazardous waste sites 
See also Radioactive waste disposal in the ground 


Hazardous waste treatment facilities 
See also Radioactive waste disposal in the ground 


Hazardous wastes 
See also Radioactive waste disposal in the ground 


Head 
Wounds and injuries 
impact head Injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. MICROLOG 
98-04994 (1 fiche) 


Health 
See also Alcoholism; Industrial hygiene; Mental 
health; Nutrition; Prenatal care; Public health; 
Smoking; Women — Health and hygiene 


Health care See Medical care 


Health facilities 
See also Hospitals; Nursing homes 
St. Louis Alcoholism Rehabilitation Centre (Sask.) : 
Annual report 1996-97. MICROLOG 98-04602 
(1 fiche) 


Health institutions See Health facilities 


Health insurance 
Saskatchewan 

Saskatchewan Extended Health Care Plan : 
Annual report 1997. MICROLOG 98-04618 
(1 fiche) 

Saskatchewan. Medical Services & Health 
Registration Branch : Annual statistical report 
1996-97. MICROLOG 98-04622 (1 fiche) 


Health of workers See Industrial hygiene 


Health products 
See also Patent medicines 


Health promotion 
Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. MICROLOG 98-04950 
(1 fiche) 


Health, Public See Public health 

Health records See Medical records 
Health research See Medicine -- Research 
Health services See Public health 


Health services administration 
Alberta. Provincial Mental Health Board : Annual 
report 1995-96. MICROLOG 98-05135 (1 fiche) 
Haliburton, Kawartha and Pine Ridge health 
services restructuring report. MICROLOG 
98-05039 (2 fiche) 


Health services for women See Women's 
health services 


Hearing 
An Investigation into the effect of + Gz stress on 
binaural signal detection performance using a 
spatial audio display : final report. MICROLOG 
98-04995 (1 fiche) 


Testing 
See Audiometry 


Heat 
Physiological effect 
Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. MICROLOG 
98-04749 (2 fiche) 


Heating 
See also Heat; Insulation; Solar heating 


Hélices 
See also Propellers 


Helmets 
Risk assessment of bacteriologic health hazards in 
the helmet bladder component of a pressure 
breathing for G (PBG) system. MICROLOG 
98-04585 (1 fiche) 


Heritage conservation 

Voir aussi Conservation de I’héritage 

1998-99 estimates, part III, report on plans and 
priorities : Canadian Heritage. MICROLOG 
98-04660 (2 fiche) 

The New Brunswick heritage sourcebook : 
addendums — Rev. May 1997. MICROLOG 
98-05136 (1 fiche) 

Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 


Herring 
The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. MICROLOG 
98-04912 (2 fiche) 
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High school education See Secondary 
education 
ee school students 
High School Foundation Program 
performance levels — Interim. MICROLOG 
98-04988 (2 fiche) 


High technology 
See also High technology industries 


High technology industries 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 


Higher education 
See also Community colleges; Universities and 
colleges 
Atlantic Provinces 
Voir aussi Enseignement supérieur -- Provinces de 
l'Atlantique 


Maritime Provinces Higher Education Commission 
(Canada) : Annual report 1996-97. MICROLOG 
98-04598 (1 fiche) 

Survey of 1996 graduates in Atlantic Canada. 
MICROLOG 98-04595 (2 fiche) 


Highways See Roads and highways 


Histoire 
Voir aussi Lieux historiques 


Historic sites 
Voir aussi Lieux historiques 
Quebec (Province) 
Voir aussi Lieux historiques - Québec (Province) 
1998-99 estimates, part Ill, report on plans and 


priorities : National Battlefields Commission. 
MICROLOG 98-04691 (1 fiche) 


Historical record preservation See Archives 


pbs 
See also Historic sites; Nova Scotia — History 


Home economics 
See also Cost and standard of living; Food 
Home offices See Work environment 


Home ownership 
Voir aussi Habitations — Possession 


Affordable homeownership in New Brunswick : a 
discussion paper to stimulate ideas and 
partnerships. MICROLOG 98-04983 (1 fiche) 

Homes for special care See Nursing homes 
Homes for the aged See Nursing homes; 
Retirement homes 
Hommes d’affaires Indiens Voir Autochtones — 
Entreprises 
Hôpitaux 
See also Hospitals 
Ontario 
See also Hospitals — Ontario 


Horticulture 
See also Muiching; Sowing 


Hosphn ous y 


See also Congresses and conventions; Hotels, 
taverns, etc. 


Manitoba 
See also Tourist trade -- Manitoba 


Hospitals 
Ontario 


Haliburton, Kawartha and Pine Ridge health 
services restructuring report. MICROLOG 
98-05039 (2 fiche) 


Hotels See Hotels, taverns, etc. 


Hétels | 
Voir aussi Equipements de congrés 


Hotels, taverns, etc. 
A Guide for liquor licensees in British Columbia. 
MICROLOG 98-04815 (1 fiche) 
Household violence See Family violence 


Housing 
See also Cooperative housing; Home ownership; 
Public housing; Rental housing 


Housing (cont'd) 
Atlantic Provinces 
See also Housing — New Brunswick; Public 
housing — Prince Edward Island 
New Brunswick 
Voir aussi Logement — Nouveau-Brunswick 


Affordable homeownership in New Brunswick : a 
discussion paper to stimulate ideas and 
partnerships. MICROLOG 98-04983 (1 fiche) 

Ontario 

See also Housing -- Ottawa-Carieton (Ont.); Rental 

housing -- Ottawa-Carieton (Ont.) 


Ontario. Ministry of Municipal Affairs & Housing : 
Annual report 1996-97. MICROLOG 98-05083 
(1 fiche) 

Ottawa-Carieton (Ont.) 
See also Rental housing -- Ottawa-Carleton (Ont.) 


Retirement homes report : Ottawa, 1998. 
MICROLOG 98-04571 (1 fiche) 


Saskatchewan 


Saskatchewan Housing Corporation : Annual 
report 1997. MICROLOG 98-04632 (1 fiche) 


Housing, Cooperative See Cooperative housing 
Housing market See Real estate business 


Housing policy 
See also Public housing 


Housing programs See Public housing 
Housing, Public See Public housing 
Housing, Rental See Rental housing 


Hulls (Naval architecture) 

Added resistance prediction in SHIPMO7 using a 
near-field method. MICROLOG 98-04563 
(1 fiche) 

Finite element comparative study of ship structural 
detail. MICROLOG 98-04759 (1 fiche) 

Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. MICROLOG 98-04746 (1 fiche) 


Human ecology 
See also Cost and standard of living; Industrial 
hygiene 


Human engineering 
Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Human physiology 
See also Exercise - Physiological aspects; Flight — 
Physiological aspects; Gravity — Physiological 
effect 


Human resource development See Education 


Human resources 
Voir aussi Ressources humaines 


1998-99 estimates, part lll, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 98-04681 (2 fiche) 


Human rights 
See also Civil rights 


1998-99 estimates, part Ill : report on plans and 
priorities : Human Rights Tribunal Panel. 
MICROLOG 98-04856 (1 fiche) 

Canada’s international activities to promote the 
advancement of women : highlights, 1990-97. 
MICROLOG 98-04919 (1 fiche) (Available on 
fiche only) 

Canadian Human Rights Commission : Annual 
report 1997. MICROLOG 98-05028 (2 fiche) 


Northwest Territories 


Northwest Territories. Fair Practices Office : Annual 
report 1996-97. MICROLOG 98-04882 (1 fiche) 


Humanities 
See also Arbitration, International; Arts; 
Discrimination; Eating disorders; Equality before 
the law; Family mediation; Historic sites; Native 
peoples — Justice; Nova Scotia — History; Sexual 
harassment; Social sciences 


1998-99 estimates, part Ill, report on plans and 
Priorities : Social Sciences and Humanities 
Research Council of Canada. MICROLOG 
98-04779 (1 fiche) 


Hunting 
See also Fishing; Fowling; Wildlife management 


Hunting accidents See Accidents 
Husbandry See Agriculture 


Hydraulic structures 
ee also Gas wells; Oil wells; Pipe lines 


Hydraulics 
ee also Smoke 


Hydroacoustics See Underwater acoustics 


Hydrobiologie 
Voir aussi Crabes; Marmettes 


Hydrocarbons 
ee also Natural gas 


Hydrochemistry See Water chemistry 


Hydrodynamics 
ee also Ships — Hydrodynamics 


Cavitation performance of propeller blade root 
fillets. MICROLOG 98-04522 (1 fiche) 

Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. MICROLOG 98-04564 (1 fiche) 

Evaluation of the cavitation inception prediction 
capabilities of the propeller surface panel code 
ASP-2. MICROLOG 98-04561 (1 fiche) 


Hydrography 
ee a/so Lakes; Rivers 


Hydrologie 
Voir aussi Océanographie 


H sore 
ee also Flood control; Floods; Oceanography; 
Water chemistry 


Hydrometallurgy 
velopment and pilot testing of a continuous 
copper cementation thickener cone. MICROLOG 
98-04984 (1 fiche) 


Hygiéne du milieu 
Voir aussi Air, Pollution de I’; Hygiène industrielle; 
Milieu de travail 
Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques -- Mise a 
jour. MICROLOG 98-04615 (1 fiche) 


Hygiéne du travail Voir Hygiéne industrielle 


Hygiène industrielle 
Voir aussi Sécurité du travail 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Centre canadien 
d'hygiène et de sécurité au travail. MICROLOG 
98-04636 (1 fiche) 


Hygiene, Public See Public health 


Hypothèques 
ee also Mortgages 


Ichthyoplankton See Fish -- Larvae 


Île-du-Prince-Édouard 
See also Prince Edward Island 


Illettrisme Voir Alphabétisation 
Illiteracy See Literacy 


Immeubles commerciaux 
Voir aussi Equipements de congrès 


Immigrant women See Women immigrants 


immigrantes 
See also Women immigrants 


Sources de données sur les immigrantes. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 

Une Toile complexe : l'accès au système de justice 
pour les femmes immigrantes victimes de 
violence au Nouveau-Brunswick. MICROLOG 
98-04707 (2 fiche) (Available on fiche only) 


Immigrants 
See also Ethnic groups; Refugees; Women 
immigrants 
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Immigrants (cont'd) 
Services for 
The Hamiltton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Parents Helping Parents 
Program. MICROLOG 98-04516 (1 fiche) 
(Available on fiche only) 


Immigrants 
Voir aussi Immigrantes; Réfugiés 


Services aux 
See also immigrants — Services for 
Immigration See Emigration and immigration 
immigration Voir Emigration et immigration 


Immobilier 
Voir aussi Habitations — Possession; Logement 
locatif, Promotion immobilière 


Fonds d'indemnisation du courtage immobilier 
(Québec) : Rapport d'activités 1997. MICROLOG 
98-04612 (1 fiche) 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 


Impact analysis, Environmental See 
Environmental impact analysis 


Implications sociales 
See also Social impact 
Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. MICROLOG 
98-05003 (3 fiche) 
Import and export controls See Foreign trade 
regulation 
Impôt 
Voir aussi Encouragements fiscaux; Impôt sur le 
revenu 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Cour canadienne 
de l'impot. MICROLOG 98-04773 (1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Revenu Canada. 
MICROLOG 98-04722 (2 fiche) 


Impôt local 
See also Local taxation 


Impôt sur la fortune 
See also Property tax 


Impôt sur le revenu 
See also Income tax 
Le Régime fédéral d’encouragements fiscaux à la 
recherche scientifique et au développement 
expérimental : rapport d'évaluation. MICROLOG 
98-04715 (2 fiche) 


incendies 
See also Fires 
L’Incendie au Québec en 1996 : statistiques sur les 
incendies. MICROLOG 98-04631 (1 fiche) 


Incentives in industry 
See also Wages 


Incentives, Tax See Tax incentives 
Incidences sociales Voir Implications sociales 


Income 
See also Income maintenance programs; Income 
tax; Pensions; Poverty; Wages 


Income distribution 
See also Income maintenance programs 
Eamings dynamics in Canada : the earings 
mobility of Canadians, 1982-92. MICROLOG 
98-04791 (2 fiche) 


Income maintenance programs 
See also Pensions; Workers’ compensation 


New Brunswick Job Corps, process evaluation : 
final report. MICROLOG 98-04940 (1 fiche) 


Income tax 
Voir aussi Impôt sur le revenu 
The Federal system of income tax incentives for 
scientific research and experimental 
development : evaluation report. MICROLOG 
98-04714 (2 fiche) 


Independent regulatory commissions 
Voir aussi Commissions de régiementation 
autonomes 


1998-99 estimates, part Ill, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 98-04641 (1 fiche) 

1998-99 estimates, part Ili, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. MICROLOG 
98-04643 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 98-04689 (1 fiche) 

1998-99 estimates, part Ili, report on plans and 
Priorities : Civil Aviation Tribunal. MICROLOG 
98-04667 (1 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 98-04688 
(1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Energy Board. MICROLOG 
98-04642 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. MICROLOG 
98-04686 (1 fiche) 

Alberta Automobile Insurance Board : Annual 
report 1997. MICROLOG 98-05107 (1 fiche) 
British Columbia. Forest Appeals Commission : 
Annual report 1997. MICROLOG 98-04837 

(1 fiche) 

Canada. National Energy Board : Annual report 
1997. MICROLOG 98-04835 (1 fiche) 

Ontario Insurance Commission : Annual report 
1996-97. MICROLOG 98-05059 (2 fiche) 


Independent schools See Private schools 
Indians See Native peoples 


Indicateurs économiques 
Voir aussi Prévision économique 


Indicateurs environnementales 
See also Environmental indicators 


Indigènes Voir Autochtones 


Indoor air pollution 
Physical flow modeling of contaminants in a frigate 
cleansing station. MICROLOG 98-04695 (2 fiche) 


Industrial accidents 
British Columbia 


Annual report, statistics '97. MICROLOG 98-05081 
(1 fiche) 

Trends in types of accident by occupation, 
1992-96, British Columbia. MICROLOG 98-04816 
(2 fiche) 


Ontario 


Internal review of the Ministry of Environment and 
Energy response to the Plastimet fire, City of 
Hamilton, July 9-12, 1997. MICROLOG 98-05026 
(1 fiche) 

Piastimet Inc. fire, Hamitton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Industrial development See industrialization 
New Brunswick 
See Industrialization — New Brunswick 
Industrial education See Technical education 


Industrial engineering 
See also Human engineering; Work environment 


Industrial hygiene 
Voir aussi Hygiéne industrielle 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. MICROLOG 98-04636 (1 fiche) 


Industrial management 
See also Human engineering; Industrial hygiene; 
Work environment 


Industrial microbiology 
Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. MICROLOG 
98-05099 (1 fiche) 


Industrial microbiology (cont'd) 

Risk assessment of bacteriologic health hazards in 
the helmet bladder component of a pressure 
breathing for G (PBG) system. MICROLOG 
98-04585 (1 fiche) 


Industrial policy See industry and state 
Industrial production See industry 


Industrial relations 
See also Employee-management relations in 
government; Management 


1998-99 estimates, part Ill, report on plans and 
priorities : Canada Labour Relations Board. 
MICROLOG 98-04676 (1 fiche) 

Ontario 


Ontario Labour Relations Board reports, Nov.-Dec. 
1997. MICROLOG 98-05069 (2 fiche) 


Industrial research 
See also Agriculture — Research; Technology 
transfer 


Survey of Canadian industrial and research activity 
related to the ultraviolet : final report. 
MICROLOG 98-04738 (1 fiche) 


Industrial safety 
See also Hazardous substances; Industrial 
hygiene; Protective clothing 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. MICROLOG 98-04636 (1 fiche) 

Field trial safety audit, phase Ill : summary and 
recommendations. MICROLOG 98-04992 
(1 fiche) 

Alberta 

Phase two report of field trial safety audit and 
recommendations. MICROLOG 98-04754 
(1 fiche) 

Nova Scotia 


The Nova Scotia Department of Labour, a review 
of the Occupational Health and Safety Division. 
MICROLOG 98-04802 (2 fiche) 


Industrial sites 

Voir aussi Zones industrielles 

The Financial services sector and brownfield 
redevelopment : backgrounder. MICROLOG 
98-04819 (1 fiche) 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. MICROLOG 
98-04821 (3 fiche) 

Industrial training See Vocational education 


Industrialisation 
See also industrialization 
Nouveau-Brunswick 
See also Industrialization — New Brunswick 


Industrialization 
New Brunswick 


Kent Economic Commission : Annual report 
1994-95. MICROLOG 98-051 22 (1 fiche) 


Industrie 
Voir aussi Agriculture; Agriculture — Ontario; 
Industries aérospatiales; Industries énergétiques; 
Nouveau-Brunswick — Industrie; Pêches; 
Produits forestiers — Industrie; Services 
informatiques — Industrie; Transfert de 
technologie 
Aspect de l’environnement 


See also Industry — Environmental aspects 


Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques — Mise à 
jour. MICROLOG 98-04615 (1 fiche) 


Industrie de la pêche Voir Pêches 


Industrie et éducation 
See also Industry and education 
Évaluation des méthodes, Succès 
Nouvelle-Ecosse 2000 : rapport final. 
MICROLOG 98-04731 (2 fiche) 


Industrie et État 
Voir aussi Eclaircie (Syiviculture); Entreprises 
publiques; Politique agricole 
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Industrie et État (cont'd) Inebriety See Alcoholism Informatisation Voir Systèmes d'information 
Budget des dépenses, 1998-99, partie Ill, rapport Infants Infrastructure (Economics) 
ROC. et les Pics tehay ee Canada. See also Prenatal care See also Health facilities; Provincial parks; Roads 
POSTE Infirmaries See Hospitals and highways 
Québec (Province) Ingénierie 
See also Industry and state — Quebec (Province) Inflation 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement 
économique Canada pour les régions du 
Québec. MICROLOG 98-04865 (2 fiche) 


Industrie laitière 
See also Dairy products industry; Dairying 


Industrie pétrochimique 
See also Petroleum chemicals industry 


Industries aérospatiales 
See also Aerospace industries 
L'Aérospatiale au Québec, 1997. MICROLOG 
98-04864 (3 fiche) 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Agence spatiale 
canadienne. MICROLOG 98-04654 (2 fiche) 


Industries de pointe 
See also High technology industries 


Industries électriques 
Voir aussi Services informatiques — Industrie 


Industries électroniques 
Voir aussi Services informatiques — Industrie 


industries énergétiques 
See also Energy industries 


Canada. Office national de l'énergie : Rapport 
annuel 1997. MICROLOG 98-04839 (1 fiche) 


Industry 

See also Aerospace industries; Agriculture; 
Agriculture — Alberta; Agriculture — Ontario; 
Agriculture — Prince Edward Island; British 
Columbia — Industries; Computer service 
industry; Electricians; Energy industries; 
Financial services industry; Fisheries; Food 
industry and trade; Forest products industry; 
High technology industries; Hotels, taverns, etc.; 
Industrial research; Industrialization; Manitoba — 
Industries; Mineral industries; New Brunswick — 
Industries; Nova Scotia — Industries; Plastics 
industry and trade; Saskatchewan — Industries; 
United States — Industries 


Environmental aspects 


See also Agriculture — Environmental aspects; 
Mineral industries — Environmental aspects 


Ambient and source monitoring of VOCs from 
selected manufacturing facilities in East Kildonan 
area of Winnipeg using passivated SUMMA type 
canisters : final report. MICROLOG 98-04962 
(1 fiche) 


Industry and education 
Voir aussi Industrie et éducation 
A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 


Industry and state 
See also Agriculture and state; Forest 
management; Government business enterprises; 
Labour policy 


1998-99 estimates, part Ill, report on plans and 
priorities : Industry Canada. MICROLOG 
98-04671 (3 fiche) 

Canada. National Biotech) Advisory 
Committee : Report 1998. MICROLOG 98-04827 
(2 fiche) 

Your guide to government of Canada services and 
support for small business, 1998-99. MICROLOG 
98-04843 (2 fiche) 

Manitoba 

See also Labour policy — Manitoba; Rural 
development — Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 

Quebec (Province) 
Voir aussi industrie et Etat - Québec (Province) 


1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic ment for 
Quebec Regions. MICROLOG 98-04865 (2 fiche) 


The Benefits of low inflation, taking stock. 
MICROLOG 98-04926 (1 fiche) 


Inflation (Finance) 
Voir a Inflation 


Information distribution 
See also Copyright; Freedom of information 


Information, Freedom of See Freedom of 
information 


Information networks 
Voir aussi Information, Réseaux d’ 
Law and legislation 
Voir aussi information, Réseaux d’ — Droit 


Ensuring privacy and confidentiality on Canada’s 
Health way. MICROLOG 98-04574 (1 fiche) 


Information, Réseaux d’ 
See also Information networks 


Droit 


See also Information networks — Law and 
legislation 

Le Respect de la vie privée et la confidentialité sur 
l'Inforoute santé canadienne. MICROLOG 
98-04574 (1 fiche) 


Information resources management 
Classification plan and retention schedules for 
administrative records. MICROLOG 98-05103 
(3 fiche) 


Information science 
See also Information services; Information storage 
and retrieval systems 


Information services 
See also Archives; Copyright; Information storage 
and retrieval systems; Libraries; Statistical 
services 


1998-99 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
MICROLOG 98-04690 (1 fiche) 


Information storage and retrieval systems 
See also Decision support systems; Information 
networks; Multimedia systems 


Forestry 
Swan Lake Forest Research Reserve geographic 
information system, user's guide. MICROLOG 
98-05053 (1 fiche) 


Geography 
See also Geographic Information systems 


Military art and science 


Dismounted infantry tactical task Information 
needs, phase Il : data capture approach. 
MICROLOG 98-04752 (1 fiche) 

A Soldiers Day authoring manual. MICROLOG 
98-04751 (1 fiche) 

Soldiers’ Day : software status report. MICROLOG 
98-04748 (1 fiche) 

A Soldier's Day user's manual. MICROLOG 
98-04750 (1 fiche) 


Information sur l’État 
See also Government information 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les és : Bureau 
d'information du Canada. MICROLOG 98-04690 
(1 fiche) 
Information, Systèmes d’ Voir Systèmes 
d'information 


Information systems 
Voir aussi Syst d'information 
Information technology 
See also Computer programs 
Informatique 
Voir aussi information, Réseaux d'; Protection de 
l'information (Informatique); Services 
informatiques 
Industrie 
Voir aussi Services informatiques — Industrie 


oir aussi Construction; Environnement — 
Surveillance; Gazoduc de la route de l'Alaska; 
Milieu de travail; Travaux publics 
Inhalation abuse of solvents See Solvent 
abuse 
Inheritance and succession 
See also Estates (Law) 
In-law apartments See Accessory apartments 
Innovations 
See also Technological innovations 
Aspect économique 
See also Technological innovations — Economic 
aspects 
Aspect social 
Réflexion collective sur le milieu de travail en 


évolution : rapport. MICROLOG 98-04812 
(3 fiche) 


Innovations, Technological See Technological 
innovations 
Inns See Hotels, taverns, etc. 
Inondations 
See also Floods 
Maitrise 
See also Flood control 


Insect pests 
Control 
See also Insecticides 


Insectes 
Voir aussi Insectes forestiers 


Insectes forestiers 
See also Forest insects 


Insectes et maladies des arbres au Canada, 1995. 
MICROLOG 98-04624 (1 fiche) 
Insecticides 
Wooily elm aphid control on saskatoon berries : 
final report. MICROLOG 98-05102 (2 fiche) 


Insecticides 
See also Insecticides 
Insects 
See also Aphididae; Forest insects 
Insolvency See Bankruptcy 
Installations nucléaires 
Voir aussi Energie nucléaire 
Institutional care 
See also Nursing homes 
Institutional care facilities See Nursing homes 
Institutions, associations, etc. See 
Associations, institutions, etc. 
Institutions financléres 
See also Financial institutions 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Bureau du 
surintendant des institutions financiéres Canada. 
MICROLOG 98-04686 (1 fiche) 
Instruction See Education 
Instructional materials 
See also Audiovisual materials 
Audiovisual resource package for safe food 


handling course for food processors : final 
report. MICROLOG 98-05097 (1 fiche) 


Instructional reform See Educational change 
insulation 
See also Cold weather clothing 
Enhanced variable insulation clothing : final report. 
MICROLOG 98-04582 (1 fiche) 


Insurance 
See also Agricultural insurance; Automobile 
insurance; Health insurance 


Ontario Insurance Commission : Annual report 
1996-97. MICROLOG 98-05059 (2 fiche) 
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Insurance, Agricultural See Agricuttural 
insurance 


Insurance, Automobile See Automobile 
insurance 


Insurance, Health See Health insurance 


Integrated circults 
Final report for the improved window addressable 
memory — Rev. MICROLOG 98-04531 (1 fiche) 


Intellectual life See Cultural policy 


Intellectual property 
See also Copyright 


Canadian Intellectual Property Office : Annual 
report 1996-97. MICROLOG 98-04895 (1 fiche) 


Intelligence, Artificial See Artificial intelligence 


intelligence artificielle 
See also Artificial intelligence 


Intelligence tests 
See also Educational tests and measurements 


Intercultural education 
See also Bilingualism 


Interest rates 
See also Morigages 


Interfaces (Informatique) 
See also Computer interfaces 


Interfaces, Computer See Computer interfaces 


Interference, Electromagnetic See 
Electromagnetic interference 


Intergovernmental relations 
See also Federal-provincial relations; International 
relations; Provincial-local relations 


Intergovernmental tax relations 
See also Federal-provincial relations; Provincial- 
local relations 


Internal revenue 
See also Income tax; Licences 


International agreements See International 
obligations 


International arbitration See Arbitration, 
International 


International competition 
See also Commercial treaties 


International conferences, congresses and 
conventions See Congresses and conventions 


International cooperation 
See also Congresses and conventions 


International economic relations 
See also Alberta — Foreign economic relations; 
Economic assistance; International trade 


1998-99 estimates, part Ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 98-04684 (1 fiche) 


International grants-in-aid See Economic 
assistance 


International law 
See also Arbitration, International; Commercial 
treaties; International obligations 


Analysis of international trade dispute settlement 
mechanisms and implications for Canada’s 
Agreement on Internal Trade. MiCROLOG 
98-04537 (2 fiche) 


International migration See Emigration and 
immigration 


International obligations 
Convention on the Prohibition of the Development, 
Production, Stockpiling and Use of Chemical 
Weapons and on their Destruction. MICROLOG 
98-04756 (2 fiche) 


International relations 
See also Alberta — Foreign economic relations; 
Commercial treaties; Congresses and 
conventions; International economic relations; 
International law; Pacific settlement of 
international disputes; Peacekeeping 


1998-99 estimates, part Ill, report on plans and 
Priorities : Department of Foreign Affairs & 
International Trade. MICROLOG 98-04692 
(2 fiche) 


International trade 
Voir aussi Commerce international 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian International Trade Tribunal. 
MICROLOG 98-04652 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs & 
International Trade. MICROLOG 98-04692 
(2 fiche) 

The Impact of imports of butteroil/sugar blends on 
the Canadian dairy Industry, an economic 
analysis using the FARM model. MICROLOG 
98-05112 (1 fiche) 


International trade regulation See Foreign 
trade regulation 


Internet 
See also Internet (Computer network) 
Les Prestataires de services Internet au Canada : 
analyse économique. MICROLOG 98-04548 
(1 fiche) 


Internet (Computer network) 

Voir aussi Internet 

Internet service providers in Canada : an 
economic analysis. MICROLOG 98-04548 
(1 fiche) 

Report on the use of the Internet in Canadian 
women’s organizations. MICROLOG 98-05071 
(2 fiche) (Available on fiche only) 


Interprovincial relations 
See also Federal government; Provincial 
government 
Inundations See Floods 


Inventaires écologiques 
Voir aussi Inventaires forestiers 


Inventaires forestiers 
Voir aussi Photographie aérienne 


Le Réseau de surveillance des écosystémes 
forestiers (RESEF), lil : l’utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
MICROLOG 98-04796 (1 fiche) 


Inventions 
See also Technological Innovations 


Invertebrate fisheries 
See also Crab fisheries 


Invertebrates 
See also Aphididae; Crabs; Forest insects; Zebra 
mussel 
Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northern Ontario : final report. MICROLOG 
98-04510 (1 fiche) 


Invertébrés aquatiques 
Voir aussi Crabes 


Investissement de fonds publics 
Caisse de dépét et placement du Québec : Survol 
des activités 1997. MICROLOG 98-04849 
(1 fiche) 


Investissements 
Voir aussi Investissement de fonds publics 


Investment of public funds 
Voir aussi Investissement de fonds publics 


Investments 
See also Mortgages 


Isolation thermique 
See also Insulation 


J 


Jamming (Radar) See Radar -- Interference 


Jeunes délinquants 
See also Juvenile delinquents 


Cadre des services aux jeunes contrevenantes et 
contrevenants, 1997-2000, cadre de planification 
triennial. MICROLOG 98-05043 (1 fiche) 


Jeunesse 
Voir aussi Jeunes délinquants 
Protection, assistance, etc. 
See also Child welfare 


Jeunesse (cont'd) 
Usage des drogues 
See also Youth — Drug use 


Jeunesse, Services a la 
See also Youth -- Services for 


Cadre des services aux jeunes contrevenantes et 
contrevenants, 1997-2000, cadre de planification 
triennial. MICROLOG 98-05043 (1 fiche) 

Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 

. MICROLOG 98-04729 (1 fiche) 

Évaluation du processus du programme Prêts à 
apprendre de I’l.-P-E. MICROLOG 98-04766 
(2 fiche) 

Stratégie de réorientation pour l'enfance et la 
jeunesse. MICROLOG 98-05076 (1 fiche) 


Job creation 
See also Vocational education 


Job creation programs See Employment 
programs 


Job hunting 
Job search : the product is you, self marketing 
strategies and tools — Rev. MICROLOG 98-04947 
(1 fiche) 
Job seeker's handbook, an introductory guide to 
finding work -- Rev. MICROLOG 98-04970 
(2 fiche) 


Joints (Engineering) 
See also Fasteners 


Judges 
See also Justice, Administration of 


1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Commissioner for Federal 
Judicial Affairs. MICROLOG 98-04677 (1 fiche) 

Discipline 

Voir aussi Juges — Discipline 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 

Salaries, pensions, etc. 

Report on process. MICROLOG 98-04810 (1 fiche) 

Saskatchewan. Judges of the Provincial Court 
Superannuation Pian : Annual report 1996-97. 
MICROLOG 98-04892 (1 fiche) 


Judiciary See Courts 


Juges 

See also Judges 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 98-04677 (1 fiche) 

Discipline 

See also Judges — Discipline 

Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 


Justice 
See also Equality before the law; Native peoples — 
Justice 


Justice 
Voir aussi Egalité devant la loi 


Justice, Administration de la 
Voir aussi Criminalité; Lois - Application; Services 
correctionnels; Tribunaux 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Cour supréme du 
Canada. MICROLOG 98-04781 (1 fiche) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Greffe de la Cour 
fédérale du Canada MICROLOG 98-04782 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Ministère de la 
justice. MICROLOG 98-04678 (2 fiche) 
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Justice, Administration de la (cont’d) 
Participation des citoyens 

See also Justice, Administration of — Citizen 

participation 
Colombie-Britannique 

See also Justice, Administration of — British 

Columbla 
Manitoba 

See also Justice, Administration of —- Manitoba 

Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : annuels sur les plaintes au 
sujet de la conduite des juges, 1997. 
MICROLOG 98-04907 (1 fiche) 


Justice, Administration of 
See also Corrections; Courts; Law enforcement; 
Ombudsman 


1998-99 estimates, part Ill, report on plans and 
priorities : Department of Justice. MICROLOG 
98-04678 (2 fiche) 

1998-99 estimates, part III, report on plans and 
priorities : Registry of the Federal Court of 
Canada. MICROLOG 98-04782 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 98-04781 (1 fiche) 

Citizen participation 

Alberta Summit on Justice : public consultation 
guide, an opportunity for input. MICROLOG 
98-04925 (1 fiche) 

Research 


Alberta Law Reform Institute : Annual report 

1996-97. MICROLOG 98-04841 (1 fiche) 
Alberta 

Alberta Law Reform institute : Annual report 
1996-97. MICROLOG 98-04841 (1 fiche) 

Alberta Summit on Justice : public consultation 
guide, an opportunity for input. MICROLOG 
98-04925 (1 fiche) 

Metis Settlements Appeal Tribunal (Alta.) : Annual 
report 1997. MICROLOG 98-05117 (1 fiche) 

British Columbia 

See also Law enforcement — British Columbia 

Delay and backlog in the Provincial Court of British 
Columbia : report of the Chief Judge. 
MICROLOG 98-04808 (2 fiche) 

Manitoba 

Voir aussi Justice, Administration de la - Manitoba 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
MICROLOG 98-04907 (1 fiche) 


Justice pour mineurs 
Voir aussi Jeunes délinquants 


Juvenile delinquents 
Voir aussi Jeunes délinquants 


Young offenders framework, 1997-2000, a three- 
year workplanning framework MICROLOG 
98-05043 (1 fiche) 


K 


Keeley cure See Alcoholism — Treatment 


Kimberlite 

Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. MICROLOG 
98-0461 4 (1 fiche) 

Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. MICROLOG 98-05054 (1 fiche) 


Kimberlite 
See also Kimberlite 


Kraft pulping See Wood-pulp industry 


Laboratories 
The Decommissioning of DRES Building 12. 
MICROLOG 98-04740 (1 fiche) 


Labour 
See also Industrial relations; Labour policy; 
Teachers; Work environment 


Labour laws and legislation 
Voir aussi Normes de travail 


Access to justice for sexual harassment victims : 
the impact of Béliveau St-Jacques on female 
workers’ rights to damages. MICROLOG 
98-04708 (2 fiche) (Available on fiche only) 


Labour market 
See also Labour supply and demand 


Labour policy 
See also Employment programs 


Manitoba 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04891 (1 fiche) 


Labour relations See Industrial relations 


Labour supply and demand 
See also Technological innovations -- Economic 
aspects 
1998-99 estimates, part Ill, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 98-04681 (2 fiche) 
Statistics 


Labour force data, historical, 1991-97 : revised 
series, March 1998. MICROLOG 98-05109 
(1 fiche) 

Manitoba 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04891 (1 fiche) 


Nova Scotia 


1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 

Labour force data, historical, 1991-97 : revised 
series, March 1998. MICROLOG 98-05109 
(1 fiche) 


Lacs 
See also Lakes 
Alberta 
See also Lakes -— Alberta 
Ontario 
See also Lakes — Ontario 
Laine 
See also Wool 
Lake sediments 


Hemlo-Heron Bay-White Lake high density lake 
sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 


Lakes 
Temperature 
See Water temperature 
Alberta 
Water quality assessment of Thunder Lake. 
MICROLOG 98-04951 (1 fiche) 
Water quality of Lesser Slave Lake and Its 
tributaries, 1991-93. MICROLOG 98-04952 
(2 fiche) 
Ontario 
The Fishery of Christie Lake.. MICROLOG 
98-05052 (1 fiche) 
Ontario. Lake Huron Management Unit : Annual 
report 1995-96. MICROLOG 98-05086 (2 fiche) 
The Pike Lake fishery. MICROLOG 98-05038 
(1 fiche) 


Land capability for agriculture 
See also Land use, Rural 


Land claims See Native peoples — Claims 


Land titles 
Registration and transfer 


Annual charge book : standard charge terms, 
1997. MICROLOG 98-05146 (6 fiche) 


Land transfer See Land titles — Registration and 
transfer 


Land use 
See also Eminent domain; Land use planning; 
Land use, Rural; Real estate development; 
Reclamation of land; Regional planning 
Agricultural uses 
See Land use, Rural 
Environmental aspects 
See also Real estate development — Environmental 
aspects 
Land use planning 
See also Environmental impact analysis 


Alberta 


Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 
Ontario 

Bronte Creek management plan. MICROLOG 
98-05077 (1 fiche) 

Driftwood Provincial Park, preliminary 
management plan. MICROLOG 98-05078 
(1 fiche) 

Great Lakes-St. Lawrence planning area overview 
— Rev. MICROLOG 98-05067 (1 fiche) 


Land use, Rural 
See also Rangelands 


Alberta 


Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 


Landforms 
See also Glacial landforms; Gulf of St. Lawrence; 
Watersheds 


LANDSAT Ser tellites de télédétection) 
Voir aussi Télédétection 


a age et langues 
Voir aussi Aiphabétisation: Bilinguisme; Politique 
linguistique 
Politique 
Voir Politique linguistique 


Language and languages 
See also Bilingualism; Literacy; Speech 
perception; Technical writing 


Language policy 

See also Public administration — Language policy 

1998-99 main estimates, part Ill, report on plans 
and priorities : Office of the Commissioner of 
Official Languages. MICROLOG 98-04673 
(1 fiche) 

Status report, 1996-97 and action plan, 1997-98, 
implementation of Section 41 of the Official 
Languages Act. MICROLOG 98-05147 (2 fiche) 
(Available on fiche only) 


Langue de travail 
Voir aussi Administration publique — Politique 
linguistique 


Larvae 
Fish 
See Fish — Larvae 


Latin America 

Alberta’s participation in Team Canada '98, 
Mexico, Brazil, Argentina, Chile : mission report, 
January 10 to 23, 1998. MICROLOG 98-04934 
(1 fiche) 

Rural agroindustry in Latin America, an evaluation 
of the PRODAR network MICROLOG 98-04718 
(2 fiche) (Available on fiche only) 


L Land development See Real estate development 
Land reclamation See Reclamation of land 
Laboratoires 
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Commercial law; aim law; Courts; Levés Québec (Province) 


Eminent domain; Environmental law; Equality 
before the law; Forestry law and legislation; 
Government aid to education; independent 
regulatory commissions; International law; 
Justice, Administration of; Law enforcement; 
Local government — Law and legislation; Native 
peoples — Justice; Representative government 
and representation 

Law, Agricultural See Agricultural laws and 

legislation 


Law, Commercial See Commercial law 


Law enforcement 
See also Police; Royal Canadian Mounted Police 


Evaluation of the enforcement program for federal 
tobacco legislation. MICROLOG 98-04831 
(2 fiche) 
British Columbia 
Enforcement report, 1994-97. MICROLOG 
98-04847 (1 fiche) 
Law, Forestry See Forestry law and legisiation 
Law, International See international law 
Law of nations See International law 


Law reform 

Voir aussi Droit — Réforme 

1998-99 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 98-04877 (1 fiche) 

Alberta 

1997 status report. MICROLOG 98-04949 (1 fiche) 

Alberta Law Reform Institute : Annual report 
1996-97. MICROLOG 98-04841 (1 fiche) 

Division of matrimonial property on death. 
MICROLOG 98-04795 (3 fiche) 

British Columbia 

Delay and backlog in the Provincial Court of British 
Columbia : report of the Chief Judge. 
MICROLOG 98-04808 (2 fiche) 


Lawyers 
See also Judges; Legal aid 


Leaching 
Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. MICROLOG 
98-04985 (2 fiche) 


Learning materials See Instructional materials 


Leases 
See also Oil and gas leases 


Legal aid 
Nova Scotia 
Nova Scotia Legal Aid Commission : Annual report 
1996-97. MICROLOG 98-04817 (1 fiche) 
Legal bibliography See Legal research 


Legal documents 
See also Oil and gas leases; Public contracts 


Legal research 
Voir aussi Droit - Recherche 


1998-99 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 98-04877 (1 fiche) 


Legal services 
See also Legal aid 


Legislation 
See also Labour laws and legislation 


Législation 
Voir aussi Droit; Normes de travail 


Legislative bodies 

See also Alberta — Politics and government; 
Elections; Nova Scotia — Politics and 
government; Parliamentary practice 

Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 


Voir aussi inventaires forestiers; Pêche sportive — 
Enquêtes 


Levies, Municipal See Local taxation 


Liability (Law 
See also Liability for environmental damages 


Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Liability for environmental damages 

Environmental Protection Security Fund : Annual 
report 1996-97. MICROLOG 98-05113 (2 fiche) 

Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
MICROLOG 98-04621 (1 fiche) 

Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. MICROLOG 
98-04792 (1 fiche) 


Libération conditionnelle 
See also Parole 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission 
nationale des libérations conditionnelles. 
MICROLOG 98-04635 (1 fiche) 


Liberté d’information . 
Voir aussi Information sur l'Etat 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : commissariats à 
l'information et à la protection de la vie privée. 
MICROLOG 98-04774 (1 fiche) 


Liberty of information See Freedom of 
information 


Libraries 
See also Museums and galleries; Public libraries 


1998-99 estimates, part III, report on plans and 
priorities : National Library of Canada. 
MICROLOG 98-04670 (1 fiche) 

Nova Scotia 

Report of the Regional Public Libraries Funding 
Review Committee : sharing resources in Nova 
Scotia - 1997 ed. MICROLOG 98-05022 (1 fiche) 


Libraries, Public See Public libraries 


Library materials 
Conservation and restoration 
See also Archives 
Reproduction 
See also Copyright 


Licences 

ANG Gathering & Processing Lid., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. MICROLOG 98-04953 
(1 fiche) 

Application for a well licence, Tomahawk field, 
Maxwell Oil & Gas Lid., LSD 13-5-53-5 W5M : 
decision report 97-15, application no. 970239. 
MICROLOG 98-04954 (1 fiche) 

Application for a well licence, Twining field, Penn 
West Petroleum Ltd., well licence no. 0213751, 
LSD 16-5-31-23 W4M : examiner report 98-6, 
application no. 970251. MICROLOG 98-04955 
(1 fiche) 

Application for well licences and reduced oil well 
spacing, Cabre Exploration Limited, Provost field 
: decision report 98-8, applications no. 970459 
and 1010982. MICROLOG 98-04974 (1 fiche) 

Application for well licences, well licence nos. 
0202155 to 0202162, Purchase Oil & Gas Inc., 
Morgan field : examiner report 98-4, application 
no. 970483. MICROLOG 98-04975 (1 fiche) 

Numac Energy Inc., to amend approval no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. MICROLOG 98-04979 (1 fiche) 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
MICROLOG 98-04980 (1 fiche) 


Lieux de travail Voir Milieu de travail 


See also Historic sites — Quebec (Province) 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission des 
champs de bataille nationaux. MICROLOG 
98-04691 (1 fiche) 
Light, Ultraviolet See Ultraviolet radiation 
Limitations (Law) See Estates (Law) 


ede a's minorities 
Voir aussi Minorités linguistiques 
Francophone minorities : assimilation and 
community vitality. MICROLOG 98-05014 
(2 fiche) (Available on fiche only) 


Liquid chromatography 
Liquid chromatography continuous-flow matrix- 
assisted laser desorption lonization time-of-flight 
mass spectrometry for the detection of bioactive 
peptides and proteins. MICROLOG 98-04559 
(1 fiche) 
Liquor industry 
See also Alcoholism 
Enforcement report, 1994-97. MICROLOG 
98-04847 (1 fiche) 


Liquor laws 
Enforcement report, 1994-97. MICROLOG 
98-04847 (1 fiche) 
A Guide for liquor licensees in British Columbia. 
MICROLOG 98-04815 (1 fiche) 
Liquor problem See Alcoholism 
Liquor trade See Liquor industry 
Literacy 
Voir aussi Alphabétisation 
The Connection between literacy and work : 
implications for social assistance recipients. 
MICROLOG 98-05132 (1 fiche) 
Literacy programs 
Voir aussi Alphabétisation — Programmes 
Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 
Literary property See Copyright 
Livestock 
See also Bighorn sheep; Cattle; Manures 
Diseases 
See also Cattle — Diseases 
Livestock industry 
See also Dairying 
Regulatory options for livestock operations : 
discussion paper. MICROLOG 98-04948 (1 fiche) 
Value-added processing of alpaca fibre : final 
report. MICROLOG 98-05100 (1 fiche) 
Lixiviation 
See also Leaching 
Local finance 
See also Municipal finance 
Local government 
See also Local officials and employees; Municipal 
government 
Law and legislation 
Voir aussi Administration locale — Droit 
A Proposed new Municipal Act, draft legislation, 
including explanatory notes : consultation 
document. MICROLOG 98-05042 (4 fiche) 
Ontario 
See also Municipal government — Ontario 
Local histo 
See also Historic sites 


Local officials and employees 
Salaries, pensions, etc. 

Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1996. MICROLOG 
98-04885 (1 fiche) 

Saskatchewan 

Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1996. MICROLOG 
98-04885 (1 fiche) 
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Local taxation 
Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 
Locomotives 
Voir aussi Locomotives 
Locomotive emissions monitoring program, 
reporting year 1995. MICROLOG 98-04824 
(1 fiche) 
Locomotives 
See also Locomotives 
Programme de surveillance des émissions des 


locomotives, pour l’année 1995. 
MICROLOG 98-04824 (1 fiche) 
Logement 


Voir aussi Habitations — Possession; Logement 

coopératif; Logement locatif 
Aspect social 
Voir Logement 
Nouveau-Brunswick 

See also Housing — New Brunswick 

Accession à une propriété abordable au Nouveau- 
Brunswick : document de travail pour recueillir 
des suggestions et favoriser des partenariats. 
MICROLOG 98-04983 (1 fiche) 

Ontario 

Voir aussi Logement — Ottawa-Carieton (Ont.); 
Logement locatif — Ontario 

Ontario. Ministère des affaires muncipales et du 
logement : Rapport annuel 1996-97. MICROLOG 
98-05083 (1 fiche) 

Ottawa-Carieton (Ont.) 

See also Housing — Ottawa-Carieton (Ont.) 

Rapport sur les maisons de retraite : Ottawa, 1998. 
MICROLOG 98-04571 (1 fiche) 

Logement coopératif 

See also Cooperative housing 

La Planification des ensembles d'habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
MICROLOG 98-04790 (1 fiche) 


Logement locatif 
See also Rental housing 
Ontario 
Rapport sur les logements locatifs, Ottawa, 
enquéte de 1996. MICROLOG 98-04573 (1 fiche) 
Rapport sur les logements locatifs, Ottawa, 
enquéte de 1997. MICROLOG 98-04572 (1 fiche) 


Logement social 
See also Public housing 


Logging 
Environmental aspects 
See also Wildlife — Effect of logging on 
Response of soil Invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 


northem Ontario : final report. MICROLOG 
98-04510 (1 fiche) 


Ontario 
Clearcutting and its alternatives for upland black 
spruce. MICROLOG 98-05032 (1 fiche) 

Logiciels 

See also Computer programs 
Logis Voir Logement 
Lois 

Application 
Voir aussi Gendarmerie royale du Canada; Police 
Evaluation du programme d'application des lois 


fédérales antitabac. MICROLOG 98-04830 
(2 fiche) 


Loisirs 
Voir aussi Loisirs de plein air 


Loisirs de plein air 
Voir aussi Chasse et piégeage; Pêche sportive 


Enquête sur la pêche récréative au Canada, 1995. 
MICROLOG 98-04910 (2 fiche) 

Société des établissements de plein air du Québec 
ie annuel 1996-97. MICROLOG 98-04906 


Long-term care facilities 
See also Hospitals; Nursing homes 


Low income rental housing See Rental housing 


Lumber 
See also Hardwoods 


Machine Intelligence See Artificial intelligence 


Machin 
See also Agricultural machinery; Locomotives 


Machinery indus 
See also Agricultural machinery 


Machines 
Voir aussi Locomotives 


Machines agricoles 
See also Agricultural machinery 


Mackerel 
Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 


Magnetic fields 
See also Heat 


Boundary integral formulation of magnetic-field 
calculations in the London model of 
superconductors. MICROLOG 98-04525 (1 fiche) 


Magnetic tapes 
See also Video tapes 


Main-d’oeuvre 
Voir aussi Emplol; Travail, Marché du 


Main-d’oeuvre, Politique de 
See also Labour policy 


Maintien de la paix 
See also Peacekeeping 


Maisons de retraite 
Voir aussi Etablissements de soins, de cure, etc. 


Rapport sur les maisons de retraite : Ottawa, 1998. 
MICROLOG 98-04571 (1 fiche) 


Malades mentaux 


Voir aussi Santé mentale 
Maladies 

Voir aussi Arbres — Maladies et fléaux 
Mammals 


See also Caribou; Cattle; Muskox 


Management 

See also Civil service — Personnel management; 
Emergency management; Farm management; 
Forest management; Health services 
administration; Human engineering; Information 
resources jement; Police administration; 
Program administration; School management 
and organization; Social services — 
Administration; Work environment 

1998-99 estimates, part Ill, report on plans and 


priorities : Canadian Centre for Management 
Development. MICROLOG 98-04657 (1 fiche) 


Management information systems 
See also Decision support systems; Information 
storage and retrieval systems 
Management-employee relations in 
government See Employee-management 
relations in government 


Manitoba 
Commerce 


Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 


Cultural policy 
See also Heritage conservation — Manitoba 
Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 
industries 
See also Agriculture — Manitoba; Mineral 
industries — Manitoba; Tourist trade — Manitoba 


Manitoba (cont’d) 


Manitoba food products directory, 1998. 
MICROLOG 98-04903 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 

Law and legislation 

Surface rights in Manitoba : a guide for owners, 
occupants and operators. MICROLOG 98-04971 
(1 fiche) 

Public finance 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04904 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04890 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04894 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04891 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04901 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04898 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04889 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04902 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04880 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04905 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04887 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04900 (1 fiche) 


Manitoba 
See also Manitoba 
Finances publiques 
See also Manitoba — Public finance 
Politique culturelle 
See also Manitoba — Cultural policy 
Manpower policy 
See also Employment programs; Labour supply 
and demand; Vocational education 
Manpower programs See Employment 
programs 
Manpower training See Vocational education 


Manufactures 
See also Consumer goods 


Manures 
Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
MICROLOG 98-05094 (1 fiche) 
Mapping (Cartography) See Cartography 
Mapping, Environmental See Environmental 
mapping 
Maps 
See also Cartography 
Maquereau 
See also Mackerel 


Marché du travail Voir Travail, Marché du 
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Marchés d’exportation 
Ouvrir des portes sur le monde : priorités du 
Canada en matière d'accès aux marchés 
Internationaux, 1998. MICROLOG 98-04508 
(1 fiche) 
Marécages 
Voir aussi Tourbiéres 


Marine animals 
See also Murres 


Marine biol 
See also Marine ecology 


Research 


Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. MICROLOG 98-04539 
(1 fiche) 

Atlantic Coast 

Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 


Marine ecology 
Proposal for a northwest Atlantic zonal monitoring 
program. MICROLOG 98-04725 (1 fiche) 


Marine environment See Marine ecology 


Marine marchande 
Voir aussi Pilotes et pilotage 


Marine resources 
Estimating the economic value of coastal and 
ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 


Marine science See Oceanography 


Marine sediments 

Voir aussi Sédiments marins 

Development and evaluation of equivalent-fiuid 
seabed models. MICROLOG 98-04565 (1 fiche) 

PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 

Shear speed gradients and resonances in ocean 
seismo-acoustic modelling. MICROLOG 
98-04560 (1 fiche) 


Marital property 
See also Equitable distribution of marital property 


Maritime law 
See also Commercial law 


arenes 
See also Dairy products - Marketing 


Marketin 
Voir aussi Marchés d'exportation 


Marketing boards 
See also Agricultural marketing boards 


Marketing boards, Agricultural See 
Agricultural marketing boards 


Marmettes 
See also Murres 


Les Marmettes, leur répartition, leurs populations 
et leurs particularités biologiques : étude du 
genre Uria. MICROLOG 98-04942 (3 fiche) 


Marques de commerce 
See also Trademarks 
Office de la propriété intellectuelle du Canada : 
Rapport annuel 1996-97. MICROLOG 98-04895 
(1 fiche) 


Mass communication See Telecommunication 


Mass media 
See also Broadcasting; Motion pictures; 
Telecommunication 


Mass media 
Voir aussi Cinéma; Radiodiffusion; 
Télécommunications 


Materials 
See also Aggregates (Building materials); 
Aluminum alloys; Binders (Materials); Bronze; 
Fracture mechanics; Nickel alloys, 
Superconductors 


Materials (cont’a) 
Fatigue 
See also Metal fatigue 
Fracture 
See Fracture mechanics 


Materials handling 
See also Freight and freightage 


Matériel audiovisuel 
Voir aussi Cinéma 


Matériel didactique 
Voir aussi Cinéma 


Matériel médical 
Voir aussi Médicaments 


Matériel militaire 
See also Military supplies 


Maternal health services 
See also Prenatal care 


Fetal alcohol syndrome, community resource list. 
MICROLOG 98-04928 (1 fiche) 


Maternity care See Maternal health services 


Mathematical analysis 
See also Finite element method 


Mathematical models 

See also Computer simulation; Structural 
dynamics — Mathematical models 

Development and evaluation of equivalent-fiuid 
seabed models. MICROLOG 98-04565 (1 fiche) 

Development of a model for the first order bistatic 
ocean clutter radar cross section for ground 
wave radars. MICROLOG 98-04530 (1 fiche) 


Mathematics 
See also Algorithms; Correlators; Mathematical 
models 
Study and teaching 
Voir aussi Mathématiques — Etude et 
enseignement 


Mathematics, It really counts : a discussion paper. 
MICROLOG 98-05011 (1 fiche) 

School Achievement indicators Program, 1997 
mathematics assessment : Ontario report. 
MICROLOG 98-05040 (1 fiche) 


Mathématiques 
See also Mathematics 
Etude et enseignement 
See also Mathematics — Study and teaching 
La Mathématique, ça compte vraiment : document 
de travail. MICROLOG 98-05011 (1 fiche) 
Programme d'indicateurs du rendement scolaire, 
évaluation en mathématiques de 1997 : rapport 
pour l'Ontario. MICROLOG 98-05040 (1 fiche) 
Matières dangereuses Voir Substances 
dangereuses 
Matières d'enseignement Voir Programmes 
d'études 


Matières plastiques 
Industrie et commerce 
See also Piastics industry and trade 
Meat Industry and trade 
See also Cattle 
Meat inspection See Food adulteration and 
inspection 
Mechanical engineering 
See also Hydrodynamics 
Mechanical wear 
See also Metal fatigue 
Mechanics, Fracture See Fracture mechanics 
Médecine 
Voir aussi Arbres — Maladies et fléaux; Hygiène du 


milieu; Nutrition; Santé mentale; Santé publique; 
Soins médicaux 


Recherche 
See also Medicine — Research 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de 


recherches médicales du Canada. MICROLOG 
98-04675 (1 fiche) 


Mediation 
See also Family mediation 


Médiation familiale 
See also Family mediation 


La Médiation familiale au Canada : ses 
implications pour l'égalité des femmes, une 
étude de la littérature et une analyse des 
données de quatre programmes de médiation 
canadiens subventionnés. MICROLOG 98-04710 
(3 fiche) (Available on fiche only) 


Mediation, Family See Family mediation 


Medical care 
See also Ambulatory medical care; Community 
health services; Health facilities; Health 
insurance; Health promotion; Maternal health 
services; Mental health services; Women’s health 
services 
Administration 


See Health services administration 


Alberta 
Fetal alcohol syndrome, community resource list. 
MICROLOG 98-04928 (1 fiche) 
Ontario 
Haliburton, Kawartha and Pine Ridge health 
services restructuring report. MICROLOG 
98-05039 (2 fiche) 
Quebec (Province) 

Voir aussi Soins médicaux — Québec (Province) 
Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 

fiche only) 
Saskatchewan 
Directory of health resources. MICROLOG 
98-04655 (1 fiche) 
Saskatchewan. Medical Services & Health 
Registration Branch : Annual statistical report 
1996-97. MICROLOG 98-04622 (1 fiche) 


Medical facilities See Health facilities 


Medical records 
Voir aussi Dossiers médicaux 
Ensuring privacy and confidentiality on Canada’s 
Health Iway. MICROLOG 98-04574 (1 fiche) 


Medical research See Medicine - Research 
Medical services See Medical care 


Medical statistics 
Saskatchewan. Medical Services & Health 
Registration Branch : Annual statistical report 
1996-97. MICROLOG 98-04622 (1 fiche) 


Medical supplies 
See also Drugs 


Médicaments 
Voir aussi Spécialités pharmaceutiques 


Prix 
See also Drugs -- Prices 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil d’examen 
du prix des médicaments brevetés. MICROLOG 
98-04784 (1 fiche) 


Médicaments brevetés Voir Spécialités 
pharmaceutiques 


Medication 
See also Drugs; Patent medicines 


Medicine 
See also Cancer; Cattle — Diseases; Fetal alcohol 
syndrome; Flight — Physiological aspects; 
Industrial hygiene; Maternal health services; 
Medical care; Medical statistics; Mental health; 
Nutrition; Prenatal care; Public health; Toxicity 
testing; Trees -- Diseases and pests; Women — 
Health and hygiene 
Research 


Voir aussi Médecine — Recherche 


1998-99 estimates, part Ill, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 98-04675 (1 fiche) 

Saskatchewan Cancer Foundation : Annual report 
1996-97. MICROLOG 98-04658 (1 fiche) 


A bibliographic citation of each title 
can be found in the Title Index section 


107 


MICROLOG Index des matières août 1998 
Medicine (cont’d) Métis Mineral industries (cont’d) 
Statistical methods See also Metis Waste disposal 

See Medical statistics Microbiology Restigouche mine, New prolate : Sat ts gl 
Méd Médeci iodeg ion: Industrial microbiology; of innovative environmental planning 
cats ek os Soon recy! : gh treatment technologies. MICROLOG 98-04986 

ngs (6 fiche) 

See also Parliamentary practice as Industrial See Industrial FAO 

Mensuration Supplementary information for legislative review : 


See also Metabolism -- Measurement; Noise — 
Measurement; Vibration — Measurement 


Mental health 
See also Mentally handicapped; Mentally ill 


Risk, vulnerability, resiliency, health system 
implications. MICROLOG 98-04712 (1 fiche) 


Mental health services 
Alberta 


Alberta. Provincial Mental Health Board : Annual 
report 1995-96. MICROLOG 98-05135 (1 fiche) 


Mentally handicapped 
See also Mentally ill 
Services for 
Voir aussi Handicapés mentaux — Services aux 


Alberta. Mental Health Patient Advocate Office : 
Annual report 1997. MICROLOG 98-05120 
(1 fiche) 

Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. MICROLOG 98-04736 
(1 fiche) 


Mentally ill 
Civil rights 
Alberta. Mental Health Patient Advocate Office : 
Annual report 1997. MICROLOG 98-05120 
(1 fiche) 


Merchant marine 
See also Pilots and pilotage 


Metabolism 
Measurement 
DCIEM/HPP metabolic measurement software 
V1.0. : users’ manual. MICROLOG 98-04584 
(1 fiche) 


Métabolisme 
See also Metabolism 


Metal fatigue 
Finite element based spectral methods for fatique 
damage assessment of ship structures. 
MICROLOG 98-04745 (1 fiche) 
Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. MICROLOG 98-04746 (1 fiche) 


Metallic composites 
See also Aluminum alloys; Bronze; Nickel alloys 


Metallurgy. 

See also Copper — Metallurgy; Gold — Metallurgy; 
Hydrometallurgy; Metal fatigue; Sulphide 
minerals — Metallurgy 


Metals 
See also Aluminum alloys; Bronze; Copper; Gold; 
Mineralogy; Nickel alloys; Steel 
Métaux 
Fatigue 
See also Metal fatigue 
Method of work See Work 


Méthodologie 
Voir aussi Arbitrage international; Médiation 
familiale 
sr 
See also Arbitration, International; Family 
mediation 


Métiers 
Voir aussi Agriculture; Construction; 
Environnement — Surveillance; Gazoduc de la 
route de l'Alaska; Milieu de travail; Travaux 
publics 


Metis 
Metis Settlements Appeal Tribunal (Alta.) : Annual 
report 1997. MICROLOG 98-05117 (1 fiche) 
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Microelectronics 
See also Integrated circuits 


Microscopes and microscop 
Polarized light microscopy as a filter debris 
analysis tool. MICROLOG 98-04554 (1 fiche) 


Microseismic monitoring See Seismometry 
Migrants Voir Emigration et immigration 


Migrations alternantes 
See also Commuting 


Migrations internationales Voir Emigration et 
immigration 


Milieu administratif Voir Fonction publique 


Milieu de travail 
Voir aussi Hygiène industrielle; Rayonnement 


La Quête d’un équilibre, harmoniser le travail et la 
famille : programme de formation, guide de la ou 
du responsable de la formation. MICROLOG 
98-05030 (3 fiche) 

Réflexion collective sur le milieu de travail en 
évolution : rapport. MICROLOG 98-04812 
(3 fiche) 


Aspect hygiénique 
Voir Hygiène industrielle 
Military art and science 
See a/so Chemical warfare 


An Adaptive real-time agent for resource planning 
Within tactical naval defence. MICROLOG 
98-04699 (1 fiche) 


Military bases 
Phase two report of field trial safety audit and 
recommendations. MICROLOG 98-04754 
(1 fiche) 
Military defence See National defence 
Military equipment See Military supplies 


Military research 
Field trial safety audit, phase III : summary and 
recommendations. MICROLOG 98-04992 
(1 fiche) 


Military supplies 


Enhanced variable Insulation clothing : final report. 


MICROLOG 98-04582 (1 fiche) 


Military surveillance 

Voir aussi Surveillance militaire 

The Investigation of artificial intelligence 
techniques for intelligent monitoring activities, 
vol. |; survey of open literature. MICROLOG 
98-04558 (1 fiche) 

Organizational and military impacts of high-tech 
surveillance and detection systems for UN 
peacekeeping. MICROLOG 98-04523 (1 fiche) 


Milling (Metallurgy) See Mineral processing 
Mine surveying 
See also Prospecting 
Mine wastes See Mineral industries -- Waste 
disposal 
Minerais 
Voir aussi Mines et ressources miniéres 
Echantillonage et estimation 
See also Ores — Sampling and estimation 


Mineral aggregates See Aggregates (Building 
materials) 


Mineral industries 
See also Mines and mineral resources 


Environmental aspects 
Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 


departmental expenditure estimates, 1998-99. 
MICROLOG 98-04894 (1 fiche) 
Saskatchewan 


Assessment work catalogue, Saskatchewan, 1998. 
MICROLOG 98-04619 (1 fiche) 


Mineral processing 
Restigouche metallurgical study, New Brunswick. 
MICROLOG 98-04987 (5 fiche) 
Mineral resources See Mines and mineral 
resources 
New Brunswick 
See Mines and mineral resources — New 
Brunswick 
Saskatchewan 
See Mines and mineral resources -- Saskatchewan 


Minéralogie 
See also Mineralogy 


Mineral 
See also Sulphide minerals 


Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. MICROLOG 
98-04614 (1 fiche) 

Restigouche metallurgical study, New Brunswick. 
MICROLOG 98-04987 (5 fiche) 


Mineralogy, Determinative 
See also Ores — Sampling and estimation 


Minerals 
See also Rocks; Sulphide minerals 


Minéraux 
Voir aussi Substances radioactives 


Mines Voir Mines et ressources miniéres 


Mines (Military explosives) 
Seabed objects size distribution. MICROLOG 
98-04580 (1 fiche) 
Mines and mineral resources 
See also Energy resources 
Exploration 
See also Prospecting 
Atlantic Provinces 
See also Mines and mineral resources - New 
Brunswick 
New Brunswick 


Voir aussi Mines et ressources minières — 
Nouveau-Brunswick 


Guidelines for peat mining operations in New 
Brunswick. MICROLOG 98-05009 (1 fiche) 

Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 

Restigouche open pit project assessment, New 
Brunswick. MICROLOG 98-05012 (1 fiche) 

Saskatchewan 

Mineral statistics yearbook, 1996. MICROLOG 

98-04520 (3 fiche) 
Mines and mining See Mineral industries; Mines 
and mineral resources 


Mines et ressources miniéres 
See also Mines and mineral resources 
Nouveau-Brunswick 
See also Mines and mineral resources — New 
Brunswick 
Lignes directrices sur l’exploitation des tourbiéres 
au Nouveau-Brunswick. MICROLOG 98-05009 
(1 fiche) 
Mines, Industrie des 
Voir aussi Mines et ressources miniéres 
Aspect de l'environnement 
See also Mineral industries — Environmental 
aspects 
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Minimization of waste See Waste minimization 
Mining See Mineral industries 
Manitoba 
See Mineral industries — Manitoba 
Saskatchewan 

See Mineral industries — Saskatchewan 
seen en pop 

See also Oll well drilling; Open pit mining 

Environmental aspects 
See Mineral industries — Environmental aspects 


Minorités 
Voir aussi Minorités linguistiques 


Minorités linguistiques 
See also Linguistic minorities 


Minorités francophones : assimilation et vitalité 
des communautés. MICROLOG 98-05014 
(2 fiche) (Available on fiche only) 
Minorities 
See also Linguistic minorities 
Legal status, laws, etc. 
See also Discrimination 


Minority business enterprises 
See also Native peoples — Business enterprises 


Modèles mathématiques 
See also Mathematical models 


Modelling, Computer See Computer simulation 
Molesting of children See Child molesting 


Mollusks 
See a/so Zebra mussel 


Monetary polic 
An Overview of fiscal and monetary policy and its 
impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 


Money 
See also Monetary policy 

Monitoring, Environmental See Environmental 
monitoring 


Monnaie 
Voir aussi Inflation 


Monopolies 
See also Corporation law 


Morale 
Voir aussi Egalité devant la loi; Harcélement sexuel 


Mortgages 
Annual charge book : standard charge terms, 
1997. MICROLOG 98-05146 (6 fiche) 


Morue 
See also Codfish 

Mother-in-law apartments See Accessory 
apartments 


Motion picture industry 
The British Columbia film industry, opportunities 
for film and video production and investment in 
British Columbia. MICROLOG 98-04943 (1 fiche) 


Motion pictures 
Voir aussi Cinéma 


1998-99 estimates, part Ill, report on plans and 
priorities : National Film Board. MICROLOG 
98-04721 (1 fiche) 


Motor vehicles 


Inspection 

Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
MICROLOG 98-04809 (1 fiche) 

Pollution 

Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
MICROLOG 98-04809 (1 fiche) 

Moule zébrée 
See also Zebra mussel 


Mountain ecology 
Alberta 
Range ecology of Rocky Mountain bighom sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 
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Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 


Mountain sheep 
See also Bighom sheep 


Mouvements de population Voir Emigration et 
immigration 


Moving pictures See Motion pictures 


Mulching 
Controlled raspberry yields through Improved 
mulching techniques : final report. MICROLOG 
98-05105 (1 fiche) 


Multiculturalism 
See also Bilingualism; Ethnic groups 


Multiculturalisme 
Voir aussi Bilinguisme 


Multimedia systems 
A Soldier's Day authoring manual. MICROLOG 
98-04751 (1 fiche) 
Soldiers’ Day : software status report. MICROLOG 
98-04748 (1 fiche) 
A Soldier's Day user's manual. MICROLOG 
98-04750 (1 fiche) 


Multimédias 
See also Multimedia systems 


Municipal corporations 

Voir aussi Municipalités 

A Proposed new Municipal Act, draft legislation, 
including explanatory notes : consultation 
document. MICROLOG 98-05042 (4 fiche) 

Alberta 

Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 


Municipal finance 
See also Local taxation 


Alberta 
Alberta Municipal Financing Corporation : Annual 
report 1997. MICROLOG 98-05139 (1 fiche) 
Ontario 
Voir aussi Finances municipales — Ontario 


Municipal financial information, 1995. MICROLOG 
98-05057 (4 fiche) 


Municipal government 
See also Municipal corporations; Municipal 
services 


Law and legislation 


See Municipal corporations 
Ontario 


See also Municipal services — Ontario 


Consolidation of municipal services management, 
consolidation planning framework, northern 
Ontario. MICROLOG 98-05056 (1 fiche) 

Consolidation of municipal services management, 
consolidation planning framework, southern 
Ontario. MICROLOG 98-05055 (1 fiche) 

Ontario. Ministry of Municipal Affairs & Housing : 
Annual report 1996-97. MICROLOG 98-05083 
(1 fiche) 

A Proposed new Municipal Act, draft legislation, 
including explanatory notes : consultation 
document. MICROLOG 98-05042 (4 fiche) 


Municipal officials and employees See Local 
Officials and employees 


Municipal services 
Voir aussi Services municipaux 
Ontario 

Voir aussi Services municipaux — Ontario 

Consolidation of municipal services management, 
consolidation planning framework, northern 
Ontario. MICROLOG 98-05056 (1 fiche) 

Consolidation of municipal services management, 
consolidation planning framework, southern 
Ontario. MICROLOG 98-05055 (1 fiche) 


Municipal taxation See Local taxation 


Municipalités 
See also Municipal corporations 


Municipalités (cor#’d) 

Proposition de nouvelle Loi sur les municipalités, 
ébauche de projet de loi, avec des notes 
explicatives : document de travail. MICROLOG 
98-05041 (4 fiche) 

Munitions See Military supplies 
Murres 
Voir aussi Marmettes 


The Murres, their distribution, populations and 
biology : a study of the genus Uria. MICROLOG 
98-04939 (3 fiche) 


Musées et galeries 
Voir aussi Archives 
Nouveau-Brunswick 
See also Museums and galleries — New Brunswick 
Guide d’information sur le patrimoine du Nouveau- 


Brunswick : addenda — Rév. mai 1997. 
MICROLOG 98-05136 (1 fiche) 


Museums See Museums and galleries 
Museums and galleries 
See also Archives 
New Brunswick 
Voir aussi Musées et galeries — Nouveau- 
Brunswick 


The New Brunswick heritage sourcebook : 
addendums — Rev. May 1997. MICROLOG 
98-05136 (1 fiche) 

Saskatchewan 

Saskatchewan Western Development Museum : 
Annual report 1996-97. MICROLOG 98-04874 
(1 fiche) 

Muskox 

Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
MICROLOG 98-04543 (1 fiche) 


Mussels 
See also Zebra mussel 


Narcotics 
See also Youth — Drug use 


Narcotics, Control of 
See also Drug abuse 
National debt See Debts, Public 


National defence 
See also Military bases 


1998-99 estimates, part Ill, report on plans and 
priorities : National Defence. MICROLOG 
98-04640 (4 fiche) 

National income 
Accounting 
See a/so Income maintenance programs 


National secur 
Voir aussi Sécurité nationale 


1998-99 estimates, part Ill, report on plans and 
priorities : Security Intelligence Review 
Committee. MICROLOG 98-04775 (1 fiche) 


Nationalité 
See also Citizenship 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Citoyenneté et 
immigration Canada. MICROLOG 98-04683 
(1 fiche) 


Nationality (Citizenship) See Citizenship 
Native peoples 
Voir aussi Autochtones 
Business enterprises 
Voir aussi Autochtones — Entreprises 


Towards the new century, promoting the growth of 
Canada’s aboriginal businesses : new directions, 
1996. MICROLOG 98-05124 (1 fiche) 


Claims 
Voir aussi Autochtones — Réclamations 


Information guide — Rev. MICROLOG 98-04929 
(1 fiche) 
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1998-99 estimates, part Ill, report on plans and 
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Metis Settlements Appeal Tribunal (Alta.) : Annual 
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Legal status, laws, etc. 
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Eel River Bar First Nation Inquiry, Eel River dam 
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Information guide — Rev. MICROLOG 98-04929 
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Basic departmental data, 1997. MICROLOG 
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Cree-Inult-Naskapi : Annual report 1996. 
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Services for 

First Nations and Inult community youth solvent 
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Social conditions 
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Basic departmental data, 1997. MICROLOG 
98-04818 (3 fiche) 

Alberta 

A Guide to Aboriginal organizations in Alberta, 

1998. MICROLOG 98-04927 (1 fiche) 
New Brunswick 

Eel River Bar First Nation Inquiry, Eel River dam 

claim. MICROLOG 98-04825 (2 fiche) 
Quebec (Province) 
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See also Gas companies; Gas manufacture and 
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Pipe lines 

See also Alaska Highway Gas Pipeline 

ANG Gathering & Processing Ltd., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. MICROLOG 98-04953 
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Northstar Energy Corporation, application to 
construct and operate a sweet natural gas 
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Thunder Energy Inc., applications to modify an 
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Saskatchewan 


SaskEnergy Incorporated : Annual report 1997. 
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Western Provinces 
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Natural gas industry See Gas industry 


Natural history 
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Natural resources 
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1998-99 estimates, part Ill, report on plans and 
priorities : Fisheries and Oceans. MICROLOG 
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1998-99 estimates, part Ill, report on plans and 
priorities : Natural Resources Canada. 
MICROLOG 98-04633 (2 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Péches et océans. 
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Research 
See also Forests and forestry — Research 
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See also Forests and forestry — British Columbia 
Ontario 
See also Forests and forestry — Ontario 


Great Lakes-St. Lawrence planning area overview 
— Rev. MICROLOG 98-05067 (1 fiche) 


Naval architecture 
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Added resistance prediction in SHIPMO7 using a 
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Navier-Stokes solver : overall design. 
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Neighbourhood health centres See 
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Net (Réseau d’ordinateurs) Voir Internet 


New Brunswick 
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Commerce 
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Kent Region business directory — Rev. 
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industries 
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Information to tenderers package for bituminous 
shale (oil shales) licence to search in the 
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Supplementary information for legislative review : 
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See also New Brunswick — Commerce 


Répertoire des entreprises de la région de Kent — 
Rév. MICROLOG 98-051 40 (3 fiche) 


110 


Une référence bibliographique 
se trouve dans la section Index des titres 


August 1998 


Subject Index 


MICROLOG 


Nouveau-Brunswick (cont’d) 
Droit 
See also New Brunswick — Laws and regulations 
industrie 
See also New Brunswick — Industries 
oire des entreprises de la région de Kent -- 
Rév. MICROLOG 98-051 40 (3 fiche) 
Nouvelle-Ecosse 
See also Nova Scotia 
Histoire 
See also Nova Scotia — History 


Nova Scotia 
History 
Royal roots, the Crown in Nova Scotia. 
MICROLOG 98-04973 (1 fiche) 
Industries 
Estimating the economic value of coastal and 
ocean resources : the case of Nova Scotia. 
MICROLOG 98-04801 (1 fiche) 
Politics and government 
Royal roots, the Crown in Nova Scotia. 
MICROLOG 98-04973 (1 fiche) 
Statistics 
1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 
MICROLOG 98-05108 (1 fiche) 


Nuclear energy 
See also Nuclear power plants 
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Licensees’ handbook : personal care homes. 
MICROLOG 98-05027 (1 fiche) 


Nutrition 
See also Crops — Nutrition 


Nutrient bar graphs, an illustrated guide to the 
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(1 fiche) 


Nutrition 
See also Nutrition 
Graphiques & colonnes des éléments nutritifs, un 
guide illustré de la valeur nutritive de certains 
aliments que consomment les populations 
autochtones au Canada. MICROLOG 98-04932 
(1 fiche) 


Oo 
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safety 


Occupational hygiene See industrial hygiene 


Occupational rehabilitation See Vocational 
education 


Occupational safety See industrial safety 


Occupations 
See also Professions; Vocational education 


Ocean cables See Cables, Submarine 


Océanographie 
See also Oceanography 
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Paperwork, Government See Government 
paperwork 


Parallel processing 
Development and implementation of TASCflow3D 
for parallel architecture : final report. 
MICROLOG 98-04696 (1 fiche) 


Parallélisme 
See also Parallel processing 


Parcs provinciaux 
See also Provincial parks 
Ontario 
See also Provincial parks — Ontario 
Parent and child 


See also Child molesting; Custody of children; 
Parenting 


Parent behaviour See Parenting 
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The Hamiiton-Wentworth Community Action 
Program for Children (CAPC) project : evaluation 
report of the Community Support Worker 
Program. MICROLOG 98-04512 (2 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Nobody’s Perfect Program. 
MICROLOG 98-04515 (2 fiche) (Available on 
fiche only) 

The Hamitton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Parents Helping Parents 
Program. MICROLOG 98-04516 (1 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Student Parent Resource 
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98-04518 (1 fiche) (Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project. MICROLOG 
98-04511 (2 fiche) (Available on fiche only) 

Relocation of custodial parents : final report. 
MICROLOG 98-04920 (2 fiche) (Available on 
fiche only) 


Parents et enfants 
Voir aussi Rôle parental 


Parks 
See also Provincial parks 


British Columbia 
See also Provincial parks — British Columbia 
Ontario 
See also Provincial parks — Ontario 
Saskatchewan 
See also Provincial parks - Saskatchewan 


Parlements 
Voir aussi Elections; Procédure pariementaire 


Parliamentary government See Representative 
government and representation 


Parliamentary practice 
Voir aussi Procédure parlementaire 


Pariamentary committee review of the revised 
Estimates documents. MICROLOG 98-05001 
(1 fiche) 

Standing orders. MICROLOG 98-04916 (2 fiche) 


Parole 
Voir aussi Libération conditionnelle 


1998-99 estimates, part Ill, report on plans and 
priorities : National Parole Board. MICROLOG 
98-04635 (1 fiche) 


Partenariat 
See also Partnership 


Participation des citoyens 
Voir aussi Environnement, Protection de l' — 
Participation des citoyens 


Partnership 
Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Passage au travail 
See also School to work transition 


Evaluation des méthodes, Succés 
Nouvelle-Ecosse 2000 : rapport final. 

, MICROLOG 98-04731 (2 fiche) 

Évaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 

, rapport final. MICROLOG 98-04735 (1 fiche) 

Evaluation du Programme travail et services pour 
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Voir aussi Spécialités pharmaceutiques 
1998-99 estimates, part Ill, report on plans and 
priorities : Patented Medicine Prices Review 
Board. MICROLOG 98-04784 (1 fiche) 
Patents 
See also Copyright; Trademarks 
Canadian Intellectual Office : Annual 
report 1996-97. MICROLOG 98-04895 (1 fiche) 


Patrimoine 
See also Estates (Law) 
Pâturages 
See also Rangelands 
Exploitation 
See also Grazing 
Pauvreté 
See also Poverty 
Profil de la pauvreté : rapport, 1996. MICROLOG 
98-04867 (2 fiche) 
Pavillons-jardin 
See also Accessory apartments 
Pay See Wages 
Pays en voie de développement 
Voir aussi Aide économique 
PCBs See Polychlorinated biphenyls 


Peace 
See also Peacekeeping 


Peace officers 
See also Police 


Peacekeep ping 
Organizational and military impacts of high-tech 
surveillance and detection systems for UN 
peacekeeping. MICROLOG 98-04523 (1 fiche) 


Peatlands 
Voir aussi Tourbières 


Guidelines for peat mining operations in New 
Brunswick. MICROLOG 98-05009 (1 fiche) 


Pêche (Sport) Voir Pêche sportive 
Pêche commerciale Voir Pêches 
Pêche récréative Voir Pêche sportive 


Pêche sportive 
See also Fishing 
Enquêtes 
See also Fishing surveys 


Enquête sur la pêche récréative au Canada, 1995. 


MICROLOG 98-04910 (2 fiche) 


Pêches 
Voir aussi Crabes — Pêche commerciale 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Pêches et océans. 
MICROLOG 98-04647 (2 fiche) 
Enquête sur la 
MICROLOG 98-04910 (2 fiche) 
Enquêtes 
See also Fishery surveys 
Gestion 
See also Fishery management 
Industrie 
Voir Pêches 
Pêcheurs 
Voir aussi Pêche sportive 


Pedology (Child study) See Children 
Penology See Corrections 


Pension trusts 
Voir aussi Caisses de retraite 


Saskatchewan Power Corporation. 
Superannuation Plan : Financial statements 
1997. MICROLOG 98-05020 (1 fiche) 


Pensions 
See also Civil service — Pensions; Local officials 
and employees — Salaries, pensions, etc.; 
Teachers — Pensions 


Flexible retirement as an alternative to 65 and out. 


MICROLOG 98-04716 (1 fiche) 


péche récréative au Canada, 1995. 


Pensions (cont’d) 
Alberta 

Universities Academic Pension Plan : Annual 

report 1997. MICROLOG 98-05121 (1 fiche) 
Saskatchewan 

Saskatchewan Government Insurance. 
Superannuation Plan : Annual report 1997. 
MICROLOG 98-05072 (1 fiche) 

Saskatchewan. Judges of the Provincial Court 
Superannuation Pian : Annual report 1996-97. 
MICROLOG 98-04892 (1 fiche) 

Saskatchewan Power Corporation 
Superannuation Pian : Financial ‘statements 
1997. MICROLOG 98-05020 (1 fiche) 

Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1996-97. 
MICROLOG 98-04832 (1 fiche) 

Pensions 
Voir aussi Fonction publique -- Pensions 
Fonction publique 
Voir Fonction publique — Pensions 


Pensions, Civil See Civil service — Pensions 


Peptides 
Liquid chromatography continuous-flow matrix- 
assisted laser desorption ionization time-of-flight 
mass spectrometry for the detection of bioactive 
peptides and proteins. MICROLOG 98-04559 
(1 fiche) 
Perception de la parole 
See also Speech perception 
Performing arts 
See also ion pictures 
Perinatal care See Maternal health services 
Périnatalité 
See also Maternal health services 
Permis de chasse et de péche 
Voir aussi Péche sportive 


Permis, licences, etc. 
See also Licences 
Permits See Licences 
Personal income tax See income tax 
Personnel 
Voir aussi Enseignants 
Personnel data protection See Data protection 
Personnel management 
See also Civil se: — Personnel management; 
Employee-management relations in government 
Personnel management in the civil 
service See Civil service — Personnel 
management 


Personnel scolaire 
Voir aussi Enseignants 


Personnel service in education 
See also Student aid; Vocational guidance 


Personnes âgées 
See also Ag 
Protection, assistance, etc. 
Voir aussi Établissements de soins, de cure, etc. 
Soins en institutions 
Voir aussi Etablissements de soins, de cure, etc. 
Travail 
See also Aged — Employment 
Compagnie des travailleurs du Nouveau- 


Brunswick, évaluation du processus : rapport 
final. MICROLOG 98-04941 (1 fiche) 


Personnes Agées, Services aux 
See also — Services for 
Guide des programmes et services fédéraux pour 
les aînés, 1998. MICROLOG 98-04723 (1 fiche) 
Personnes atteintes de troubles du 
développement 
Voir aussi Handicapés mentaux 


Entente de soutien personnalisé à l'intention des 
personnes ayant un handicap de 
développement. MICROLOG 98-05046 (1 fiche) 


Personnes handicapés Voir Handicapés 


Pesticides 
See also Dioxins; Insecticides 
Crop protection with chemicals, 1997. MICROLOG 
98-04852 (5 fiche) 
Pesticides 
See also Pesticides 


Pests and pest control 
See also Agricultural pests — Control; Non- 
indigenous pests; Pesticides; Trees — Diseases 
and pests 
Petites et my entreprises 
See also Small business 


Petrochemical industry See Petroleum 
chemicals industry 
Environmental aspects 


See Petroleum chemicals industry — 
Environmental aspects 


Pétrole 
Industrie et commerce 
See also Petroleum industry and trade 


Pétrole, Puits de 
See also Oil wells 


Petroleum 
See also Oil wells 


Petroleum chemicals indus 

CE Alberta BioClean Lid., new MTBE/ETBE plant, 
Fort Saskatchewan area : decision 98-1, 
application no. 960864. MICROLOG 98-04956 
(1 fiche) 

Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. MICROLOG 98-04958 
(1 fiche) 

Environmental aspects 

Shell Chemicals Canada Lid., new ethylene 
glycols plant, Fort Saskatchewan area : decision 
98-3, application no. 1008234. MICROLOG 
98-04981 (1 fiche) 


Petroleum industry and trade 
See also Oil wells; Petroleum chemicals industry 
Environmental aspects 

See also Petroleum chemicals industry — 
Environmental aspects 

Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
MICROLOG 98-04621 (1 fiche) 

Waste disposal 

Husky Oil Operations Lid., application to construct 
and operate two sour oil effluent pipelines and 
associated facilities in the Moose field : decision 
report 97-17, application no. 1007046. 
MICROLOG 98-04976 (1 fiche) 


Petrol 
See ake Wiflerelogy 


Peupliers 
See also Poplar 


Philosophy 
See also Arbitration, International; Discrimination; 
Eating disorders; Equality before the law; Family 
mediation; Native peoples — Justice; Sexual 
harassment 


Phosphore 
See also Phosphorus 


Phosphorus 
Environmental aspects 


Water quality assessment of Thunder Lake. 
MICROLOG 98-04951 (1 fiche) 


Photogrammétrie 
Voir aussi Photographie aérienne 


Photographie 
Voir aussi Cinéma; Photographie aérienne 


Photographie aérienne 
Utilisation du DVP pour mesurer la hauteur de 
peuplements forestiers sur photographies 
aériennes d’échelle moyenne, projet no 4051. 
MICROLOG 98-04705 (1 fiche) 
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Physical education and training 
See also Physical fitness 


Physical fitness 
See also Cold — Physiological effect; Exercise — 
Physiological aspects 
Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. MICROLOG 98-04950 
(1 fiche) 
Physical geography 
Sea also Lakes; Oceanography 
Physically handicapped 
See also Architecture and the physically 
handicapped 
Physically handicapped and 
architecture See Architecture and the physically 


handicapped 


Physics 
See also Combustion; Fluid dynamics; Gravity; 
Heat; Magnetic fields; Radar — Interference; 
Radiation; Seismometry; Smoke; Sound; 
Spectrum analysis; Thin films; Underwater 
acoustics; Vibration 


Physiological aspects of flight See Flight — 
Physiological aspects 

Physiologie 
Voir aussi Hygiène du milieu; Nutrition 


Physiol 
Sos also told — Physiological effect; Exercise — 
Physiological aspects; Flight — Physiological 
aspects; Heat — Physiological effect; Industrial 
hygiene; Mental health; Metabolism; Nutrition; 
Public health; Women — Health and hygiene 


Physique 
Voir aussi Optique; Rayonnement 


Phytoplankton See Plankton 


Pigments 
Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. MICROLOG 
98-04915 (1 fiche) 
Development and processing of pigmented wheats 
: final report. MICROLOG 98-05017 (1 fiche) 


Pilotes et pilotage 
See also Pilots and pilotage 


Administration de pilotage des Laurentides 
(Canada) : Rapport annuel 1997. MICROLOG 
98-04601 (1 fiche) 


Pilots and pilotage 
Voir aussi Pilotes et pilotage 
Laurentian Pilotage Authority (Canada) : Annual 
report 1997. MICROLOG 98-04601 (1 fiche) 


Pin 
See also Pine 


Pine 

Commercial thinning of jack pine. MICROLOG 
98-05062 (1 fiche) 

A Comparison of red pine sawiog management 
and red pine pulpwood management. 
MICROLOG 98-05048 (1 fiche) 

Early stand tending in jack pine plantations. 
MICROLOG 98-05033 (1 fiche) 

Establishment of red & white pine plantations in 
northwestern Ontario. MICROLOG 98-05035 
(1 fiche) 

Mixed planting of jack pine, black and white 
spruce. MICROLOG 98-05044 (1 fiche) 

Shetterwood systems in red pine. MICROLOG 
98-05036 (1 fiche) 

Silvicuttural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ical and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicuitural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 


Pine (cont'd) 

Silvicuttural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ecological and management 
Interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 

Spot seeding of jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 

The Use of fire for natural jack pine regeneration 
on cutovers. MICROLOG 98-05045 (1 fiche) 


Gre lines 
also Natural gas — Pipe lines 
Husky Oil Operations Ltd., application to construct 
and operate two sour oil effluent pipelines and 
associated facilities In the Moose field : decision 
report 97-17, application no. 1007046. 
MICROLOG 98-04976 (1 fiche) 


Pipelines See Pipe lines 


Pipelines 
Voir aussi Gazoduc de la route de |’Alaska 


Place of work See Work environment 


Plaintes contre la police Voir Police, Piaintes 
contre la 


Plancton 
See also Plankton 


Planification successorale 
Voir aussi Impôt 


Plankton 

Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
MICROLOG 98-04726 (1 fiche) 

The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. MICROLOG 
98-04912 (2 fiche) 


Planning 
See also Educational change; Regional planning; 
School management and organization; 
Transportation — Planning 


Plant breeding 

See also Sowing 

Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 

Development and processing of pigmented wheats 
: final report. MICROLOG 98-05017 (1 fiche) 

Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. MICROLOG 98-051 14 
(1 fiche) 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report - Rev. 
MICROLOG 98-051 18 (1 fiche) 

Regional testing and development of winter wheat 
cultivars : final report. MICROLOG 98-05104 
(1 fiche) 


Plant diseases 
See also Trees — Diseases and pests 


Plant engineering 
See also Freight and freightage 


Plant products indus 
See also Forest products industry 


Plant propagation 
See a En 


Plantes 

Voir aussi Arbres 

Amélioration 
See also Plant breeding 
Culture 
Voir Agriculture 
Maladies et fléaux 

Voir aussi Arbres — Maladies et fiéaux 
Plantes fourragères 

See also Forage plants 


Plants 
See also Forage plants; Rutabaga; Sowing; Trees; 
Wheat 


British Columbia 
See also Trees — British Columbia 


Plants 
Voir aussi Arbres 
Plants, Protection of 
See aiso Agricultural pests — Control 


Plastics 
See also Polyurethanes 


Plastics industry and trade 
Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. MICROLOG 98-04958 
(1 fiche) 
Plein air 
Loisirs 
Voir Loisirs de plein air 
Pneus 
See also Tires, Rubber 
Recyclage 
See also Tires, Rubber — Recycling 
Poisons 
See also Pesticides 
Testing 
See Toxicity testing 
Poissons 
Voir aussi Pêche sportive 
Alimentation 
See also Fish -- Feeding and feeds 
Composition 
See also Fish — Composition 
Larves 
See also Fish -- Larvae 
Populations 
See also Fish populations 
Police 
See also Royal Canadian Mounted Police 
1998-99 estimates, part Ill, report on plans and 
priorities : Solicitor General Canada. MICROLOG 
98-04776 (1 fiche) 
Complaints against 
Voir aussi Police, Plaintes contre la 
1998-99 estimates, part Ill, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 98-04783 (1 fiche) 
Police 
Voir aussi Gendarmerie royale du Canada 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Solliciteur général 
Canada. MICROLOG 98-04776 (1 fiche) 
Administration 
See also Police administration 


Police administration 
Esquimalt Police Department, Section 42 audit : 
issues report. MICROLOG 98-04806 (1 fiche) 


Police management See Police administration 


Police, Plaintes contre la 
See also Police - Complaints against 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commission des 
plaintes du public contre la GRC. MICROLOG 
98-04783 (1 fiche) 


Policiers 
See also Police 


Political science 
See also Citizenship; Federal government; Human 
rights; Local government; Public administration; 
Representative government and representation; 
Taxation 


Politics and government 
See also Budget; Debts, Public; Elections; Federal 
government; Federal-provincial relations; 
Government information; Legislative bodies; 
Native peoples — Self-government; Provincial 
government 


Politique agricole 
Voir aussi Crédit agricole 
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Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agriculture et 
agroalimentaire Canada. MICROLOG 98-04646 
(2 fiche) 

Politique budgétaire Voir Finances publiques 


Politique commerciale 
Voir aussi Consommateurs — Protection 


Politique culturelle 
Voir aussi Alde de l'Etat aux arts; Arts; 
Conservation de l'héritage; Politique linguistique 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Patrimoine 
canadien. MICROLOG 98-04660 (2 fiche) 


Politique de l’environnement Voir 
Environnement, Politique de I’ 


Politique économique 

Voir aussi Aide économique; Consommateurs -- 
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gouvernementale ment 
communautaire; Développe: ment économique; 
Finances publiques; Industrie et Etat; inflation; 
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Québec (Province) 


Voir aussi Développement économique - Québec 
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Politique énergétique 
See also Energy policy 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les és : Office national de 
l'énergie. MICROLOG 98-04642 (1 fiche) 

Canada. Office national de l'énergie : Rapport 
annuel 1997. MICROLOG 98-04839 (1 fiche) 


Politique et gouvernement 
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Information sur I’ Etat; Relations fédérales- 
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Politique étrangère Voir Relations internationales 


Politique familiale 
Voir aussi Enfants — Protection, assistance, etc. 


Politique fiscale 
See also Fiscal policy 


Politique forestiére 
Voir aussi Eclaircie (Sytviculture) 


Politique Industrielle Voir industrie et Etat 


Politique linguistique 
Voir aussi Administration publique — Politique 
linguistique 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Commissariat aux 
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Rapport de situation de 1996-97 et plan d'action 
pour 1997-98, mise en oeuvre de l’article 41 de la 
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98-05147 (2 fiche) (Available on fiche only) 


Politique monétaire 
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Politique sociale 
Voir aussi Enfants — Protection, assistance, etc.; 
Politique culturelle; Services sociaux 
Québec (Province) 
See also Social policy - Quebec (Province) 


Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche only) 


Polls See Elections 


Pollution 
See also Air pollution; Environmental impact 
analysis; Hazardous substances; Motor vehicles 
- Pollution; Polychlorinated biphenyls; Soil 
pollution; Water pollution 
Control 


See Pollution abatement 


Pollution 
Voir aussi Air, Pollution de I’; Biphényles 
potychiorés: Eau, Pollution de l'; Sols — 
Pollution; Substances dangereuses 
Droit 
Voir aussi Air, Pollution de |’ - Droit 


Pollution abatement 
Voir aussi Pollution, Lutte contre la 


Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
MICROLOG 98-04809 (1 fiche) 


Pollution aérienne Voir Air, Pollution de |’ 
Pollution de l’air Voir Air, Pollution de |’ 
Pollution des eaux Voir Eau, Pollution de |’ 
Pollution des sols Voir Sols — Pollution 


Pollution, Lutte contre la 
See also Pollution abatement 
Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques — Mise à 
Jour. MICROLOG 98-04615 (1 fiche) 


Polychlorinated biphenyis 
Voir aussi Biphényles polychiorés 


Environmental aspects 


Voir aussi Biphényles polychlorés — Aspect de 
l'environnement 

Air quality monitoring for dioxins, furans and PCBs 
In the Swan Hills area, summer 1997, July 7 to 
August 1. MICROLOG 98-04923 (1 fiche) 

PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 


Polychlorobiphényles Voir Biphényles 
polychlorés 


Polymers 
See also Polyurethanes 


lyurethanes 
Effect of processing parameters on cure kinetics in 
filled polyurethanes. MICROLOG 98-04743 
(1 fiche) 


Pomme de terre 
See also Potatoes 
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Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 

Silvicuttural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicuttural guide to managing for black spruce, 
Jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
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Silvicuttural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
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Population 
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Population 
Voir aussi Emigration et immigration 


Population raphy 
See also Emigration and immigration 


Population migration 
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Populations, Birds See Bird populations 
Populations, Fish See Fish populations 
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education 


Potabilité de l’eau Voir Eau potable 
Potable water See Drinking water 
Potatoes 
Evaluation of newly developed potato clones for 


production in Saskatchewan : final report — Rev. 
MICROLOG 98-051 18 (1 fiche) 
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Voir aussi Pauvreté 
Poverty profile : a report, 1996. MICROLOG 
98-04869 (2 fiche) 
Prairie Provinces 
See also Alberta; Manitoba; Saskatchewan 


Pregnanc 
See also 


Pregnanc 
See also 
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, Complications of 
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Prenatal care 
The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby's Best Start Program. 
MICROLOG 98-04513 (2 fiche) (Available on 
fiche only) 


Préparation à une carrière 
Voir aussi Passage au travail 
Preservation of historical records See 
Archives 
Prestations sociales Voir Aide sociale 
Prêts d’État 
Voir aussi Crédit agricole 
Prevention of crime See Crime prevention 
Prevention of floods See Fiood control 


Preventive health services 
See also Health promotion 


Prévision 
Voir aussi Prévision économique 


Prévision économique 
La Demande mondiale de produits forestiers, 
jusqu'à l'an 2010. MICROLOG 98-04593 (1 fiche) 


Prices 
See also Cost and standard of living; Food prices 


Prince Edward Island 
Cultural policy 
Culture, itself a treasure : final report. MICROLOG 
98-04829 (1 fiche) 
industries 
See also Agriculture — Prince Edward Island 


Law and legislation 


Victims of Crime Act : Annual report 1996-97. 
MICROLOG 98-04840 (1 fiche) 


Privacy, Right of 
Voir aussi Droit à la vie privée 
1998-99 estimates, part Ill, report on plans and 
priorities : offices of the Information and Privacy 
Commissioners. MICROLOG 98-04774 (1 fiche) 
Ensuring privacy and confidentiality on Canada’s 
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Private schools 
Alberta 
Accreditation handbook 1998 — 4th ed. 
MICROLOG 98-04938 (2 fiche) 


Problem solving 
See also Arbitration, International; Family 
mediation 


Procédure civile 
Chambre des notaires du Québec : Rapport 
annuel 1996-97. MICROLOG 98-04873 (1 fiche) 


Procédure parlementaire 
See also Parliamentary practice 


L'Examen par les comités pariementaires des 
nouveaux documents du Budget des dépenses. 
MICROLOG 98-05001 (1 fiche) 

Règlement. MICROLOG 98-04916 (2 fiche) 

Produce trade 

See also Agricultural marketing boards; Food 

prices 
Production economics, Agricultural See 
Agriculture — Economic aspects 


Productivité 
Voir aussi Inflation; Innovations 


Productivity 
See also Technological innovations 


A bibliographic citation of each title 
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Produits alimentaires Voir Aliments 


Produits chimiques 
Voir aussi Médicaments 


Produits de boulangerie-pâtisserie 
See also Baked products 
Produits de la pêche 
industrie 
Voir Pêches 


Produits forestiers 
Exportation et importation 
La Demande mondiale de produits forestiers, 


jusqu'à l'an 2010. MICROLOG 98-04593 (1 fiche) 


Industrie 
See also Forest products industry 


Les Produits forestiers des Prairies : un profil de 
l'industrie. MICROLOG 98-05127 (1 fiche) 

Situation financière de l'industrie forestière de 
1989 à 1992. MICROLOG 98-04588 (1 fiche) 

Statistiques économiques de l’industrie forestière 
de 1970 à 1991. MICROLOG 98-04589 (1 fiche) 


Produits laitiers 
See also Dairy products 


Commercialisation 
See also Dairy products — Marketing 


Produits manufacturés 
Voir aussi Commerce 


Produits végétaux 
industrie 
Voir aussi Produits forestiers — Industrie 


Professions 
See also Teachers 


Law and legislation 


Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Professions 
Voir aussi Agriculture; Construction; 
Environnement — Surveillance; Gazoduc de la 
route de l'Alaska; Milieu de travail; Travaux 
publics 


Professions libérales 
Voir aussi Enseignants 


Program administration 
Voir aussi Administration des programmes 


Evaluation of the enforcement program for federal 
tobacco legislation. MICROLOG 98-04831 
(2 fiche) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : evaluation 
report of the Community Support Worker 
Program. MICROLOG 98-04512 (2 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby's Best Start Program. 
MICROLOG 98-04513 (2 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Community Access to Child 
Health (CATCH) Program. MICROLOG 98-04514 
(1 fiche) (Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Nobody’s Perfect Program. 
MICROLOG 98-04515 (2 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Parents Helping Parents 
Program. MICROLOG 98-04516 (1 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Student Parent Resource 
Area/Young Parent Program. MICROLOG 
98-04518 (1 fiche) (Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation report of the Skills Through Activity 
and Recreation Program (STAR). MICROLOG 
98-04517 (1 fiche) (Available on fiche only) 
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Local evaluation of the Community Action Program 


for Children (CAPC) : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche on 


ly) 
Local evaluation of the Cas Action Program 


for Children (CAPC) project. MICROLOG 
98-04511 (2 fiche) (Available on fiche only) 

New Brunswick Job Corps, evaluation : 
final report. MICROLOG 98-04940 (1 fiche) 

Paying dividends, an evaluation of the Northwest 
Territories’ Investing in People strategic initiative 
: year one final report. MICROLOG 98-04767 
(2 fiche) 

A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 

Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 

Provincial accountability framework for child and 
family services. MICROLOG 98-04924 (4 fiche) 

Report of the Review of the Addiction Services 
Program for the Province of Prince Edward 
Island. MICROLOG 98-04509 (2 fiche) 


Programmes de formation de l’emploi 
See also Employment programs 


Un Bon investissement, évaluation de l'initiative 
stratégique des Territoires du Nord-Ouest, 
programme Investir dans les gens : première 
année, rapport final. MICROLOG 98-04768 
(2 fiche) 

Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : rapport 

final. MICROLOG 98-04941 (1 fiche) 

Évaluation des méthodes, Succès 
Nouvelle-Ecosse 2000 : rapport final. 

, MICROLOG 98-04731 (2 fiche) 

Evaluation des processus du programme 
Compass - Nouvelle-Ecosse. MICROLOG 

, 98-04764 (2 fiche) 

Évaluation diagnostique du Programme des 
débouchés d'emploi stratégiques : rapport final. 

, MICROLOG 98-04733 (1 fiche) 

Evaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 

, fapport final. MICROLOG 98-04735 (1 fiche) 

Evaluation du processus du programme Prêts à 
apprendre de I'l.-P-E. MICROLOG 98-04766 

, (2 fiche) 

Evaluation du Programme travail et services pour 
les étudiants, Terre-Neuve et Labrador : rapport 
final. MICROLOG 98-04763 (2 fiche) 


Programmes d’études 
Programme initial du secondaire. MICROLOG 
98-05013 (2 fiche) 


Programmes gouvernementaux 
See also Government programs 
Evaluation des processus du programme 
Compass - Nouvelle-Ecosse. MICROLOG 
98-04764 (2 fiche) 
Guide des programmes et services fédéraux pour 
les ainés, 1998. MICROLOG 98-04723 (1 fiche) 


Programs, Computer See Computer programs 


Projectiles 
Aeroballistic range tests of the Basic Finner 
reference projectile at supersonic velocities. 
MICROLOG 98-04757 (2 fiche) 
Wind tunnel tests on DREV-ISL reference models 
at supersonic speeds, series ISLFPWT-1. 
MICROLOG 98-04758 (3 fiche) 


Promotion de la santé 
See also Health promotion 


Promotion Immobilière 

See also Real estate development 

Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 

Société d'aménagement de North Pickering (Ont.) 
: Rapport annuel 1996-97. MICROLOG 98-05070 
(1 fiche) 

Aspect de l’environnement 


See also Real estate development -— Environmental 
aspects 


Une référence bibliographique 
se trouve dans la section Index des titres 


Promotion immobilière (cont’d) 

Elimination des obstacles au réaménagement des 
terrains contaminés a des fins résidentielles : 
rapport de synthése. MICROLOG 98-04822 
(3 fiche) 

Promotion of health See Health promotion 


Propagation of radio waves See Radio wave 
propagation 
Propellers 
Cavitation performance of propeller blade root 
fillets. MICROLOG 98-04522 (1 fiche) 
Evaluation of the cavitation inception prediction 
capabilities of the propeller surface panel code 
ASP-2. MICROLOG 98-04561 (1 fiche) 
Property 
See also Equitable distribution of marital property; 
Intellectual property 
Property, Literary See Copyright 
Property tax 
See also Real property tax 
Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 
Assessment 
See Tax assessment 
Proprietary rights See Intellectual property 


Propriété fonciére 
Voir aussi Exploitations agricoles — Gestion 


Propriété immobilière 
Voir aussi Exploitations agricoles -- Gestion; Zones 
industrielles 


impôts 
See also Real property tax 


Propriété intellectuelle 
Voir aussi Droit d'auteur 


Office de la propriété intellectuelle du Canada : 
Rapport annuel 1996-97. MICROLOG 98-04895 
(1 fiche) 


Prospecting 
See also Geochemical prospecting; Ores -- 
Sampling and estimation 
Alberta 


Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. MICROLOG 
98-04614 (1 fiche) 


Atlantic Provinces 
See also Prospecting — New Brunswick 


New Brunswick 
Information to tenderers package for bituminous 
shale (oil shales) licence to search in the 
Moncton Subbasin, southeastern New 
Brunswick. MICROLOG 98-04998 (1 fiche) 
Ontario 
See also Geochemical prospecting -- Ontario 
Saskatchewan 


Assessment work catalogue, Saskatchewan, 1998. 
MICROLOG 98-04619 (1 fiche) 


Prospection 
See also Prospecting 
Nouveau-Brunswick 
See also Prospecting — New Brunswick 


Prospection géochimique 
See also Geochemical prospecting 


Prostitution 
Action plan for the elimination of child prostitution 
in the city of Saskatoon : final report. 
MICROLOG 98-04813 (1 fiche) 


Prostitution 
See also Prostitution 


Protection de l’environnement Voir 
Environnement, Protection de |’ 


Protection de l’information (Informatique) 
See also Data protection 


Le Respect de la vie privée et la confidentialité sur 
l'Inforoute santé canadienne. MICROLOG 
98-04574 (1 fiche) 
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Protection des consommateurs Voir 
Consommateurs — Protection 


Protection of children See Child wetfare 


Protection of environment See Environmental 
protection 


Protective clothing 

See also Cold weather clothing 

Impact head injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. MICROLOG 
98-04994 (1 fiche) 

Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. MICROLOG 
98-04749 (2 fiche) 


Proteins 
See also Peptides 


How does bovine viral diarrhoea virus cause 
disease : final report. MICROLOG 98-05098 
(1 fiche) 

Liquid chromatography continuous-fiow matrix- 
assisted laser desorption ionization time-of-flight 
mass spectrometry for the detection of bioactive 
peptides and proteins. MICROLOG 98-04559 
(1 fiche) 


Provinces de l’Atlantique 
Voir aussi Nouveau-Brunswick 


Commerce 
Voir aussi Nouveau-Brunswick -- Commerce 


Provincial aid to research See Research — 
Government aid 


Provincial government 
See also Alberta — Politics and government; 
Federal-provincial relations; Nova Scotia — 
Politics and government; Provincial-local 
relations 


Finance 
Voir aussi Gouvernement provincial — Finances 


1998-99 budget : budget plan. MICROLOG 
98-04854 (2 fiche) 

1998-99 budget : budget speech. MICROLOG 
98-04872 (1 fiche) 

1998 Ontario budget : budget papers. MICROLOG 
98-04627 (3 fiche) 

1998 Ontario budget : budget speech. MICROLOG 
98-04626 (1 fiche) 

Estimates : supplementary no. 1, 1998-99. 
MICROLOG 98-04570 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04904 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04890 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04894 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04888 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04891 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04901 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04898 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04889 (2 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04902 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04880 (1 fiche) 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04905 (1 fiche) 


Provincial government (cont'd) 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04887 (1 fiche) 

Supplementary Information for legisiative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04900 (1 fiche) 


Provincial parks 
British Columbia 

Cape Scott Provincial Park, Scott Islands 
Provincial Park : background document. 
MICROLOG 98-04805 (1 fiche) 

Ontario 

Bronte Creek management plan. MICROLOG 
98-05077 (1 fiche) 

Driftwood Provincial Park, preliminary 
management plan. MICROLOG 98-05078 
(1 fiche) 

Saskatchewan 
Summer visitation and outdoor recreation : 


statistical report, 1997. MICROLOG 98-04653 
(1 fiche) 


Provincial-local relations 
Ontario 
Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. MICROLOG 98-051 48 (1 fiche) 


Psychiatric hospitals 
See also Mentally ill 


Psychiatrie 
Voir aussi Santé mentale 


Psychological tests 
See also Educational tests and measurements 


Psychologie 
Voir aussi Discrimination 


Psychologie sociale 
Voir aussi Discrimination 


Psychol 
See also Arbitration, international; Discrimination; 
Eating disorders; Family mediation 


Public administration 
See also Civil service; Crown corporations; 
Cultural affairs — Public administration; 
Decentralization in government; Expenditures, 
Public; Freedom of information; Government 
programs; Independent regulatory commissions; 
Local government; Ombudsman; Public officers 


1998-99 estimates, part Ill, report on plans and 
priorities : Privy Council Office. MICROLOG 
98-04778 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada, 
Secretariat. MICROLOG 98-04637 (2 fiche) 

Environmental aspects 

Voir aussi Administration publique -— Aspect de 

l’environnement 
Language policy 

Voir aussi Administration publique — Politique 
linguistique 

Government transformations : the impact on 
Canada's official languages program. 
MICROLOG 98-05015 (1 fiche) 

Alberta 

See also Civil service — Alberta 


British Columbia 

Loss reporting in government, waste management 
permit fees, Motor Dealer Act. MICROLOG 
98-04853 (2 fiche) 

Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. MICROLOG 98-04793 
(1 fiche) 

Manitoba 

See also Civil service — Manitoba 

Ontario 
See also Civil service — Ontario 
Saskatchewan 


See also Civil service — Saskatchewan 


Public contracts 
Information to tenderers package for bituminous 
shale (oil shales) licence to search in the 
Moncton Subbasin, southeastern New 
Brunswick. MICROLOG 98-04998 (1 fiche) 


Public corporations See Corporations; Municipal 
corporations 

Public debt See Debts, Public 

Public employees See Civil service 

Public expenditures See Expenditures, Public 


Public finance 

See also Budget; Debts, Public; Expenditures, 
Public; Fiscal policy; Government spending 
policy; Income tax; Manitoba - Public finance; 
Municipal finance; Ontario — Public finance; 
Provincial government — Finance; Quebec 
(Province) — Public finance; Taxation; Taxation — 
Alberta; Yukon Territory — Public finance 


1998-99 estimates, part Ill, report on plans and 
priorities : Department of Finance Canada. 
MICROLOG 98-04664 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada, 
Secretariat. MICROLOG 98-04637 (2 fiche) 

Auditing 


See Government auditing 


Public health 
See also Community health services; Food 
adulteration and inspection; Health facilities; 
Maternal health services; Women’s health 
services 


1998-99 estimates, part Ill, report on plans and 
priorities : Health Canada. MICROLOG 98-04680 
(2 fiche) 

Risk, vulnerability, resiliency, health system 
implications. MICROLOG 98-04712 (1 fiche) 

Prince Edward Island 

Prince Edward Island. Dept. of Health & Social 
Services : Annual report 1996-97. MICROLOG 
98-04838 (1 fiche) 

Public health services See Public health 


Public Lopes h 
Saskatchewan Housing Corporation : Annual 
report 1997. MICROLOG 98-04632 (1 fiche) 
Prince Edward Island 
Prince Edward Island Housing Corporation : 
Annual report 1996-97. MICROLOG 98-04842 
(1 fiche) 
Public interest law 
See also Legal aid 


Public libraries 
Report of the Regional Public Libraries Funding 
Review Committee : sharing resources in Nova 
Scotia - 1997 ed. MICROLOG 98-05022 (1 fiche) 


Public officers 
See also British Columbia — Officials and 
employees; Local officials and employees 
Royal roots, the Crown in Nova Scotia. 
MICROLOG 98-04973 (1 fiche) 


Public opinion 
See also Elections 


Public records 
See also Freedom of information; Government 
paperwork 
Preservation 
See Archives 


Public relations 
Police 

See also Police - Complaints against 
Public spending policy See Government 

spending policy 
Public utilities 

See also Gas companies 

Saskatchewan 

See also Water supply — Saskatchewan 
Public welfare 

See also Aged -- Services for; Child welfare; 


Community services; Immigrants — Services for; 
Public housing 
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Public welfare (cort‘d) 

The Connection between literacy and work : 
implications for social assistance recipients. 
MICROLOG 98-051 32 (1 fiche) 

Public works 

See also Flood control; Government business 
enterprises; Health facilities; Provincial parks; 
Roads and highways 

1998-99 estimates, part III, report on plans and 
priorities : Public Works and Government 
Services Canada. MICROLOG 98-04772 (2 fiche) 

Publicité 
Voir aussi Marchés d'exportation 


Pucerons 
See also Aphididae 


Pulp and paper industry 
See also Wood-pulp industry 


Economic aspects 

inter-regional transportation costs of the Canadian 
pulp and paper industry. MICROLOG 98-04600 
(1 fiche) 

Likely developments and new processes in pulp, 
paper and paperboard. MICROLOG 98-04596 
(2 fiche) 

Transportation cost analysis of the Canadian pulp 
and paper industry for the years 1986-91. 
MICROLOG 98-04597 (1 fiche) 

Pulp mills 
See also Wood-pulp industry — Waste disposal 
Pulse communication See Digital 
communications 


Q 


Qualité de l’air Voir Air, Qualité de I’ 
Qualité des aliments Voir Aliments — Qualité 
Quality of air See Air quality 


Quality of life 
See also Cost and standard of living 
Quebec (Province 
Voir aussi Québec ( ince) 
industries 
Voir aussi Québec (Province) — Industrie 
Public finance 

Voir aussi Québec (Province) — Finances 
publiques 

1998-99 budget : budget plan. MICROLOG 
98-04854 (2 fiche) 

1998-99 budget : budget speech. MICROLOG 
98-04872 (1 fiche) 

Québec (Province) 
See also Quebec (Province) 
Finances publiques 

See also Quebec (Province) — Public finance 

Budget 1998-99 : discours sur le budget. 
MICROLOG 98-04876 (1 fiche) 

Budget 1998-99 : plan budgétaire. MICROLOG 
98-04855 (2 fiche) 

Budget 1998-99 : renseignements supplémentaires 
sur les mesures du budget. MICROLOG 
98-04868 (2 fiche) 

industrie 

Voir aussi Tourisme — Québec (Province) 

L’Aérospatiale au Québec, 1997. MICROLOG 
98-04864 (3 fiche) 

Politique sociale 
Voir Politique sociale — Québec (Province) 


Radar 
See also Tracking radar 


Radar (cont'd) 
Automatic detection 
Study of M-out-of-N detection algorithm In rain and 
sea Clutter : final report. MICROLOG 98-04747 
(1 fiche) 
interference 
Study of M-out-of-N detection algorithm in rain and 
sea Clutter : final report. MICROLOG 98-04747 
(1 fiche) 
Jamming 
See Radar — Interference 


Radar 
See also Radar 


Radiation 
See also Ultraviolet radiation 


Safety measures 
Environmental radiation monitoring data for Point 
Lepreau Generating Station, 1997. MICROLOG 
98-051 42 (2 fiche) 


Radiation dosimetry 
Voir aussi Rayonnement — Dosimétrie 


Radio wave propagation 
Analysis of high-latitude HF propagation 
characteristics and their impact for data 
communications. MICROLOG 98-04586 (2 fiche) 
Development of a model for the first order bistatic 
ocean clutter radar cross section for ground 
wave radars. MICROLOG 98-04530 (1 fiche) 


Radioactive decontamination 
The Decommissioning of DRES Building 12. 
MICROLOG 98-04740 (1 fiche) 
Radioactive pollution 
See also Nuclear power plants — Environmental 
aspects 
Radioactive substances 
See also Radioactive wastes 
Safety measures 
See also Radioactive decontamination; 
Radioactive waste disposal 
Radioactive waste disposal 
See also Radioactive waste disposal in the ground 
Environmental aspects 
Voir aussi Déchets radioactifs, Elimination de — 
Aspect de l’environnement 
Nuclear fue! waste management and disposal 
concept : report. MICROLOG 98-05002 (3 fiche) 


Radioactive waste disposal In the ground 
Voir aussi Déchets radioactifs — Elimination dans le 
sol 
Nuclear fuel waste management and disposal 
concept : report. MICROLOG 98-05002 (3 fiche) 


Radioactive wastes 
Voir aussi Déchets radioactifs 
Environmental aspects 
Radionuclide S Of Saskatchewan caribou, 
1995 : final report. MICROLOG 98-05016 
(1 fiche) 
Radioactivité Voir Rayonnement 
Mesure 
Voir Rayonnement — Dosimétrie 
Radioactivity See Radiation 
Radiodiffusion 
See also Broadcasting 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de la 
radiodiffusion et des télécommunications 
canadiennes. MICROLOG 98-04643 (1 fiche) 
Radiotélédiffusion Voir Radiodiffusion 


Radiotélévision Voir Radiodiffusion 


Rangelands (cont'd) 

Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 

Rangifer See Caribou 


Raspberries 
Controlled raspberry yields through improved 
mulching techniques : final report. MICROLOG 
98-05105 (1 fiche) 


Rayonnement 
See also Radiation 
Dosimétrie 

Lignes directrices pour satisfaire à l'exigence de 
maintenir les expositions au niveau le plus faible 
qu'il soit raisonnablement possible d'atteindre : 
guide d'application de la réglementation G-129 
(F). MICROLOG 98-05075 (1 fiche) 

Mesures de sécurité 
See also Radiation — Safety measures 


Rayonnement ultraviolet 
See also Ultraviolet radiation 


Rays, Ultra-violet See Ultraviolet radiation 
Reactors, Biochemical See Bioreactors 


Real estate business 
See also Home ownership; Real estate 
development; Rental housing 


The Financial services sector and brownfield 
redevelopment : backgrounder. MICROLOG 
98-04819 (1 fiche) 


Real estate development 

Voir aussi Promotion immobiliére 

The Financial services sector and brownfield 
redevelopment : backgrounder. MICROLOG 
98-04819 (1 fiche) 

North Pickering Development Corporation (Ont.) : 
Annual report 1996-97. MICROLOG 98-05070 
(1 fiche) 

Environmental aspects 

Voir aussi Promotion immobilière — Aspect de 
l'environnement 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. MICROLOG 
98-04821 (3 fiche) 


Real prope 


See also Estates (Law); Farm management; 
Industrial sites 


Real property tax 
British Columbia Assessment Authority : Annual 
report 1996. MICROLOG 98-04834 (1 fiche) 


Reboisement 
Québec (Province) 

Evaluation d'épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. MICROLOG 
98-04704 (1 fiche) 

Recettes fiscales 
Voir aussi Impôt sur le revenu 
Recherche 

Voir aussi Bourses de recherche; Droit — 
Recherche; Médecine — Recherche; Transfert de 
technologie 

Alde de l'État 

Voir Aide de l'État à la recherche 

Subventions 

Voir Aide de l’État à la recherche: Bourses de 

recherche 
Recherche d'emploi 
See also Job hunting 


Recherche industrielle 
Voir aussi Transfert de technologie 


Adaptive beamforming with near instantaneous Raliroads Recherche militaire 
convergence in passive and active sonar See also Locomotives See also Military research 
Development of SOU for the neat pepe bistatic Range pags ement Reclamation of land 
ocean clutter radar cross section for ground ba ng Environmental Protection Security Fund : Annual 
wave radars. MICROLOG 98-04530 (1 fiche) Rangelands report 1996-97. MICROLOG 98-051 13 (2 fiche) 
See also Cattle 
Une référence bibliographique 
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Reclamation of land (cont'd) 


Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. MICROLOG 98-04986 
(6 fiche) 

Recording and registration 

See also Land titles — Registration and transfer 
Records 

See also Archives; Government paperwork 
Records management, Government See 

Government paperwork 


Recreation 
See also Outdoor recreation; Physical fitness 
Alberta 


Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. MICROLOG 98-04950 
(1 fiche) 


Recreation areas 
See also Provincial parks 
British Columbia 
See also Provincial parks — British Columbia 
Recreational fishing See Fishing 


Recycling (Waste, etc.) 
See also Tires, Rubber — Recycling 


Rédaction technique 
See also Technical writing 


Reforestation 
Voir aussi Reboisement 
Quebec (Province) 
Voir aussi Reboisement - Québec (Province) 


Réforme du droit Voir Droit - Réforme 


Refugees 
Voir aussi Réfugiés 
1998-99 estimates, part Ill, report on plans and 


priorities : Immigration and Refugee Board. 
MICROLOG 98-04644 (1 fiche) 


Réfugiés 
See also Refugees 
Budget des dépenses, 1998-99, partie Ili, rapport 
sur les plans et les priorités : Commission de 
l'immigration et du statut de réfugié. MICROLOG 
98-04644 (1 fiche) 
Refuse and refuse disposal 
See also Manures; Mineral industries -- Waste 
disposal; Petroleum industry and trade -- Waste 
disposal; Radioactive waste disposal; 
Radioactive waste disposal in the ground; Tires, 
Rubber — Recycling; Waste minimization; Wood- 
pulp industry — Waste disposal 
Regeneration (Forestry) See Forest 
reproduction 


Régénération (Sylviculture) 
See also Forest reproduction 


Régénération de peuplements feuillus dégradés a 
la suite de coupes a diamétre limite successives, 
projet no 4065. MICROLOG 98-04706 (1 fiche) 


Regional development See Community 
development; Regional planning; Rural 
development 

Manitoba 


See Rural development — Manitoba 
New Brunswick 
See Regional planning — New Brunswick 
Northwest Territories 
See Community development — Northwest 
Territories 


Regional government 
See also Municipal finance 


Regional planning 
See also Rural development 
Manitoba 
See also Rural development -- Manitoba 


New Brunswick 


Kent Economic Commission : Annual report 
1994-95. MICROLOG 98-05122 (1 fiche) 


Régions forestières Voir Forêts et sylviculture 
Régions industriels Voir Zones industrielles 


Registration of title See Land titles — 
Registration and transfer 


Règlement de conflits 
Voir aussi Tribunaux 


Règlement pacifique des conflits 
internationaux 
Voir aussi Arbitrage international 


Réglementation commerciale Voir Commerce 
_ lementation 


Regression analysis 
See also Correlators 


Regulatory agencies See independent 
regulatory commissions 


Rehabilitation medicine 
See also Alcoholism; Alcoholism — Treatment; 
Drug abuse; Drug abuse - Treatment 


Relations de travail Voir Relations industrielles 


Relations économiques internationales 
Voir aussi Aide économique; Commerce 
international 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Secrétariat de 
l'ALENA, section canadienne. MICROLOG 
98-04684 (1 fiche) 


Relations entre autochtones et 
allochtones Voir Autochtones — Relations avec 
l'Etat 

Relations extérieures Voir Relations 
internationales 


Relations fédérales-provinciales 
See also Federal-provincial relations 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Secrétariat des 
conférences intergouvernementales 
canadiennes. MICROLOG 98-04639 (1 fiche) 


Relations fiscales intergouvernementales 
Voir aussi Relations fédérales-provinciales 


Relations industrielles 
Voir aussi Fonction publique — Relations de travail; 
Gestion 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil canadien 
des relations du travail. MICROLOG 98-04676 
(1 fiche) 

Ontario 


See also Industrial relations — Ontario 


Relations intergouvernementales 
Voir aussi Relations fédérales-provinciales; 
Relations internationales 


Relations internationales 
Voir aussi Accords commerciaux; Arbitrage 
international, Congrès et conférences; Droit 
international; Relations économiques 
internationales 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ministére des 
affaires étrangères et du commerce international. 
MICROLOG 98-04692 (2 fiche) 


Relations interprovinciales (Canada) 
Voir aussi Gouvernement provincial 


Relations provinciales-municipales 
See also Provincial-local relations 
Ontario 
See also Provincial-local relations — Ontario 


Relations publiques 
Police 
Voir aussi Police, Plaintes contre la 
Remote sensing 


See also Forests and forestry — Remote sensing; 
Radar 


Rendement scolaire 
See also Academic achievement 


Programme d'indicateurs du rendement scolaire, 
évaluation en mathématiques de 1997 : rapport 
pour l'Ontario. MICROLOG 98-05040 (1 fiche) 


Rendement scolaire (cont’d) 


Programme initial du secondaire. MICROLOG 
98-05013 (2 fiche) 


Renewable resources See Natural resources 


Renovation d’un quartier Voir Villes — 
Rénovation 


Renseignements, Distribution des 
Voir aussi Droit d'auteur; Liberté d'information 


Rent 
See also Agriculture — Economic aspects 


Rental housing 
Voir aussi Logement locatif 


Ontario 
See also Rental housing — Ottawa-Carleton (Ont.) 


Ottawa-Carleton (Ont.) 


Ottawa rental market report, 1997 survey. 
MICROLOG 98-04572 (1 fiche) 


Rentes de retraite 
Voir aussi Fonction publique — Pensions 


Report writing See Technical writing 


Representation See Representative government 
and representation 


Representative government and 
representation 
See also Federal government; Legislative bodies 
Report of Nova Scotia’s Select Committee on 
National Unity. MICROLOG 98-051 26 (7 fiche) 


Research 
See also Forests and forestry — Research; Geology 
-- Research; Industrial research; Laboratories; 
Legal research; Marine biology - Research; 
Medicine — Research; Military research; 
Research grants; Wildlife research 
Government aid 


Voir aussi Aide de l'État à la recherche 


1998-99 estimates, part Ill, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 98-04675 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 98-04663 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Sciences & Engineering 
Research Council of Canada. MICROLOG 
98-04668 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. MICROLOG 
98-04779 (1 fiche) 

The Federal system of income tax incentives for 
scientific research and experimental 
development : evaluation report. MICROLOG 
98-04714 (2 fiche) 


Research grants 

Voir aussi Bourses de recherche 

1998-99 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 98-04663 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Sciences & Engineering 
Research Council of Canada. MICROLOG 
98-04668 (1 fiche) 


Research, Industrial See industrial research 
Research, Legal See Legal research 
Research, Military See Military research 


Réserves naturelles 
See also Natural areas 


Residential care facilities See Nursing homes 


Resource management 
See also Forest management; Grazing; 
Reclamation of land 


Ontario 


Bronte Creek management plan. MICROLOG 
98-05077 (1 fiche) 

Driftwood Provincial Park, preliminary 
management plan. MICROLOG 98-05078 
(1 fiche) 

Great Lakes-St. Lawrence planning area overview 
— Rev. MICROLOG 98-05067 (1 fiche) 
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Respirators 

C4 respirator field of view study, part 2. 
MICROLOG 98-04590 (1 fiche) 

Risk assessment of bacteriologic health hazards in 
the helmet bladder component of a pressure 
breathing for G (PBG) system. MICROLOG 
98-04585 (1 fiche) 

Responsabilité (Droit) 

See also Liability (Law) 

Responsabilité pour dommages à 
l’environnement 

See also Liability for environmental damages 

Ressources agricoles 

Voir aussi Sols 

Ressources en eau 

Voir aussi Eau, Approvisionnement de I’; Eau, 
Qualité de I’ 

Le Canada et les eaux douces, expérience et 
pratiques. MICROLOG 98-04577 (1 fiche) 

Exploitation 
See also Water resources development 


Manitoba 
Guide manitobain de l’eau pure. MICROLOG 
98-05006 (2 fiche) 
Nouveau-Brunswick 
Voir aussi Eau, Approvisionnement de |’ — 
Nouveau-Brunswick 
Provinces de l'Atlantique 
Voir aussi Eau, Approvisionnement de |’ — 
Nouveau-Brunswick 


Ressources énergétiques 
Voir aussi Energie nucléaire; Politique énergétique 


Ressources humaines 
See also Human resources 
Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement des 
ressources humaines Canada. MICROLOG 
98-04681 (2 fiche) 
Ressources marines 
See also Marine resources 
Ressources minérales Voir Mines et ressources 
miniéres 
Ressources minières Voir Mines et ressources 
miniéres 
Ressources naturelles 
Voir aussi Forêts et sylviculture; Ressources en 
eau; Sols 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ressources 
naturelles Canada. MICROLOG 98-04633 
(2 fiche) 

; Gestion 

Voir aussi Eclaircie (Syiviculture) 

Survol de la zone de planification des Grands Lacs 
et du Saint-Laurent -— Rév. MICROLOG 98-05066 
(1 fiche) 

Ontario 

See also Natural resources — Ontario 

Survol de la zone de planification des Grands Lacs 
et du Saint-Laurent — Rév. MICROLOG 98-05066 
(1 fiche) 

Québec (Province) 

Voir aussi Forêts et syiviculture — Québec 

(Province) 


Restraint of trade 
See also Competition 


Retail trade 
See also Small business 


Retirement 
See also Pensions 
Flexible retirement as an alternative to 65 and out. 
MICROLOG 98-04716 (1 fiche) 


Retirement homes 
See also Nursing homes 


Retirement homes report : Ottawa, 1998. 
MICROLOG 98-04571 (1 fiche) 


Retirement income 
See also Pensions 


Retirement savings See Pensions 


Retraite 
See also Retirement 


Réunions 
Voir aussi Procédure parlementaire 


Revenu 
Voir aussi Fonction publique — Pensions; Impôt sur 
le revenu; Pauvreté; Sécurité du revenu 


Répartition 

Voir aussi Sécurité du revenu 
Revenu garanti Voir Sécurité du revenu 
Revenus agricoles 

Voir aussi Crédit agricole 
Revenus des particuliers 

impôts 

Voir Impôt sur le revenu 
Right of property 

See also Eminent domain 
Right to know See Freedom of information 
Rights, Civil See Civil rights 
Rights, Human See Human rights 


Risk assessment 
See also Risk assessment, Human 


Risk assessment, Human 
Risk, vulnerability, resiliency, health system 
implications. MICROLOG 98-04712 (1 fiche) 
River basins See Watersheds 


River engineering 
See also Flood control 

Rivers 
See also Water pollution 

Regulation 
See also Flood control; Floods 
Temperature 

See Water temperature 


British Columbia 
Water temperature monitoring in the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
MICROLOG 98-04911 (1 fiche) 


Roads See Roads and highways 


Roads and highways 
British Columbia 
British Columbia. Ministry of Transportation & 
Highways : Annual report 1996-97. MICROLOG 
98-04878 (1 fiche) 
Business plan, 97/98. MICROLOG 98-04859 
(1 fiche) 


Roches 
See also Rocks 
Essais 
See also Rocks — Testing 


Rock mechanics 
See also Rocks -— Testing 


Rocks 
See also Kimberilite; Mineralogy; Rocks, 
Sedimentary 


Testing 
Selected engineering data : bedrock/granular 
aggregate samples from the Fredericton, Grand 
Lake, Minto and Burtts Corer map areas (NTS 
21 G/15, 16; 21 J/1,2), New Brunswick. 
MICROLOG 98-05010 (1 fiche) 


Rocks, Igneous 
See also Kimberiite 


Rocks, Sedimentary 
See also Oil-shales 
Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.PO.G. Strathmore 7-12-25-25W4, east of 
ony southem Alberta. MICROLOG 98-04861 
1 fiche 


Rocks, Sedimentary (cont’d) 
Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. MICROLOG 98-04862 
(1 fiche) 
Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 


Rocky Mountains, Canadian (B.C. and Alta.) 
Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 
Rôle parental 
See also Parenting 
Le Déménagement des parents gardiens : rapport 
final. MICROLOG 98-04921 (2 fiche) (Available 
on fiche only) 
Rôle selon le sexe 
Voir aussi Femmes 
Root-crops 
See also Potatoes; Rutabaga 
Routes 
See also Roads and highways 


Royal Canadian Mounted Police 

Voir aussi Gendarmerie royale du Canada 

1998-99 estimates, part lil, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 98-04785 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 98-04783 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 98-04777 (2 fiche) 

Rubber tire recycling See Tires, Rubber — 

Recycling 

Ruminants 
See also Caribou; Cattle; Muskox 


Rupture, Mécanique de la 
See also Fracture mechanics 


Rural development 
Rural agroindustry in Latin America, an evaluation 
of the PRODAR network. MICROLOG 98-04718 
(2 fiche) (Available on fiche only) 
Manitoba 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04890 (2 fiche) 


Western Provinces 
See also Rural development — Manitoba 
Rural land use See Land use, Rural 
Rutabaga 
Integrated management of root maggots in 


vegetable crops : final report. MICROLOG 
98-05018 (1 fiche) 


Rutabaga 
See also Rutabaga 


S 


Sables bitumineux 
Industrie 
See also Oil sands industry 
Safety, Public 
See also Accidents; Environmental accidents; 


Hazardous substances — Safety measures; 
Radiation -- Safety measures; Work environment 


Saint-Laurent, Golfe du 
See also Gulf of St. Lawrence 


Salaires 
Voir aussi Fonction publique — Pensions 
Juges 
See also Judges — Salaries, pensions, etc. 
Salaries See Wages 


Salles de s cle 
Grand Théâtre de Québec : Rapport annuel 
1996-97. MICROLOG 98-04623 (1 fiche) 


Salmon 
See also Pacific salmon 
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Salmon (cont‘d) 
Habitat 

See also Pacific salmon — Habitat 
Salmonidae 

See also Pacific salmon 
Sampling 

See also Ores — Sampling and estimation 
Santé 

Voir aussi Hygiène du milieu; Nutrition 
Santé environnementale Voir Hygiène du milieu 
Santé et sécurité du travail Voir Hygiène 

industrielle 


Santé mentale 
Voir aussi Handicapés mentaux 


Risque, vulnérabilité, résilience, Implications pour 
aoe de santé. MICROLOG 98-04713 
1 fiche 


Santé mentale, Services de 
See a/so Mental health services 


Santé publique 
Voir aussi Aliments — Falsification et inspection; 
Eau potable; Femmes — Santé, Services de; 
Hygiéne du milieu 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Santé Canada. 
MICROLOG 98-04680 (2 fiche) 

Risque, vulnérabilité, résilience, implications pour 
peers ig de santé. MICROLOG 98-04713 
(1 fiche 


Île-du-Prince-Édouard 

See also Public health — Prince Edward Island 
Santé, Services communautaires de 

See also Community health services 

Ontario 

See also Community health services — Ontario 

Santé, Services de Voir Santé publique 
Administration 

See also Health services administration 
Sapin 

See also Fir 
Saskatchewan 

Commerce 


Saskatchewan-made consumer products directory. 
MICROLOG 98-051 16 (2 fiche) 


Industries 


See also Gas industry — Saskatchewan; Mineral 
industries — Saskatchewan 

Saskatchewan-made consumer products directory. 
MICROLOG 98-05116 (2 fiche) 


Saskatchewan 
See also Saskatchewan 


Saumon du Pacifique 
See also Pacific salmon 
Habitat 
See also Pacific salmon — Habitat 
Savoir-faire industriel Voir Brevets d'invention 
School administration See School management 
and organization 


School employees 
See also Teachers 


School management and organization 

Writing school annual reports. MICROLOG 
98-05021 (1 fiche) 

School of graduate studies See Universities 
and colleges 

School operation policies See School 
management and organization 

School organization See School management 
and organization 

School surveys See Educational surveys 

School to work transition 
Voir aussi Passage au travail 


Evaluation of the Student Work and Service 
Program (SWASP), Newfoundland and Labrador 
: final report. MICROLOG 98-04762 (1 fiche) 


School to work transition (cont’d) 
Formative evaluation of the Graduate 
Employment/Self-Employment Program, GESEP 
: final report. MICROLOG 98-04734 (1 fiche) 
A Process evaluation of Success Nova Scotia 2000 
: final report. MICROLOG 98-04730 (1 fiche) 


Schools 
See also Private schools; Universities and colleges 
Accreditation 
See Accreditation (Education) 
Alberta 


See also Private schools -- Alberta; Universities 
and colleges — Alberta 


Funding manual for school authorities in the 
1998-99 school year : a manual for school 
jurisdictions, private schools and private ECS 
operators. MICROLOG 98-05131 (3 fiche) 

Manitoba 

Voir aussi Ecoles — Manitoba 


Schools in Manitoba, 1998. MICROLOG 98-04850 
(2 fiche) 


New Brunswick 
Voir aussi Ecoles — Nouveau-Brunswick 
Nova Scotia 
See also Universities and colleges — Nova Scotia 
Ontario 
See also Universities and colleges — Ontario 


Science 
See also Animal behaviour; Aquatic ecology; 

Biodegradation; Biological diversity; 
Biotechnology; Chemical kinetics; Cold — 
Physiological effect; Combustion; Copper — 
Metallurgy; Cost and standard of living; Crabs; 
Emigration and immigration; Exercise — 
Physiological aspects; Fish; Flight — 
Physiological aspects; Fluid dynamics; Forest 
ecology; Forests and forestry - Remote sensing; 
Genetic engineering; Geochemistry; Geology; 
Gold — Metallurgy; Gravity; Habitat (Ecology); 
Head; Heat; Heat — Physiological effect; 
Hydrometallurgy; Industrial hygiene; industrial 
microbiology; Information services; Information 
storage and retrieval systems; Liquid 
chromatography; Magnetic fields; Marine 
biology; Mathematics; Medicine; Mental-health; 
Metabolism; Mountain ecology; Murres; 
Nutrition; Oceanography; Public health; Radar — 
Interference; Radiation; Research; Seismometry; 
Smoke; Sound; Spectrum analysis; Sulphide 
minerals — Metallurgy; Technological 
innovations; Thin films; Underwater acoustics; 
Vibration; Virology; Water chemistry; Waterfowl; 
Women — Health and hygiene; Zebra mussel 


Authorship 
See Technical writing 
Study and teaching 
See also Mathematics — Study and teaching 


Science politique 
Voir aussi Administration locale; Administration 
publique; Droits de l’homme; Elections; Impôt; 
Nationalité; Procédure pariementaire 


Sciences ¥ 

Voir aussi Crabes; Diversité biologique; Écologie 
forestière; Ecosystémes; Hygiène du milieu; 
Innovations; Marmettes; Mathématiques; 
Médecine; Nutrition; Optique; Rayonnement 

Etude et enseignement 

Voir aussi Mathématiques — Etude et 

enseignement 


Sciences de la terre 
Voir aussi Emigration et immigration; Sediments 
contaminés 


Sciences de I’éducation 
Voir aussi Education — Finalités 


Sciences de Il’information 
Voir aussi Documentation, Services de 


Sciences humaines 
Voir aussi Arts; Discrimination; Egalité devant la 
lol; Harcélement sexuel; Lieux historiques 


Sciences humaines (cont'd) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 98-04779 (1 fiche) 


Sciences naturelles 
Voir aussi Sediments contaminés 


Sciences sociales 
Voir aussi Assurance; Commerce; Crédit agricole; 
Education; Emigration et immigration; Emploi; 
Entrepreneurs (Economie politique); Faillite; 
Fonction publique — Pensions; Inflation; 
Investissement de fonds publics; Lieux 
historiques; Pauvreté; Sécurité du revenu 
Recherche 


See also Social sciences — Research 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 98-04779 (1 fiche) 


Scientific instruments 
See also Microscopes and microscopy 
Scientific writing See Technical writing 


Sea birds 
See also Murres 


Secondary education 
Voir aussi Enseignement secondaire 
New Brunswick 


Voir aussi Enseignement secondaire — Nouveau- 
Brunswick 


The High School Foundation Program 
performance levels — Interim. MICROLOG 
98-04988 (2 fiche) 

High school framework document. MICROLOG 
98-05008 (1 fiche) 

Sécurité du revenu 
See also Income maintenance programs 
Compagnie des travailleurs du Nouveau- 


Brunswick, évaluation du processus : rapport 
final. MICROLOG 98-04941 (1 fiche) 


Sécurité du travail 
Voir aussi Hygiène industrielle 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Centre canadien 
d'hygiène et de sécurité au travail. MICROLOG 
98-04636 (1 fiche) 
Sécurité nationale 
See also National security 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 98-04775 (1 fiche) 


Sécurité publique 
Voir aussi Milieu de travail 


Sécurité sociale 
Voir aussi Sécurité du revenu 
Securities industry 
Laws and regulation 
See also Corporations 
Security, National See National security 
Sedimentary rocks See Rocks, Sedimentary 


Sédiments (Géologie) 
Voir aussi Sediments contaminés 


Sediments (Geology 
See also Contamin. sediments; Drift; Lake 
sediments; Marine sediments 


Sediments contaminés 
See also Contaminated sediments 


Contamination par les BPC des sédiments et du 
crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale aprés son renfiouage. MICROLOG 
98-04727 (1 fiche) 


Sediments lacustres 
See also Lake sediments 


Sédiments marins 
See also Marine sediments 
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Sédiments marins (cort'd) 

Contamination par les BPC des sédiments et du 
crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 

Whale après son renfiouage. MICROLOG 
98-04727 (1 fiche) 


Seed industry and trade 
See also Plant breeding 


Seeding See Sowing 
Seedlings 


See also Trees 


Seismol 
See also Seismometry 


Séismométrie 
See also Seismometry 


Seismometry 
Shear speed gradients and resonances in ocean 


seismo-acoustic modelling. MICROLOG 
98-04560 (1 fiche) 


Self-employed 
See also Small business 


Semis 
See also Sowing 


Senior citizens See Aged 


Separation processes 
See also Flotation; Leaching 


Development and pilot testing of a continuous 
copper cementation thickener cone. MICROLOG 
98-04984 (1 fiche) 


Service aérien Voir Transports aériens 


Service industries 
See also Computer service industry; Financial 
services industry, Hotels, taverns, etc. 
Manitoba 


See also Tourist trade — Manitoba 


Services correctionnels 
Voir aussi Criminalité; Libération conditionnelle 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Bureau de 
l'Enquêteur correctionnel. MICROLOG 98-04682 
(1 fiche) 

Budget des dépenses, 1998-99, Eh Ill, rapport 
sur les plans et les priorités : Serv 
correctionnel du Canada. MICROLOG 98-04666 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Solliciteur général 
Canada. MICROLOG 98-04776 (1 fiche) 


Services de garde des enfants Voir Garde des 
enfants 


Services familiaux 
See also Family services 
Services financiers 
See also Financial services industry 
Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 
Services Informatiques 
Industrie 
See also Computer service industry 


Services sociaux (cort'd) 
Administration 

See also Social services — Administration 

Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
MICROLOG 98-04729 (1 fiche) 

Premier volet, évaluation formative, projet Choix et 
possibilités, Î.-P-É. : rapport d'ensemble. 
MICROLOG 98-04755 (1 fiche) 


Alberta 
See also Social services — Alberta 


Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
MICROLOG 98-04729 (1 fiche) 


Île-du-Prince-Édouard 
See also Social services — Prince Edward Island 
Premier volet, Svalyation formative, projet Choix et 


possibilités, 1.-P-E. : rapport d'ensemble. 
MICROLOG 98-04755 (1 fiche) 
Ontario 


See also Social services — Ontario 

Cadre des services aux jeunes contrevenantes et 
contrevenants, 1997-2000, cadre de planification 
triennial. MICROLOG 98-05043 (1 fiche) 

Stratégie de réorientation pour l'enfance et la 
jeunesse. MICROLOG 98-05076 (1 fiche) 

Stratégie de réorientation pour les adultes ayant 
un handicap de développement. MICROLOG 
98-05029 (1 fiche) 


Services statistiques 

See also Statistical services 

Ala recherche de données sur les femmes : les 
principales sources à Statistique Canada. 
MICROLOG 98-04711 (2 fiche) (Available on 
fiche only) 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Statistique Canada. 
MICROLOG 98-04638 (1 fiche) 

Sources de données sur les immigrantes. 
MICROLOG 98-04761 (1 fiche) (Available on 
fiche only) 


Sex crimes 
See also Child molesting; Prostitution; Sexual 
harassment 


Sex discrimination in employment 
See also Sexual harassment 


Sex role 
See also Women 


Sexual abuse of children See Child molesting 


Sexual harassment 
Voir aussi Harcélement sexuel 


Access to justice for sexual harassment victims : 
the impact of Béliveau St-Jacques on female 
workers’ rights to damages. MICROLOG 
98-04708 (2 fiche) (Available on fiche only) 


Sexually abused children 
See also Child molesting 


Shale 
See also Oil-shales 


Shear waves 
Shear speed gradients and resonances in ocean 
seismo-acoustic modelling. MICROLOG 
98-04560 (1 fiche) 


Ships (cont’d) 
Hydrodynamics 

Added resistance prediction in SHIPMO7 using a 
near-field method. MICROLOG 98-04563 
(1 fiche) 

Finite element based spectral methods for fatique 
damage assessment of ship structures. 
MICROLOG 98-04745 (1 fiche) 

Hydrodynamic interaction forces between two 
Ships in waves. MICROLOG 98-04551 (1 fiche) 

An Improved strip theory program for ship motions 
and sea loads in waves. MICROLOG 98-04552 
(1 fiche) 

Motions and loads of a hydroelastic frigate model 
in severe seas. MICROLOG 98-04532 (1 fiche) 

Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. MICROLOG 98-04746 (1 fiche) 

TRANSOM, a multi-method Reynolds-averaged 
Navier-Stokes solver : overall design. 
MICROLOG 98-04526 (1 fiche) 


Signal detection 
An Investigation into the effect of + Gz stress on 
binaural signal detection performance using a 
spatial audio display : final report. MICROLOG 
98-04995 (1 fiche) 


Signal processin 
ee also Signal detection 
Acousto-optic correlation investigation : final 
report, September 1, 1996 to July 1, 1997 -- 73. 
MICROLOG 98-04741 (1 fiche) 
Goal-directed data integration for sonar picture 
compilation. MICROLOG 98-04583 (1 fiche) 


Silviculture See Forests and forestry 
Simulation, Computer See Computer simulation 


Simulation par ordinateur 
See also Computer simulation 


Simulators 
Disorientation training in non-motion based 
simulator. MICROLOG 98-04556 (1 fiche) 


Small business 

Final report as to the impact of the Skeena 
Cellulose situation on smail to medium sized 
businesses in northwestern British Columbia. 
MICROLOG 98-04807 (1 fiche) 

Small business guide to federal incorporation. 
MICROLOG 98-04823 (2 fiche) 

Your guide to government of Canada services and 
support for small business, 1998-99. MICROLOG 
98-04843 (2 fiche) 

Finance 


on — Rev. MICROLOG 98-04965 
1 fiche 
Saskatchewan Opportunities Corporation : Annual 
report 1997. MICROLOG 98-04896 (1 fiche) 
Smoke 
Investigation of factors inducing flaming 


combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 


Smoking 
Voir aussi Tabagisme 
Law and legislation 
Voir aussi Tabagisme — Droit 


Evaluation of the enforcement program for federal 
tobacco legislation. MICROLOG 98-04831 


Les Prestataires de services Internet au Canada : Sheep gate) 
analyse économique. MICROLOG 98-04548 See also Bighom sheep; Wool Social assistance See Public welfare 
(1 fiche) Shellfish Social conditions 
Services municipaux See also Crabs; Zebra mussel See also Native peoples — Social conditions; 
SA las Shelifish fisheries Women Social conculons 
Ontario See also Crab fisheries Social impact 
See also Municipal services — Ontario Shipbuilding Voir aussi Implications sociales 
Gestion municipale intégrée des services, cadre de See also Ships Nuclear fuel waste management and disposal 
pera région See died À lace Shipbullding industry concept : report. MICROLOG 98-05002 (3 fiche) 
98-05056 e 
Gestion municipale Intégrée des services, cadre de See also Hulls (Naval architecture) de Soe Income manienancs 
planification, région sud de l'Ontario. Shipping 
MICROLOG 98-05055 (1 fiche) See also Ships Social insurance number 
Services publics Ships See also Income maintenance programs 
Voir aussi Entreprises publiques See also Tankers Social legislation 
Services sociaux See also r laws and legislation 
Voir aussi Aide sociale; Femmes, Services aux 
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Social polic Social services (cont'd) Sociétés fiduciaires 
See also Child welfare; Cultural affairs; Cultural The Hamilton-Wentworth Community Action Voir aussi Caisses de retraite 
policy; Social services Program for Children (CAPC) project : local Sociologle de I’éducation 
Quebec (Province) evaluation report of the Skills Through Activity Vale Sine! CAGeeaOn = Pinata 
Voir aussi Politique sociale — Québec (Province) and Recreation Program (STAR). MICROLOG 
98-04517 (1 fiche) (Available on fiche only) Sociology 


Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 


Social psychol 
See anc re LOTS 


Social sciences 
See also Banks and banking; Competition; 

Discrimination; Education; Emigration and 
immigration; Employment subsidies; 
Entrepreneurship; Food prices; Historic sites; 
Income maintenance programs; Insurance; 
International trade; Local government; Manitoba 
— Commerce; Native peoples - Commerce; New 
Brunswick — Commerce; Nova Scotia -- History; 
Pensions; Poverty; Public administration; Real 
estate business; Representative government and 
representation; Saskatchewan — Commerce; 
Small business; Wages 


Research 
See also Social surveys 


1998-99 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. MICROLOG 
98-04779 (1 fiche) 


Social Security 
See also Health insurance 


Social services 
See also Community services; Family services; 
Public welfare; Women — Services for 
Administration 


Voir aussi Services sociaux — Administration 


Integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 

Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. MICROLOG 98-04736 
(1 fiche) 

Alberta 
See also Family services — Alberta 


Fetal alcohol syndrome, community resource list. 
MICROLOG 98-04928 (1 fiche) 

Integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 

British Columbia 
See also Family services — British Columbia 


Hamilton-Wentworth (Ont.) 


The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : evaluation 
report of the Community Support Worker 
Program. MICROLOG 98-04512 (2 fiche) 
(Available on fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Baby’s Best Start Program. 
MICROLOG 98-04513 (2 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Community Access to Child 
Health (CATCH) Program. MICROLOG 98-04514 
(1 fiche) (Available on fiche only) 

The Hamitton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Nobody's Perfect Program. 
MICROLOG 98-04515 (2 fiche) (Available on 
fiche only) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Parents Helping Parents 
Program. MICROLOG 98-04516 (1 fiche) 
(Available on fiche only) 

The Hamitton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Student Parent Resource 
Area/Young Parent Program. MICROLOG 
98-04518 (1 fiche) (Available on fiche only) 


Local evaluation of the Community Action Program 
for Children (CAPC) project : executive 
summaries. MICROLOG 98-04519 (1 fiche) 
(Available on fiche only) 

Local evaluation of the Community Action Program 
for Children (CAPC) project. MICROLOG 
98-04511 (2 fiche) (Available on fiche only) 


Manitoba 
See also Family services -- Manitoba 
Ontario 


mre ay Social services -- Hamilton-Wentworth 
nt. 


Reinvestment strategy for adults with a 
developmental disability. MICROLOG 98-05029 
(1 fiche) 

Reinvestment strategy for children and youth. 
MICROLOG 98-05047 (1 fiche) 

Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. MICROLOG 98-051 48 (1 fiche) 

Young offenders framework, 1997-2000, a three- 
year workplanning framework. MICROLOG 
98-05043 (1 fiche) 


Prince Edward Island 
Voir aussi Services sociaux -- Île-du- 
Prince-Edouard 


Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. MICROLOG 98-04736 
(1 fiche) 

Prince Edward Island. Dept. of Health & Social 
Services : Annual report 1996-97. MICROLOG 
98-04838 (1 fiche) 

Report of the Review of the Addiction Services 
Program for the Province of Prince Edward 
Island. MICROLOG 98-04509 (2 fiche) 


Social surveys 
See also Educational surveys 
First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 


Social welfare See Public welfare 


Socialization 
See also Discrimination 


Socially handicapped children 
See also Developmentally disabled 


Sociétés 
Voir aussi Municipalités 


Droit 
See also Corporation law 
Impôts 
See also Corporations — Taxation 


Sociétés de la Couronne 
See also Crown corporations 


Canadien national : Rapport annuel 1985. 
MICROLOG 98-04613 (1 fiche) 
Canadien national : Rapport annuel 1987. 
MICROLOG 98-04611 (1 fiche) 
Canadien national : Rapport annuel 1988. 
MICROLOG 98-04610 (1 fiche) 
Canadien national : Rapport annuel 1989. 
MICROLOG 98-04609 (1 fiche) 
Canadien national : Rapport annuel 1990. 
MICROLOG 98-04608 (1 fiche) 
Canadien national : Rapport annuel 1991. 
MICROLOG 98-04607 (1 fiche) 
Canadien national : Rapport annuel 1992. 
MICROLOG 98-04606 (1 fiche) 
Canadien national : Rapport annuel 1993. 
MICROLOG 98-04603 (1 fiche) 
Canadien national : Rapport annuel 1994. 
MICROLOG 98-04605 (1 fiche) 
Canadien national : Rapport annuel 1996. 
MICROLOG 98-04616 (1 fiche) 
Canadien national : Rapport annuel 1997. 
MICROLOG 98-04617 (1 fiche) 
Corporation de développement des 
investissements du Canada : Rapport annuel 
1997. MICROLOG 98-04871 (1 fiche) 


See also Discrimination 
Soil amendments 
See also Fertilizers 


Draft standards and guidelines for the land 
application of mechanical pulpmill sludge to 
agricultural land. MICROLOG 98-04936 (1 fiche) 


Soil cleanup See Soil remediation 
Soil cultivation See Tillage 


Soil degradation 
See also Crop rotation 


Soil management 
See also Crop rotation; Mulching; Tillage 


Soil pollution 
Voir aussi Sols -- Pollution 


Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. MICROLOG 
98-04821 (3 fiche) 


Hamilton (Ont.) 


Plastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Ontario 
See also Soil pollution - Hamilton (Ont.) 


Soil remediation 
Voir aussi Sols -- Décontamination 


Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. MICROLOG 
98-04821 (3 fiche) 


Soils 
See also Forest soils; Leaching 


Soins en institution 
Voir aussi Etablissements de soins, de cure, etc. 


Soins médicaux 
Voir aussi Femmes -- Santé, Services de; 
Traitement ambulatoire 


Ontario 
See also Medical care -- Ontario 
Québec (Province) 

See also Medical care - Quebec (Province) 

Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche only) 


Soins prénatals 
See also Prenatal care 
Sol Voir Sols 


Sol, Utilisation agricole du 
See also Land use, Rural 


Sol, Utilisation du 
Voir aussi Promotion immobiliére 
Aspect de l’environnement 


Voir aussi Promotion immobilière — Aspect de 
l'environnement 


Planification 
See also Land use planning 
Survol de la zone de planification des Grands Lacs 


et du Saint-Laurent -- Rév. MICROLOG 98-05066 
(1 fiche) 


Solar energy 
See also Solar heating 


Solar heating 
Voir aussi Chauffage solaire 


Solar heating systems in Manitoba. MICROLOG 
98-04959 (1 fiche) 


Solids 
See also Thin films 
Sols 
Décontamination 
See also Soil remediation 
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Sols (cont'd) Spent reactor fuels Steers See Beef cattle 
Elimination des ae au ee le des See also Radioactive waste disposal Stream temperature See Water temperature 
terrains contami des fins dentielles : S fishing See Fishin 
rapport de synthése. MICROLOG 98-04822 a sh ne dee + a Structural dynamics 
(3 fiche) port policy See Sports e Computer programs 
Pollution Spore Computational evaluation of damping and 
also Fishing decoupling materials, phase 2. MICROLOG 
See also Soil pollution 98-04701 (1 fich 
Elimination des obstacles au réaménagement des Political aspects Enter Le x LOUE MICROLOG 98-04562 
terrains contaminés à des fins résidentielles : See Sports and state (1 fiche) 
rapport de synthèse. MICROLOG 98-04822 Sports Predictions and measurements of full scale 
(3 fiche) Voir aussi Pêche sportive motions, loads and structural response for CFAV 
Préparation Politique gouvernementale QUEST. MICROLOG 98-04746 (1 fiche) 
See also Tillage See also Sports and state VIBRO users guide : Windows 95 version. 
Sois terestions MICROLOG 98-04702 (1 fiche) 
See also Forest soils Sports and state Mathematical models 


Sols, Utilisation industrielle du Voir Zones 
industrielles 


Solvent abuse 
First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 


Son 
See also Sound 


Propagation 
See also Sound — Transmission 


Sonar 

Adaptive beamforming with near instantaneous 
convergence in passive and active sonar 
systems. MICROLOG 98-04567 (2 fiche) 

Creating a seabed mosaic from geocoded 
sidescan sonar images. MICROLOG 98-04579 
(1 fiche) 

An Efficient piecewise matched-field tracking 
algorithm. MICROLOG 98-04990 (1 fiche) 

Fault detection and fault related performance 
degradation in sonar arrays. MICROLOG 
98-04550 (1 fiche) 

Goal-directed data integration for sonar picture 
compilation. MICROLOG 98-04583 (1 fiche) 
A Maiched-field backpropagation algorithm for 
source localization. MICROLOG 98-04534 

(1 fiche) 
Seabed objects size distribution. MICROLOG 
98-04580 (1 fiche) 


Sound 
See also Noise 
Measurement 
See also Noise —- Measurement 


Transmission 


Development and evaluation of equivalent-fiuid 
seabed models. MICROLOG 98-04565 (1 fiche) 


Sound waves 
See also Acoustooptics 


Sour gas See Natural gas 


Sowing 
Spot seeding of jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 


Space industries See Aerospace industries 


Space technology 
See also Aerospace industries 


Spécialités pharmaceutiques 
See also Patent medicines 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil d'examen 
du prix des médicaments brevetés. MICROLOG 
98-04784 (1 fiche) 


Spectroscopy See Spectrum analysis 


Spectrum analysis 

Liquid chromatography continuous-flow matrix- 
assisted laser desorption ionization time-of-fiight 
mass spectrometry for the detection of bioactive 
peptides and proteins. MICROLOG 98-04559 
(1 fiche) 

Toxin detection by lon mobility spectrometry : final 
report. MICROLOG 98-04697 (1 fiche) 


Speech perception 
Equipment setup documentation for diotic and 
diffuse-field masker speech discrimination study 
including pilot study results : final report. 
MICROLOG 98-04996 (1 fiche) 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04905 (1 fiche) 


Spruce , 

Voir aussi Epinette 

Clearcutting and Its alternatives for upland black 
spruce. MICROLOG 98-05032 (1 fiche) 

The Establishment of black and white spruce on 
Ontario’s boreal mixedwood sites. MICROLOG 
98-05034 (1 fiche) 

Mixed planting of jack pine, black and white 
spruce. MICROLOG 98-05044 (1 fiche) 

Natural regeneration in boreal mixedwood forests. 
MICROLOG 98-05037 (1 fiche) 

Pre-commercial thinning in black spruce. 
MICROLOG 98-05049 (1 fiche) 

Slivicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types -- Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario -— Version 
1.1. MICROLOG 98-05063 (2 fiche) 

Slivicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 

Spot seeding of Jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 


St. Lawrence, Gulf of See Gulf of St. Lawrence 
Standard of living See Cost and standard of 
living 
Standards 
Voir aussi Normes 
Voluntary codes : a guide for their development 
and use. MICROLOG 98-04826 (1 fiche) 
State and agriculture See Agriculture and state 
State and sports See Sports and state 
State and transportation See Transportation 
and state 
State encouragement of science, literature 
and art See Cuitural policy 
Statistical services 
Voir aussi Services statistiques 


1998-99 estimates, part Ill, report on plans and 
priorities : Statistics Canada. MICROLOG 
98-04638 (1 fiche) 

Data sources on immigrant women. MICROLOG 
98-04761 (1 fiche) (Available on fiche only) 

Finding data on women : a guide to the major data 
sources at Statistics Canada. MICROLOG 
98-04770 (2 fiche) (Available on fiche only) 


Statistics 
See also Correlators; Mathematical models; 
Medical statistics 
Statistique 
Voir aussi Econométrie 


Statistiques médicales 
See also Medical statistics 


Steel 
Testing 


Jid testing of an HY 80 steel weldment. 
MICROLOG 98-04989 (1 fiche) 


Computational evaluation of damping and 
decoupling materials, phase 2. MICROLOG 
98-04701 (1 fiche) 

Finite element based spectral methods for fatique 
damage assessment of ship structures. 
MICROLOG 98-04745 (1 fiche) 


Structural engineering 
See also Building; Gas wells; Oil wells; Pipe lines; 
Structural dynamics 
Finite element comparative study of ship structural 
detail. MICROLOG 98-04759 (1 fiche) 
Student achievement See Academic 
achievement 


Student aid 
Alberta Students Finance Board : Annual report 
1997. MICROLOG 98-05119 (1 fiche) 


Student evaluation 
The High School Foundation Program 
performance levels — Interim. MICROLOG 
98-04988 (2 fiche) 
Student financial aid See Student aid 


Students 
See also High school students 
Achievement 
See Academic achievement 
Submarine cables See Cabies, Submarine 


Subsidies 
See also Employment subsidies; Foreign trade 
promotion; Government aid to education; 
Government aid to the arts; Research grants 


Subsidized housing See Public housing 


Substances dangereuses 
Voir aussi Biphényles polychlorés; Substances 
radioactives 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil de contrôle 
des renseignements relatifs aux matiéres 
dangereuses. MICROLOG 98-04688 (1 fiche) 

Aspect de l’environnement 

Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques - Mise à 
jour. MICROLOG 98-04615 (1 fiche) 

Mesures de sécurité 


See also Hazardous substances — Safety 
measures 


Substances radioactives 
Voir aussi Déchets radioactifs 


Mesures de sécurité 


Voir aussi Déchets radioactifs — Elimination dans le 
sol 


Lignes directrices pour satisfaire à l'exigence de 
maintenir les expositions au niveau le plus faible 
qu'il soit raisonnablement Ible d'atteindre : 
guide d'application de la réglementation G-129 
(F). MICROLOG 98-05075 (1 fiche) 


Subventions P 
Voir aussi Aide de l'Etat aux arts; Bourses de 
recherche; Subventions à l'emploi 
Subventions à la consommation ou subventions à 
la production : comment les gouvernements 
doivent-ils dispenser l’aide à la garde des 
enfants? MICROLOG 98-04798 (1 fiche) 


Subventions à la recherche Voir Bourses de 
recherche + 
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Subventions à l’em 
See also es minty 


Évaluation diagnostique du Programme des 
débouchés d'emploi stratégiques : rapport final. 

, MICROLOG 98-04733 (1 fiche) 

Évaluation du Programme travail et services pour 
les étudiants, Terre-Neuve et Labrador : rapport 
final. MICROLOG 98-04763 (2 fiche) 


Subventions de l’État aux collectivités 
locales 
Voir aussi Bourses de recherche 


Succès scolaire Voir Rendement scolaire 


Sulphide minerals 

Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. MICROLOG 98-05054 (1 fiche) 

Metallurgy 

Restigouche metallurgical study, New Brunswick. 

MICROLOG 98-04987 (5 fiche) 


Superconductors 
Boundary integral formulation of magnetic-field 
calculations in the London model of 
superconductors. MICROLOG 98-04525 (1 fiche) 


Supertankers See Tankers 
Supply and demand 
Voir aussi Offre et demande 
Surface rights See Oil and gas leases 
Surface water temperature See Water 
temperature 
Surveillance militaire 
See also Military surveillance 
La Conjugaison de phase optique a 1.06 um : 
rapport final. MICROLOG 98-04739 (1 fiche) 
Surveillance, Military See Military surveillance 
Surveyin 
See also Forest surveys 
Surveys 
See also Fishery surveys; Fishing surveys; Forest 
surveys; Social surveys 
Surveys, Social See Social surveys 


Survie aprés accidents d’avion, naufrages, 
etc. 
See also Survival (after airplane accidents, 
shipwrecks, etc.) 


Survival (after airplane accidents, 
shipwrecks, etc.) 
See also Cold — Physiological effect 


Prediction of body cooling. MICROLOG 98-04753 
(1 fiche) 


Sustainable agriculture 
Green plan impact, Canada-Saskatchewan 
Agriculture Green Plan Agreement. MICROLOG 
98-05092 (1 fiche) 


Sustainable development 
See also Sustainable agriculture; Sustainable 
forestry 


Measuring sustainable development : review of 
current practice. MICROLOG 98-04538 (3 fiche) 


Sustainable fores 
Business plan, 1998-99. MICROLOG 98-04833 
(1 fiche) 


Sylviculture Voir Forêts et sylviculture 
Symposia See Congresses and conventions 
Symposiums Voir Congrès et conférences 
Syndrome d’alcool foetal 

ee also Fetal alcohol syndrome 


Systèmes d’aide à la décision 
ee also Decision support systems 


Systèmes d’information 
oir aussi Information, Réseaux d’ 


Géographie 
Application des techniques de télédétection en 
support au commandement et contrôle tactique. 
MICROLOG 98-04737 (2 fiche) 


Systèmes d’information (cont’d) 
Sylviculture 
See also Information storage and retrieval systems 
— Forestry 
Systèmes d’information raphique 
also Geographic A pr 


Systèmes d'ordinateur 
oir aussi Systèmes d'information 


T 
Tabac 
Voir aussi Tabagisme 
Tabagisme 
See also Smoking 
Droit 


See also Smoking — Law and legislation 


Évaluation du programme d'application des lois 
fédérales antitabac. MICROLOG 98-04830 
(2 fiche) 


Taigas 

Birds in boreal Canada : communities, densities 
and adaptations. MICROLOG 98-04544 (1 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book Ill : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book Il : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 


Tankers 
Finite element comparative study of ship structural 
detail. MICROLOG 98-04759 (1 fiche) 


Tape recorders and recordings 
See also Video tapes 


Target acquisition 
An Analysis of the experimental data measured 
With the modified HF surface-wave radar at Cape 
Bonavista. MICROLOG 98-04694 (1 fiche) 


Tax assessment 
Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 
British Columbia 


British Columbia Assessment Authority : Annual 
report 1996. MICROLOG 98-04834 (1 fiche) 


Saskatchewan 
Saskatchewan Assessment Management Agency : 
Annual report 1997. MICROLOG 98-04651 
(1 fiche) 


Tax incentives 
Voir aussi Encouragements fiscaux 
The Federal system of income tax incentives for 
scientific research and experimental 
development : evaluation report. MICROLOG 
98-04714 (2 fiche) 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 
Tax reform See Fiscal policy 


Taxation 
See also Corporations — Taxation; Fiscal policy; 
Income tax; Loca! taxation; Property tax; Tax 
assessment; Tax incentives 


1998-99 estimates, part Ill, report on plans and 
priorities : Revenue Canada. MICROLOG 
98-04722 (2 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. MICROLOG 
98-04773 (1 fiche) 

Alberta 


Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
MICROLOG 98-04935 (1 fiche) 


Taxation (cont’d) 
Report and recommendations on knowledge- 
based industries, phase 1. MICROLOG 98-04933 
(1 fiche) 
Taxation Voir impôt 
Taxation, Municipal See Local taxation 


Taxation of franchises See Corporations — 
Taxation 


Taxation of income See Income tax 


Teacher certification 
Voir aussi Enseignants — Attestation de 
compétence 
Requirements for teaching certificates in Canada — 
Rev. MICROLOG 98-04599 (1 fiche) (Available 
on fiche only) 


Teachers 
See also College teachers; Education 
Pensions 
See also College teachers — Pensions 


Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1996-97. 
MICROLOG 98-04832 (1 fiche) 

Teaching materials See Instructional materials 


Technical education 
See also Agricultural education 


Saskatchewan 
Saskatchewan Institute of Applied Science and 
Technology : Annual report 1996-97. 
MICROLOG 98-04620 (1 fiche) 


Technical writing 
Writing school annual reports. MICROLOG 
98-05021 (1 fiche) 


Technological forecasting 
See also Technology transfer 


Technological innovations 
Voir aussi Innovations 


Economic aspects 
Likely developments and new processes in pulp, 
Paper and paperboard. MICROLOG 98-04596 
(2 fiche) 
Social aspects 
Voir aussi Innovations — Aspect social 


Technologie 
Voir aussi Locomotives 


Technologie de l'information 
Voir aussi Systèmes d'information 


Technologie et État 
Voir aussi Aide de l'Etat à la recherche; Industrie et 
Etat 


Technologie spatiale 
Voir aussi Industries aérospatiales 


Technologie, Transfert de la Voir Transfert de 
technologie 


Technol 
See also Agricultural machinery; Biotechnology; 
High technology industries; Locomotives 


Authorship 
See Technical writing 


Technology and state 
See also Industry and state; Research — 
Government aid 


Technology transfer 
See also Technological innovations; 
Telecommunication 


1998-99 estimates, part Ill, report on plans and 
Priorities : National Research Council Canada. 
MICROLOG 98-04663 (2 fiche) 


Telecommunication 
See also Broadcasting; Data transmission systems; 
Digital communications; Fibre optics; Radar 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. MICROLOG 
98-04643 (1 fiche) 


Telecommunication industry See 
Telecommunication 
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Telecommunication systems 
See also Data transmi systems 


Télécommunications 
Voir aussi Radiodiffusion; Télédétection 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil de la 
radiodiffusion et des télécommunications 
canadiennes. MICROLOG 98-04643 (1 fiche) 


Télécommunications, Systèmes de 
Voir aussi Information, Réseaux d 


Telecommuting 
See also Commuting; Telecommunication 


Télédétection 
Voir aussi Photographie aérienne 


Application des techniques de télédétection en 
support au commandement et contrôle tactique. 
MICROLOG 98-04737 (2 fiche) 


Télédiffusion 
Voir aussi Vidéo 


Télétravail 

Voir aussi Télécommunications 
Temperature 

See also Cold; Water temperature 


Temperature tolerance in fish See Fish — Effect 
of water temperature on 


Tenders, Government See Public contracts 


Territorial waters 
See also Marine resources 


Tests and measurements in education See 
Educational tests and measurements 


Tests et mesures en éducation 
See also Educational tests and measurements 


Thermal energy See Heat 


Thermochemis 
See also Combustion 


Thermodynamics 
See also bustion 
Thin films 


Boundary integral formulation of magnetic-field 
calculations in the London model of 
superconductors. MICROLOG 98-04525 (1 fiche) 


Thinning of forests See Forest thinning 
Till (Geology) See Drift 
Tillage 
Effect of tillage and crop rotations on leaf spots of 


spring wheat in the brown soil zone : final report. 
MICROLOG 98-05115 (1 fiche) 


Tin alloys 
See also Bronze 


Tires, Rubber 
Recycling 
Tire Recycling Management Assn of Alberta : 
pie bi 1996-97. MICROLOG 98-05134 


Titres de propriété 
See also Land titles 
immatriculation et transfert 
See also Land titles — Registration and transfer 
Tobacco habit See Smoking 


Toilet preparations 
See also Patent medicines 


soper pone 
so Toponymy 
La Toponymie autochtone du Canada : une 
bibliographie annotée — 3e éd. MICROLOG 
98-04594 (3 fiche) 


Topony ymy 
Voir aussi Toponymie 
Aboriginal geographical names of Canada : an 
annotated bibliography — 3d ed. MICROLOG 
98-04594 (3 fiche) 
Torts 
See also Liability for environmental damages 


Tourbiéres 
See also Peatiands 


Tourbiéres (cont'd) 
Lignes directrices sur l'exploitation des tourbières 
au Nouveau-Brunswick. MICROLOG 98-05009 
(1 fiche) 
Tourism See Tourist trade 
Manitoba 
See Tourist trade — Manitoba 
Tourisme 
See also Tourist trade 
Manitoba 
See also Tourist trade — Manitoba 


Québec (Province) 

Société des établissements de plein air du Québec 
: Rapport annuel 1996-97. MICROLOG 98-04906 
(1 fiche) 

Tourist trade 
Voir aussi Tourisme 
Manitoba 

Supplementary information for legisiative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04899 (1 fiche) 

Quebec (Province) 
Voir aussi Tourisme — Québec (Province) 


Toxicité 
Tests 
See also Toxicity testing 


Toxicity testing 
Toxin echo by ion mobility spectrometry : final 
report. MICROLOG 98-04697 (1 fiche) 


Toxicolog ogy 
See also Toxicity testing 


Toxicomanie 
See also Drug abuse 


Traitement 
See also Drug abuse -- Treatment 


Tracking radar 
An Analysis of the experimental data measured 
with the modified HF surface-wave radar at Cape 
Bonavista. MICROLOG 98-04694 (1 fiche) 
HFSWR trial for aircraft detection and interference 
suppression, phase 2 : final report. MICROLOG 
98-04742 (1 fiche) 


Trade agreements (Commerce) See 
Commercial treaties 


Trade and professional associations 
Voir aussi Associations professionnelles 


Trade, International See International trade 


Trade regulation 
See also Consumer protection; Foreign trade 
regulation; Independent regulatory commissions; 
Trademarks 


1998-99 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. MICROLOG 
98-04669 (1 fiche) 


Trade secrets 
See also Copyright; Patents 


Trademarks 
Voir aussi Marques de commerce 


Canadian Intellectual Property Office : Annual 
report 1996-97. MICROLOG 98-04895 (1 fiche) 


Traitement ambulatoire 
See also Ambulatory medical care 
Qui donnera les soins? Les incidences du virage 
ambulatoire et des mesures d'économie sociale 
sur les femmes du Québec. MICROLOG 
98-04771 (3 fiche) (Available on fiche only) 


Traités 
Voir aussi Accords commerciaux 


Transducers 
Calibration 
Software development for transducer calibrations. 
MICROLOG 98-04700 (1 fiche) 
TRANSCAL users manual. MICROLOG 98-04703 
(2 fiche) 


Transducers (cont'd) 
Monitoring 


Projector on-line monitoring system upgrade 
design report. MICROLOG 98-04524 (1 fiche) 


Transfer payments 
See also Income maintenance programs 


Transfert de technologie 
Voir aussi innovations 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil national de 
recherches Canada. MICROLOG 98-04663 
(2 fiche) 


Transmission numérique 
Voir aussi Information, Réseaux d’ 


Transmission of data See Data transmission 
systems 


Transport 
Voir aussi Transports aériens 
Aspect économique 
See also Transportation — Economic aspects 
Mesures de sécurité 
See also Transportation -- Safety measures; 
Transportation — Security measures 


Bureau de la sécurité des transports du Canada : 
Rapport annuel 1996. MICROLOG 98-04846 
(1 fiche) 

Planification 
See also Transportation — Planning 
Politique gouvernementale 

See also Transportation and state 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 98-04689 
(1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Transports Canada. 
MICROLOG 98-04717 (2 fiche) 


Transport de marchandises 
See also Freight and freightage 


Transportation 
See also Freight and freightage; Motor vehicles; 
Vehicles 


Economic aspects 

inter-regional transportation costs of the Canadian 
pulp and paper industry. MICROLOG 98-04600 
(1 fiche) 

Transportation cost analysis of the Canadian pulp 
and paper industry for the years 1986-91. 
MICROLOG 98-04597 (1 fiche) 

Government policy 

See Transportation and state 

Planning 

Business plan, 97/98. MICROLOG 98-04859 
(1 fiche) 

Strategic plan framework, 97/98-98/99. 
MICROLOG 98-04858 (1 fiche) 

Safety measures 

Voir aussi Transport — Mesures de sécurité 

Transportation Safety Board of Canada : Annual 
report 1996. MICROLOG 98-04846 (1 fiche) 

Security measures 

Voir aussi Transport - Mesures de sécurité 

Transportation Safety Board of Canada : Annual 
report 1996. MICROLOG 98-04846 (1 fiche) 

British Columbia 

British Columbia. Ministry of Transportation & 
Highways : Annual report 1996-97. MICROLOG 
98-04878 (1 fiche) 

Business plan, 97/98. MICROLOG 98-04859 
(1 fiche) 

Strategic plan framework, 97/98-98/99. 
MICROLOG 98-04858 (1 fiche) 


Transportation and state 

Voir aussi Transport — Politique gouvernementale 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 98-04689 (1 fiche) 

1998-99 estimates, part Ill, report on plans and 
priorities : Transport Canada. MICROLOG 
98-04717 (2 fiche) 
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British Columbia. Ministry of Transportation & Growth Statistiques 
DOTE Cl Bene) report 1996-97. MICROLOG Voir aussi Arbres — Croissance See also Universities and colleges — Statistics 
98-048 A Comparison of red pine sawiog management Ontario 


Business plan, 97/98. MICROLOG 98-04859 


(1 fiche) 
Strategic plan framework, 97/98-98/99. 


MICROLOG 98-04858 (1 fiche) 


Transportation, Automotive 
See also Motor vehicles 


Transportation planning See Transportation — 
Planning 
Transportation vehicles See Vehicles 


Transports aériens 
Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Tribunal de 
l'aviation civile. MICROLOG 98-04667 (1 fiche) 
Trapping 
See also Fishing 
Travail 
Voir aussi Enseignants; Milieu de travail; Relations 
industrielles 


Le Lien entre l'alphabétisme, le travail et les 
bénéficiaires d'aide sociale. MICROLOG 
98-04797 (1 fiche) 


Accidents 
Voir aussi Sécurité du travail 
Droit 
See also Labour laws and legislation 
Indemnisation en cas d'accidents 

See also Workers’ compensation 

Normes 
Voir Normes de travail 


Travail et famille 
See also Work and family 


La Quête d’un équilibre, harmoniser le travail et la 
famille : programme de formation, guide de la ou 
du responsable de la formation. MICROLOG 
98-05030 (3 fiche) 


Travail, Marché du 
Voir aussi Emploi 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Développement des 
ressources humaines Canada. MICROLOG 
98-04681 (2 fiche) 


Manitoba 
See also Labour supply and demand — Manitoba 
Nouvelle-Ecosse 
See also Labour supply and demand -- Nova 
Scotia 
Travailleurs 
Santé et hygiène 
Voir Hygiène industrielle 
Travailleurs âgés Voir Personnes âgées -- Travail 
Travaux publics 


Voir aussi Etablissements de soins, de cure, etc.; 
Entreprises publiques; Salles de spectacle 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Travaux publics et 
services gouvernementaux Canada. MICROLOG 
98-04772 (2 fiche) 

Travel See Tourist trade 


Treaties 
See also Commercial treaties 


Tree harvesting See Logging 


Tree planting 
See also Conifers — Planting 


Trees 
See also Conifers; Forest reproduction; Fruit trees; 
Hardwoods; Logging; Poplar 
Diseases and pests 
See also Forest insects; Insecticides 


Forest insect and disease conditions in Canada, 
1995. MICROLOG 98-04628 (1 fiche) 

Web diagnostic tool for common tree diseases of 
British Columbia. MICROLOG 98-04883 (1 fiche) 


and red pine pulpwood management. 
MICROLOG 98-05048 (1 fiche) 

Mixed planting of jack pine, black and white 
spruce. MICROLOG 98-05044 (1 fiche) 

SCANSS, Silvicultural Calibration of Aigoma/North 
Shore Stands : a progress report. MICROLOG 
98-05079 (1 fiche) 

The Use of fire for natural jack pine regeneration 
on cutovers. MICROLOG 98-05045 (1 fiche) 

British Columbia 
Voir aussi Arbres — Colombie-Britannique 


Web diagnostic tool for common tree diseases of 
British Columbia. MICROLOG 98-04883 (1 fiche) 


Tribunaux 
Voir aussi Juges; Procédure civile 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Cour suprême du 
Canada MICROLOG 98-04781 (1 fiche) 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Greffe de la Cour 
fédérale du Canada. MICROLOG 98-04782 
(1 fiche) 


Trust companies 
See also Pension trusts 


Trusts and trustees 
See also Pension trusts 


Tuition, University See Universities and colleges 
- Finance 


Two-year colleges See Community colleges 


U 


Ultraviolet radiation 
Survey of Canadian industrial and research activity 
related to the ultraviolet : final report. 
MICROLOG 98-04738 (1 fiche) 


Underground radioactive waste 
disposal See Radioactive waste disposal in the 
ground 


Underwater acoustics 

See also Sonar 

Development and evaluation of equivalent-fiuid 
seabed models. MICROLOG 98-04565 (1 fiche) 

The Eastern Canada Shallow Water Ambient Noise 
Experiment. MICROLOG 98-04549 (1 fiche) 

An Efficient piecewise matched-field tracking 
algorithm. MICROLOG 98-04990 (1 fiche) 

Extracting bistatic scattering information from a 
monostatic experiment. MICROLOG 98-04744 
(1 fiche) 

Fault detection and fault related performance 
degradation in sonar arrays. MICROLOG 
98-04550 (1 fiche) 

Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
MICROLOG 98-04991 (1 fiche) 

A Matched-field backpropagation algorithm for 
source localization. MICROLOG 98-04534 
(1 fiche) 

Shear speed gradients and resonances in ocean 
selsmo-acoustic modelling. MICROLOG 
98-04560 (1 fiche) 

Tracking of an underwater sound source in range, 
depth and bearing in shallow Pacific water. 
MICROLOG 98-04533 (1 fiche) 

Underwater measurements of a sonic boom. 
MICROLOG 98-04553 (1 fiche) 


Unemployment 
See also Employment programs; Labour supply 
and demand 


United States 
industries 


Likely developments and new processes in pulp, 
paper and paperboard. MICROLOG 98-04596 
(2 fiche) 
Universités 
Voir aussi Industrie et éducation 
Finances 
See also Universities and colleges — Finance 


See also Universities and colleges — Ontario 


Universities and colleges 
See also Community colleges; Industry and 
education 


Finance 

Financial report of Ontario universities : 
supplementary volume, 1996-97. MICROLOG 
98-05087 (2 fiche) 

Financial report of Ontario universities, vol. | : 
universities, 1996-97. MICROLOG 98-05088 
(3 fiche) 

Financial report of Ontario universities, vol. II : 
affiliated and federated colleges and universities, 
1996-97. MICROLOG 98-05080 (3 fiche) 

Recommendations on a new university funding 
formula for the distribution of operating grants. 
MICROLOG 98-05025 (1 fiche) 

University funding formula : technical report. 
MICROLOG 98-05024 (1 fiche) 

Statistics 

Status of women in provincially assisted Ontario 
universities and related institutions, 1986-87 to 
1995-96. MICROLOG 98-05085 (1 fiche) 

Teachers 

See College teachers 

Alberta 

Universities Academic Pension Plan : Annual 

report 1997. MICROLOG 98-05121 (1 fiche) 
Atlantic Provinces 
See also Universities and colleges -- Nova Scotia 


Nova Scotia 

Nova Scotia Agricultural College : Principal’s 
report 1995-97. MICROLOG 98-04629 (1 fiche) 

Recommendations on a new university funding 
formula for the distribution of operating grants. 
MICROLOG 98-05025 (1 fiche) 

University funding formula : technical report. 
MICROLOG 98-05024 (1 fiche) 

Ontario 

Financial report of Ontario universities : 
supplementary volume, 1996-97. MICROLOG 
98-05087 (2 fiche) 

Financial report of Ontario universities, vol. | : 
universities, 1996-97. MICROLOG 98-05088 
(3 fiche) 

Financial report of Ontario universities, vol. Il : 
affiliated and federated colleges and universities, 
1996-97. MICROLOG 98-05080 (3 fiche) 

Status of women in provincially assisted Ontario 
universities and related institutions, 1986-87 to 
1995-96. MICROLOG 98-05085 (1 fiche) 


University and colleges See Universities and 
colleges 


University education See Higher education 


University fees See Universities and colleges -- 
Finance 


Univers raduates 
Survey of 1 graduates in Atlantic Canada. 
MICROLOG 98-04595 (2 fiche) 


Urban development 

See also Community development 
Urban housing See Housing 
Urban planning 


See also Community development; Eminent 
domain; Real estate development 


Urban renewal 
Voir aussi Villes — Rénovation 


The Financial services sector and brownfield 
redevelopment : backgrounder. MICROLOG 
98-04819 (1 fiche) 


Urban transportation 
See also Commuting 


Urbanisme 
Voir aussi Développement communautaire; 
Promotion immobiliére 


Usage du tabac Voir Tabagisme 
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Usines à gaz Video tapes War 

See also os manufacture and works Preventing family violence : a catalogue of See also Chemical warfare 
Utilisation du sol Voir Sol, Utilisation du Canadian videos on family violence for the Waste disposal sites 


Planification 
Voir Sol, Utilisation du — Planification 
UV radiation See Ultraviolet radiation 


V 


Vegetables 
See also Potatoes; Rutabaga 


Végétalisation 
Voir aussi Reboisement 
Végétation 
Gestion 
Voir aussi Eclaircie (Syivicutture) 


Vegetation management 
See also Forest management 


Vegetation surveys 
See also Forest surveys 


Vehicles 
See also Locomotives; Motor vehicles; Ships 


Safety measures 
Impact head injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. MICROLOG 
98-04994 (1 fiche) 


Véhicules automobiles 
See also Motor vehicles 


Vérification (Gestion de l’environnement) 
Voir aussi Environnement -- Droit; Environnement, 
Politique de |’ 


Vertebrates 
See also Birds; Caribou; Cattle; Fish; Muskox 


Vertébrés 
Voir aussi Oiseaux 


Vétements de protection 
See also Protective clothing 


Veterans 
Voir aussi Anciens combattants 


1998-99 estimates, part III, report on plans and 
priorities : Veterans Affairs Canada. MICROLOG 
98-04634 (2 fiche) 


Vétérans Voir Anciens combattants 
Vibration 
See also Acoustooptics; Damping 
VIBRO users guide : Windows 95 version. 
MICROLOG 98-04702 (1 fiche) 
Measurement 
Computational evaluation of damping and 
decoupling materials, phase 2. MICROLOG 
98-04701 (1 fiche) 
Modal damping factors for a ring-stiffened cylinder. 
MICROLOG 98-04566 (1 fiche) 


Vibration 
See also Vibration 
Mesure 
See also Vibration -- Measurement 
Victimes d’actes criminels 
Voir aussi Femmes victimes de violence 
Victims of abuse See Abused wives 


Victims of crimes 
See also Abused children; Abused women 


Victims of Crime Act : Annual report 1996-97. 
MICROLOG 98-04840 (1 fiche) 


Vidéo 
Prévenir la violence famillale : un catalogue de 
vidéocassettes canadiennes sur la violence 
familiale à l'intention du grand public et des 
personnes spécialistes dans le domaine de la 
prévention de la violence dans la famille -- 7e éd. 
MICROLOG 98-04967 (1 fiche) 


Video recordings 


general public and for professionals working In 
the field — 7th ed. MICROLOG 98-04967 (1 fiche) 


Vie privée, Droit à la Voir Droit à la vie privée 


Villes 
Rénovation 
See also Urban renewal 


Le Secteur des services financiers et le 
réaménagement des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 


Violence domestique Voir Violence familiale 


Violence familiale 
Voir aussi Criminalité; Femmes victimes de 
violence 


Liste des publications disponibles auprès du 
Centre national d’information sur la violence 
dans la famille, Santé Canada — Rév. 
MICROLOG 98-04966 (2 fiche) 

Prévenir la violence familiale : un catalogue de 
vidéocassettes canadiennes sur la violence 
familiale à l'intention du grand public et des 
personnes spécialistes dans le domaine de la 
prévention de la violence dans la famille -- 7e éd. 
MICROLOG 98-04967 (1 fiche) 


Virologie 
See also Virology 
Virol 


How does bovine viral diarrhoea virus cause 
disease : final report. MICROLOG 98-05098 
(1 fiche) 


Vision 
See also Visual perception 


Visual perception 
C4 respirator field of view study, part 2. 
MICROLOG 98-04590 (1 fiche) 
Disorientation training in non-motion based 
simulator. MICROLOG 98-04556 (1 fiche) 


Vocational education 
Saskatchewan 
Saskatchewan Institute of Applied Science and 
Technology : Annual report 1996-97. 
MICROLOG 98-04620 (1 fiche) 


Vocational guidance 
See also Job hunting; Professions; Vocational 
education 


integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 

Planning together, a guide for organizing a career 
information day. MICROLOG 98-04930 (1 fiche) 


VOCs (Chemicals) See Volatile organic 
compounds 


Vol 
See also Flight 


Aspect physiologique 
See also Flight -- Physiological aspects 


Volatile organic compounds 
Ambient and source monitoring of VOCs from 
selected manufacturing facilities in East Kildonan 
area of Winnipeg using passivated SUMMA type 
canisters : final report. MICROLOG 98-04962 
(1 fiche) 


Voluntary organizations See Associations, 
institutions, etc. 


Voyager Voir Tourisme 


W 


Wages 
See also Civil service - Pensions; Civil service — 
Salaries; Cost and standard of living; Employee 
fringe benefits; Judges -- Salaries, pensions, etc.; 
Local officials and employees — Salaries, 
pensions, etc. 


See also Radioactive waste disposal in the ground 


Waste minimization 
Tire Recycling Management Assn of Alberta : 
Annual report 1996-97. MICROLOG 98-05134 
(1 fiche) 


Waste products 

See also Manures 
Waste reduction See Waste minimization 
Water 


See also Drinking water; Floods; Fresh water; 
Lakes; Rivers; Water resources 


Temperature 
See Water temperature 


Water birds 
See also Murres; Waterfowl 


Water chemistry 
Hemlo-Heron Bay-White Lake high density lake 
sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 


Water, Drinking See Drinking water 
Water pollution 
Voir aussi Eau, Pollution de |’ 
Hamilton (Ont.) 


Piastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. MICROLOG 98-04999 (2 fiche) 


Manitoba 
Voir aussi Eau, Pollution de I’ - Manitoba 
Ontario 
See also Water pollution — Hamilton (Ont.) 


Water quality 
Voir aussi Eau, Qualité de |’ 


Canada and freshwater, experience and practices. 
MICROLOG 98-04577 (1 fiche) 
Alberta 


Water quality assessment of Thunder Lake. 
MICROLOG 98-04951 (1 fiche) 

Water quality of Lesser Slave Lake and its 
tributaries, 1991-93. MICROLOG 98-04952 
(2 fiche) 


Manitoba 


Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, Canada. 
MICROLOG 98-04963 (1 fiche) 

Prairie Provinces 

See also Water quality — Alberta; Water quality -- 

Manitoba 


Water quality management 
Voir aussi Eau, Qualité de I’ - Gestion 


Water resources 
See also Lakes; Marine resources; Rivers; Water 
quality; Water supply 
Canada and freshwater, experience and practices. 
MICROLOG 98-04577 (1 fiche) 
Atlantic Provinces 
See also Water supply — New Brunswick 
Manitoba 
Voir aussi Ressources en eau -- Manitoba 
New Brunswick 
See also Water supply - New Brunswick 
Saskatchewan 
See also Water supply — Saskatchewan 


Water resources development 
See also Flood control; Floods 


Saskatchewan 
Sask Water : Annual report 1997. MICROLOG 
98-04662 (1 fiche) 
Water supply 
Voir aussi Eau, Approvisionnement de |’ 
New Brunswick 


See also Video tapes Eamings dynamics in Canada : the earnings Voir aussi Eau, Approvisionnement de I’ — 
mobility of Canadians, 1982-92. MICROLOG NOURRI OCA 
98-04791 (2 fiche) Wellfield Protection Program : discussion paper. 
MICROLOG 98-05125 (1 fiche) 
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Water supply (cont‘d) Wildlife (cont'd) Women (cont’d) 
Prairie Provinces Effect of logging on Family mediation in Canada : Implications for 
See also Water supply — Saskatchewan Response of soil invertebrates to clear-cutting and women’s equality, a review of the literature and 
Saskatchewan partial cutting in a boreal mixedwood forest in analysis of data from four publicty funded 


Sask Water : Annual report 1997. MICROLOG 
98-04662 (1 fiche) 


Water temperature 
Water temperature monitoring In the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
MICROLOG 98-0491 1 (1 fiche) 


Water temperature effect on fish See Fish — 

Effect of water temperature on 
Waterfowl 

See also Ducks 

Migratory game bird hunters and hunting in 

Canada. MICROLOG 98-04545 (2 fiche) 
Watersheds 
Manitoba 


Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, Canada. 
MICROLOG 98-04963 (1 fiche) 


Prairie Provinces 
See also Watersheds — Manitoba 
Water-supply See Water supply 
New Brunswick 
See Water supply — New Brunswick 


Waterways 
See also Lakes 


Wave propagation 
See also Radio wave propagation 


Wave-motion, Theory of 
See also Spectrum analysis 


Wealth 
See also Cost and standard of living; Income 
maintenance programs; Pensions; Poverty; 
Wages 
Weapons systems 
See also Chemical warfare; Target acquisition 
Weeds 
Control 
See also Pesticides 
Welfare, Public See Public welfare 
Wellness programs See Health promotion 


Wells 
See also Gas wells; Oil welis 


Western Provinces 
See also Alberta; British Columbia; Manitoba; 
Saskatchewan 


Economic conditions 
See also British Columbia — Economic conditions 
Foreign economic relations 
See also Alberta — Foreign economic relations 


Wetlands 
See also Peatiands 


Wheat 
Development and processi 
: final report. MICROLOG 98-05017 (1 fiche) 


Diseases and pests 
Effect of tillage and crop rotations on leaf spots of 


spring wheat in the brown soil zone : final report. 


MICROLOG 98-05115 (1 fiche) 
Testing 
Alternative wheats for Saskatchewan : final report. 
MICROLOG 98-05101 (2 fiche) 
Regional testing and development of winter wheat 
cultivars : final report. MICROLOG 98-05104 
(1 fiche) 
Wide area networks (Computer network) 
See also Internet (Computer network) 
Wife abuse victims See Abused wives 
Wilderness areas See Natural areas 
Wildlife 
See also Birds; Caribou; Forest fauna; Habitat 
(Ecology); Muskox 


ing of pigmented wheats 


northem Ontario : final report. MICROLOG 
98-04510 (1 fiche) 
Effect of pollution on 
Radionuclide of Saskatchewan caribou, 
1995 : final report. MICROLOG 98-05016 
(1 fiche) 
Alberta 
Range ecology of Rocky Mountain bighom sheep 
in Canadian national parks. MICROLOG 
98-04542 (1 fiche) 
Manitoba 
Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. MICROLOG 98-04540 
(1 fiche) 
Northwest Territories 
Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 
Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 


Elizabeth Islands, Northwest Territories, 1972-74. 


MICROLOG 98-04543 (1 fiche) 
Ontario 
Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northem Ontario : final report. MICROLOG 
98-04510 (1 fiche) 
Prairie Provinces 
See also Wildlife — Alberta; Wildlife — Manitoba 
Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 


Wildlife conservation 
See also Birds, Protection of; Natural areas; 
Wildlife management 


Birds protected in Canada under the Migratory 
Birds Convention Act. MICROLOG 98-04546 
(1 fiche) 
Alberta 
See also Wildlife management — Alberta 
Wildlife habitat See Habitat (Ecology) 


Wildlife management 
See also Fishery management 


Alberta 


Wildlife corridor and habitat patch guidelines for 
the Bow Valley. MICROLOG 98-04937 (1 fiche) 


Wildlife research 
Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. MICROLOG 98-04541 
(1 fiche) 
Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 


Elizabeth islands, Northwest Territories, 1972-74. 


MICROLOG 98-04543 (1 fiche) 


Wind tunnels 
See also Aerodynamics 
Women 
See also Abused women; Women immigrants 
Economic conditions 
Voir aussi Femmes — Conditions économiques 


The Impact of block funding on women with 
disabilities. MICROLOG 98-04769 (2 fiche) 
(Available on fiche only) 

Women and the economy : long-term policy 
research Issues. MICROLOG 98-04760 (1 fiche) 
(Available on fiche only) 

Health and hygiene 

Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. MICROLOG 
98-04749 (2 fiche) 

Legai status, laws, etc. 
See also Abused wives — Legal status, laws, etc. 


Canadian mediation programs. MICROLOG 
98-04709 (2 fiche) (Available on fiche onty) 
Status report, 1996-97 and action plan, 1997-98, 
implementation of Section 41 of the Official 
Languages Act. MICROLOG 98-05147 (2 fiche) 
(Available on fiche only) 
Medical care 
See Women's health services 
Services for 


See also Abused women — Services for; Women's 
health services 


Family mediation in Canada : implications for 
women’s equality, a review of the literature and 
analysis of data from four publicly funded 
Canadian mediation programs. MICROLOG 
98-04709 (2 fiche) (Available on fiche only) 

Report on the use of the Internet in Canadian 
women’s organizations. MICROLOG 98-05071 
(2 fiche) (Available on fiche only) 

Social conditions 

Voir aussi Femmes — Conditions sociales 

Canada’s international activities to promote the 
advancement of women : highlights, 1990-97. 
MICROLOG 98-04919 (1 fiche) (Available on 
fiche only) 

Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 

Statistics 

Voir aussi Femmes — Statistiques 

Data sources on immigrant women. MICROLOG 
98-04761 (1 fiche) (Available on fiche only) 

Finding data on women : a guide to the major data 
sources at Statistics Canada. MICROLOG 
98-04770 (2 fiche) (Available on fiche only) 

Women count : a statistical profile of women in 
British Columbia — 3d ed. MICROLOG 98-04844 
(1 fiche) 

Atlantic Provinces 

See also Women — New Brunswick 


British Columbia 

Women count : a statistical profile of women in 
British Columbia — 3d ed. MICROLOG 98-04844 
(1 fiche) 

Manitoba 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
MICROLOG 98-04901 (1 fiche) 

New Brunswick 

Voir aussi Femmes — Nouveau-Brunswick 

A Complex web : access to justice for abused 
immigrant women in New Brunswick. 
MICROLOG 98-04707 (2 fiche) (Available on 
fiche only) 

Quebec (Province) 

Voir aussi Femmes — Québec (Province) 

Who will be responsible for providing care? The 
impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 


Women, Abused See Abused women 
Women, Battered See Abused women 


Women immigrants 

Voir aussi Immigrantes 

A Complex web : access to justice for abused 
immigrant women in New Brunswick. 
MICROLOG 98-04707 (2 fiche) (Available on 
fiche only) 

Data sources on immigrant women. MICROLOG 
98-04761 (1 fiche) (Available on fiche only) 


Women in education 
Status of women in provincially assisted Ontario 
universities and related institutions, 1986-87 to 
1995-96. MICROLOG 98-05085 (1 fiche) 


Women’s health services 
See also Maternal health services 
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Women’s health services (cort‘d) 

Who will be responsible for providing care? The 
Impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
MICROLOG 98-04771 (3 fiche) (Available on 
fiche only) 


Wood products 
See also Pulp and paper Industry 

Wood products industry See Forest products 
industry 

Wood using industries See Forest products 
industry 


Wood-pulp industry 
Waste disposal 
Draft standards and guidelines for the land 
application of mechanical pulpmill sludge to 
agricultural land. MICROLOG 98-04936 (1 fiche) 


Wood-using industries See Forest products 
industry 


Wool 
Value-added processing of alpaca fibre : final 
report. MICROLOG 98-05100 (1 fiche) 


Work 
The Connection between literacy and work : 
implications for social assistance recipients. 
MICROLOG 98-051 32 (1 fiche) 


Work and famil 

Voir aussi Travail et famille 

The Crucial challenge : managing an employee 
responsive workplace, a workshop kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 

The Struggle to juggle : managing the work and 
family balance : training program leader's guide. 
MICROLOG 98-05005 (3 fiche) 


Work environment 

See also Industrial hygiene; Industrial safety; 
Radiation; Vibration; Workers’ compensation 

CAD interface development for LOCATE 
workspace layout tool : final report. MICROLOG 
98-04575 (1 fiche) 

The Crucial challenge : managing an employee 
responsive workplace, a kit for 
managers and trainers. MICROLOG 98-05089 
(3 fiche) 

The Struggle to juggle : managing the work and 
family balance : training program leader's guide. 
MICROLOG 98-05005 (3 fiche) 

Usability testing for LOCATE workspace layout tool 
: final report. MICROLOG 98-04569 (3 fiche) 


Hygienic aspects 
See Industrial hygiene 
Work, Method of See Work 


Workers’ compensation 
Alberta 
Alberta. Appeals Commission : Annual report 1996 
& 1997. MICROLOG 98-05137 (1 fiche) 
British Columbia 


ahi report, statistics "97. MICROLOG 98-05081 

(1 fiche) 

Trends in types of accident by occupation, 
1992-96, British Columbia. MICROLOG 98-04816 
(2 fiche) 

Workers’ Compensation Board of British Columbia 
: Annual report 1997. MICROLOG 98-05060 
(1 fiche) 

Manitoba 

Five year plan, 1998-2002. MICROLOG 98-04968 

(1 fiche) 


Wounds and Injuries 
See also Head — Wounds and injuries 


Wiens 
See also Technical writing 
Y 


Young people See Youth 
Youth 
See also Juvenile delinquents 
Drug abuse 
See Youth — Drug use 
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Youth (cort‘d) 
Drug use 

First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 

Education 

See Education 

Services for 

Voir aussi Jeunesse, Services a la 

First Nations and Inuit community youth solvent 
abuse survey and study. MICROLOG 98-04881 
(3 fiche) 

The Hamilton-Wentworth Community Action 
Program for Children (CAPC) project : local 
evaluation of the Student Parent Resource 
Area/Young Parent Program. MICROLOG 
98-04518 (1 fiche) (Available on fiche only) 

Integrated training centres for youth, a process 
evaluation : final report. MICROLOG 98-04728 
(1 fiche) 

Process evaluation of the Prince Edward Island 
Ready to Learn project. MICROLOG 98-04765 
(1 fiche) 

Reinvestment strategy for children and youth. 
MICROLOG 98-05047 (1 fiche) 

Young offenders framework, 1997-2000, a three- 
year workplanning framework. MICROLOG 
98-05043 (1 fiche) 

British Columbia 

British Columbia. Office of the Child, Youth & 
Family Advocate : Annual report 1997. 
MICROLOG 98-04875 (1 fiche) 


Youth services See Youth — Services for 
Yukon 
See also Yukon Territory 
Finances publiques 
See also Yukon Territory — Public finance 


Yukon Territory 
Public finance 


Estimates : supplementary no. 1, 1998-99. 
MICROLOG 98-04570 (1 fiche) 


Z 


Zebra mussel 
Zebra mussel colonization potential in Manitoba, 
Canada. MICROLOG 98-04982 (1 fiche) 


Zones humides 
Voir aussi Tourbières 


Zones industrielles 
See also Industrial sites 


Elimination des obstacles au réaménagement des 
terrains contaminés à des fins résidentielles : 
rapport de synthèse. MICROLOG 98-04822 
(3 fiche) 

Le Secteur des services financiers et le 

ment des terrains contaminés : 
rapport de synthèse. MICROLOG 98-04820 
(2 fiche) 
Zoology 
See also Animal behaviour 


Zooplankton See Piankton 


Zootechnie 
See also Animal breeding 


Une référence bibliographique 
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AGEN Indicator Project report. 
nada. Agriculture & Agri-Food Canada 
no. 1 Developing environmental indicators for 
agriculture : discussion paper. 
MICROLOG 98-04535 (1 fiche) 


no. 7 Role and nature of environmental indicators 
in Canadian agricultural policy development. 
MICROLOG 98-04536 (1 fiche) 


iene tré C.D. Howe Institute 
The 1998 budget : falling behind on debt 
reduction. MICROLOG 98-04917 (1 fiche) 


Canadian data report of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 1035 Annual and spatial variability in 

zooplankton biomass and species composition, 
and in eggs and larvae of mackerel and cod in 
the southern Gulf of St. Lawrence between 1982 
and 1991. MICROLOG 98-04726 (1 fiche) 


Canadian manuscript report of fisheries 
and aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 2390 The Occurrence, abundance and food of 
juvenile herring and salmon in the Strait of 
Georgia, British Columbia in 1990 to 1994. 
MICROLOG 98-04912 (2 fiche) 

no. 2443 Water temperature monitoring in the 
Nicola River, B.C., 1995 : implications of 
measured temperatures for anadromous 
salmonids / By LC. Walthers and J.C. Nener. 
Vancouver, BC : Dept. of Fisheries & Oceans, 
1998. vil, 58 p. : iil., Bibl. On cover: Fraser River 
Action Plan . MICROLOG 98-04911 (1 fiche) 

no. 2449 Adult chinook escapement assessment 
conducted on the Cowichan River during 1996. 
MICROLOG 98-04914 (1 fiche) 


no. 2450 A Preliminary report on the adult chinook 
salmon escapement study conducted on the 
Nanaimo River during 1996. 
MICROLOG 98-04913 (1 fiche) 


Canadian technical report of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 2204 PCB contamination of sediments and 
snow crab, Chionoecetes opilio, around the site 
of the sinking of the Irving Whale barge after its 
recovery. MICROLOG 98-04727 (1 fiche) 

no. 2206 Deposition of astaxanthin isomers in 
chinook salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. 
MICROLOG 98-04915 (1 fiche) 


Canadian technical report of hydrography 
and ocean sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 194 Proposal for a northwest Atlantic zonal 

eet program. MICROLOG 98-04725 


Canadian translation of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 5664 Distribution of snow crabs of the genus 

Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. MICROLOG 98-04539 
(1 fiche) 


Series Titles 
Titres de collections 


Canadian wildlife series. Canadian Wildlife 
Service 
1 The Murres, their distribution, populations and 
biology : a study of the genus Uria. 
MICROLOG 98-04939 (3 fiche) 


Collection de monographies sur le 
développement durable au Canada. 
Canada 
no 6 Le Canada et les eaux douces, expérience et 

pratiques. MICROLOG 98-04577 (1 fiche) 


Commentary. C.D. Howe Institute 
no. 106 Flexible retirement as an alternative to 65 
and out. MICROLOG 98-04716 (1 fiche) 


Contractor report. Defence Research 

Establishment Ottawa 

97-617 Final report for the improved window 
addressable memory — Rev. 

MICROLOG 98-04531 (1 fiche) 

97-621 Motion compensation study : task one 
report. MICROLOG 98-04528 (1 fiche) 

97-622 Motion compensation study : task two 
report. MICROLOG 98-04529 (1 fiche) 

97-623 Development of a model for the first order 
bistatic ocean clutter radar cross section for 
ground wave radars. MICROLOG 98-04530 
(1 fiche) 

97-629 Acousto-optic correlation investigation : 
final report, September 1, 1996 to July 1, 1997 — 
73. MICROLOG 98-04741 (1 fiche) 

97-630 HFSWR trial for aircraft detection and 
interference suppression, phase 2 : final report. 
MICROLOG 98-04742 (1 fiche) 

97-632 Study of M-out-of-N detection algorithm in 
rain and sea clutter : final report. 

MICROLOG 98-04747 (1 fiche) 


CRC report. Communications Research 

Centre (Canada) 

no. 96-007 Transport flow control and connection 
admission policies for reliable applications. 
MICROLOG 98-04698 (1 fiche) 

no. 97-001 Analysis of high-latitude HF 
propagation characteristics and their impact for 
data communications. MICROLOG 98-04586 
(2 fiche) 


DCIEM publication. Defence & Civil 
Institute of Environmental Medicine 
Canada) 

30 Neurological Limitations of Aircraft 
Operations : human performance implications, 
technical evaluation report. 

MICROLOG 98-04993 (1 fiche) 

97-CR-09 Disorientation training in non-motion 
based simulator. MICROLOG 98-04556 (1 fiche) 

97-CR-10 Audio signature of clothing. 
MICROLOG 98-04555 (1 fiche) 

97-CR-13 HyGe programmer's manual for 
LabVIEW 4.0.1. MICROLOG 98-04557 (1 fiche) 

97-CR-14 Enhanced variable insulation clothing : 
final report. MICROLOG 98-04582 (1 fiche) 

97-CR-15 Design and development of intelligent 
aiding for LOCATE workspace layout tool : final 
report. MICROLOG 98-04581 (2 fiche) 


97-CR-16 Usability testing for LOCATE workspace 
layout tool : final report. MICROLOG 98-04569 
(3 fiche) 

97-CR-17 CAD interface development for LOCATE 
workspace layout tool : final report. 
MICROLOG 98-04575 (1 fiche) 

97-CR-18 Soldiers’ Day : software status report. 
MICROLOG 98-04748 (1 fiche) 

97-CR-21 Influence of menstrual cycle phase and 
oral contraceptive use during compensable and 
uncompensable heat strain. 
MICROLOG 98-04749 (2 fiche) 

97-CR-26 A Soldier's Day user's manual. 
MICROLOG 98-04750 (1 fiche) 

97-CR-27 A Soldier's Day authoring manual. 
MICROLOG 98-04751 (1 fiche) 

97-CR-28 C4 respirator field of view study, part 2. 
MICROLOG 98-04590 (1 fiche) 

97-CR-29 Dismounted infantry tactical task 
information needs, phase II : data capture 
approach. MICROLOG 98-04752 (1 fiche) 

97-CR-34 An Investigation into the effect of + Gz 
stress on binaural signal detection performance 
using a spatial audio display : final report. 
MICROLOG 98-04995 (1 fiche) 

97-CR-35 Equipment setup documentation for 
diotic and diffuse-field masker speech 
discrimination study including pilot study results 
: final report. MICROLOG 98-04996 (1 fiche) 


DCIEM research paper. Defence & Civil 
Institute of Environmental Medicine 
(Canada) 
no. 97-P-18 Impact head injury : responses, 

mechanisms, tolerance, treatment and 
countermeasures, technical evaluation report. 
MICROLOG 98-04994 (1 fiche) 


DCIEM technical memorandum. Defence & 
Civil Institute of Environmental Medicine 
(Canada) 
no. 97-TM-28 Risk assessment of bacteriologic 
health hazards in the helmet bladder component 
of a pressure breathing for G (PBG) system. 
MICROLOG 98-04585 (1 fiche) 

no. 97-TM-38 DCIEM/HPP metabolic 
measurement software V1.0. : users’ manual. 
MICROLOG 98-04584 (1 fiche) 

no. 97-TM-47 Prediction of body cooling. 
MICROLOG 98-04753 (1 fiche) 


Demonstration forest technical report. 
Ontario. Northwest Science & Technology 
#1 Natural regeneration in boreal mixedwood 

forests. MICROLOG 98-05037 (1 fiche) 

#2 Commercial thinning of jack pine. 
MICROLOG 98-05062 (1 fiche) 

#3 Establishment of red & white pine plantations 
in northwestern Ontario. MICROLOG 98-05035 
(1 fiche) 

#4 Shelterwood systems in red pine. 
MICROLOG 98-05036 (1 fiche) 

#5 The Establishment of black and white spruce 
on Ontario’s boreal mixedwood sites. 
MICROLOG 98-05034 (1 fiche) 
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#6 Early stand tending in jack pine plantations. 
MICROLOG 98-05033 (1 fiche) 

#7 Clearcutting and Its alternatives for upland 
black spruce. MICROLOG 98-05032 (1 fiche) 

#8 Spot seeding of jack pine and black spruce. 
MICROLOG 98-05031 (1 fiche) 

#9 The Use of fire for natural jack pine 
regeneration on cutovers. MICROLOG 98-05045 
(1 fiche) 

#10 Mixed planting of jack pine, black and white 
spruce. MICROLOG 98-05044 (1 fiche) 

#11 Pre-commercial thinning in black spruce. 
MICROLOG 98-05049 (1 fiche) 

#12 A Comparison of red pine sawlog 
management and red pine pulpwood 
management. MICROLOG 98-05048 (1 fiche) 


Document hors-série. Canada. Industrie 

Canada 

17 La Mesure du développement durable : étude 
des pratiques en vigeur. MICROLOG 98-04538 
(3 fiche) 

19 Analyse des mécanismes de règlement des 
différends commerciaux internationaux et 
conséquences pour l'Accord canadien sur le 
commerce Intérieur. MICROLOG 98-04537 
(2 fiche) 


Documents de recherche. Canada. 
Développement des ressources humaines 
Canada. Politique stratégique 
R-97-7F Subventions à la consommation ou 

subventions a la production : comment les 
gouvernements doivent-ils dispenser l'aide à la 
garde des enfants? MICROLOG 98-04798 

(1 fiche) 


Documents de travail. Canada. 
Développement des ressources humaines 
Canada 
W-98-1F Le Lien entre l'alphabétisme, le travail et 

les bénéficiaires d'aide sociale. 
MICROLOG 98-04797 (1 fiche) 


Dossier public. Nouveau-Brunswick. 
Division des minéraux et de l’énergie 
98-7 Lignes directrices sur l'exploitation des 

tourbières au Nouveau-Brunswick. 
MICROLOG 98-05009 (1 fiche) 


DREA contractor report. Defence Research 

Establishment Atlantic 

DREA CR/96/426 Enhancements to COUPLE. 
MICROLOG 98-04562 (1 fiche) 

DREA CR 97/412 Projector on-line monitoring 
system upgrade design report. 

MICROLOG 98-04524 (1 fiche) 

DREA CR/97/413 Software development for 
transducer calibrations. MICROLOG 98-04700 
(1 fiche) 

DREA CR/97/414 TRANSCAL user's manual. 
MICROLOG 98-04703 (2 fiche) 

DREA CR 97/419 Evaluation of cavitation erosion 
behavior of a laser surface melted experimental 
nickel aluminum bronze. MICROLOG 98-04564 
(1 fiche) 

DREA CR/97/421 Development and evaluation of 
equivalent-fiuid seabed models. 

MICROLOG 98-04565 (1 fiche) 

DREA CR/97/422 VIBRO users guide : Windows 
95 version. MICROLOG 98-04702 (1 fiche) 

DREA CR/97/423 Computational evaluation of 
damping and decoupling materials, phase 2. 
MICROLOG 98-04701 (1 fiche) 

DREA CR 97/429 Adaptive beamforming with 
near Instantaneous convergence in passive and 
active sonar systems. MICROLOG 98-04567 
(2 fiche) 


DREA technical memorandum. Defence 
Research Establishment Atlantic 
97/207 Added resistance prediction in SHIPMO7 
using a near-field method. MICROLOG 98-04563 
(1 fiche) 
97/214 Seabed objects size distribution. 
MICROLOG 98-04580 (1 fiche) 


97/215 Creating a seabed mosaic from geocoded 
sidescan sonar images. MICROLOG 98-04579 
(1 fiche) 

97/223 The Spinnaker optical cable. 

MICROLOG 98-04527 (1 fiche) 

97/231 TRANSOM, a multi-method Reynolds- 
averaged Navier-Stokes solver : overall design. 
MICROLOG 98-04526 (1 fiche) 

97/235 Boundary Integral formulation of magnetic- 
field calculations In the London model of 
superconductors. MICROLOG 98-04525 (1 fiche) 

97/237 Modal damping factors for a ring-stiffened 
cylinder. MICROLOG 98-04566 (1 fiche) 


DRES contractor report. Defence Research 

Establishment Suffield 

CR 97-12 Liquid chromatography continuous-flow 
matrix-assisted laser desorption ionization time- 
of-flight mass spectrometry for the detection of 
bioactive peptides and proteins. 

MICROLOG 98-04559 (1 fiche) 

CR 97-24 Physical flow modeling of contaminants 
in a frigate cleansing station. 
MICROLOG 98-04695 (2 fiche) 

CR 97-25 Development and implementation of 
TASCflow3D for parallel architecture : final 
report. MICROLOG 98-04696 (1 fiche) 

CR 97-29 Toxin detection by lon mobility 
spectrometry : final report. MICROLOG 98-04697 
(1 fiche) 

CR 97-35 Phase two report of field trial safety audit 
and recommendations. MICROLOG 98-04754 
(1 fiche) 

CR 97-36 Field trial safety audit, phase III : 
summary and recommendations. 

MICROLOG 98-04992 (1 fiche) 


DREV memorandum. Defence Research 

Establishment Valcartier 

TM-9703 Aeroballistic range tests of the Basic 
Finner reference projectile at supersonic 
velocities. MICROLOG 98-04757 (2 fiche) 

TM-9704 Wind tunnel tests on DREV-ISL reference 
models at supersonic speeds, series ISLFPWT-1. 
MICROLOG 98-04758 (3 fiche) 

TM-9707 Application des techniques de 
télédétection en support au commandement et 
contrôle tactique. MICROLOG 98-04737 (2 fiche) 


DREV report. Defence Research 
Establishment Valcartier 
R-9623 An Adaptive real-time agent for resource 
planning within tactical naval defence. 
MICROLOG 98-04699 (1 fiche) 


Economic and commercial analysis report. 
Canada. Dept. of Fisheries & ns 
no. 154 1995 survey of recreational fishing in 
Canada. MICROLOG 98-04909 (2 fiche) 


Federal environmental assessment review 
process. Canada. Federal Environmental 
Assessment Review Office 
Nuclear fuel waste management and dis 

concept : report. MICROLOG 98-05002 (3 fiche) 


Forest research Information paper. Ontario 

Forest Research Institute 

no. 138 Bioindicators of forest health and 
sustainability : review report and project 
implementation strategies. MICROLOG 98-05068 
(2 fiche) 

no. 140 Swan Lake Forest Research Reserve 
geographic information system, user's guide. 
MICROLOG 98-05053 (1 fiche) 


Information report. Great Lakes Forestry 
Centre 
GLC-X-1 Response of soil invertebrates to clear- 
cutting and partial cutting in a boreal mixedwood 
forest in northern Ontario : final report. 
MICROLOG 98-04510 (1 fiche) 


Information update. Manitoba. Farm 
Management 
Budget guidelines for a dairy enterprise based on 
100.0 kgs. of dally butterfat quota. 
MICROLOG 98-05110 (1 fiche) 


issues paper. Alberta Law Reform Institute 
no. 4 Limited liability partnerships and other hybrid 
business entities. MICROLOG 98-04794 (3 fiche) 


Mechanical engineering report. Royal 
Military College of Canada. Dept. of 
Mechanical Engineering 
#950601 Investigation of factors inducing flaming 

combustion in pyrotechnic mixtures : final report. 
MICROLOG 98-04568 (1 fiche) 


Mémoire de recherche forestière. Québec 
(Province). Direction de la recherche 
forestière 
no 131 Le Réseau de surveillance des 

écosystèmes forestiers (RESEF), ll : l’utilization 
du RESEF pour l'étude de la biodiversité en 
milieu forestier. MICROLOG 98-04796 (1 fiche) 


Miscellaneous report. Saskatchewan. 

Saskatchewan Energy & Mines 

97-3 Mineral statistics yearbook,, 1996. Regina : 
Saskatchewan Energy & Mines, Petroleum & 
Natural Gas, 1997. 176 p. : Maps. 

MICROLOG 98-04520 (3 fiche) 

98-5 Assessment work catalogue, Saskatchewan, 
1998 / By Richard W. Bennett. Regina : 
Saskatchewan Energy & Mines, 1998. vi, 53 p. 
MICROLOG 98-04619 (1 fiche) 


Monograph series. Canadian Wildiife 
Service 
no. 4 Buffieheads. MICROLOG 98-05133 (3 fiche) 
New Canadian perspectives. Canada. 
Canadian Heritage 
Francophone minorities : assimilation and 
community vitality. MICROLOG 98-05014 
(2 fiche) 


NODA note. Ontario. Ministry of Natural 
Resources and Canadian Forest Service 
33 Issues in realizing economic benefits from 

research : lessons from case studies. 
MICROLOG 98-04799 (1 fiche) 
34 The Derivation of spatially referenced 
ical databases for ecosystem mapping 
and modeling in the Rinker Lake Research Area, 
northwestern Ontario. MICROLOG 98-04800 
(1 fiche) 


Note de recherche. Service canadien des 
forêts. Direction générale de l’industrie, 
de l’économie et des programmes 
no 34b Situation financière de l'industrie forestière 
de 1989 à 1992. MICROLOG 98-04588 (1 fiche) 

no 35b Statistiques économiques de l'industrie 
forestière de 1970 à 1991. MICROLOG 98-04589 
(1 fiche) 

no 36b L’Evolution de l'emploi dans l'industrie 
forestière de 1970 à 1992. MICROLOG 98-04591 
(1 fiche) 

no 47f La Demande mondiale de produits 
forestiers, jusqu'à l'an 2010. 
MICROLOG 98-04593 (1 fiche) 

no 48f L’Offre de bois rond industriel au Québec : 
une analyse économétrique exploratoire — Rév. 
MICROLOG 98-04592 (1 fiche) 


Notes de transfert technologique. Centre 
forestier du Pacifique 
no 9 Outil diagnostique web pour les maladies 
communes des arbres en Colombie-Britannique. 
MICROLOG 98-04883 (1 fiche) 


Nouvelles perspectives canadiennes. 
Canada. Patrimoine canadien 
Minorités francophones : assimilation et vitalité 
des communautés. MICROLOG 98-05014 
(2 fiche) 


Occasional paper. Canada. Industry 

Canada 

17 Measuring sustainable development : review of 
current practice. MICROLOG 98-04538 (3 fiche) 

19 Analysis of international trade dispute 
settlement mechanisms and implications for 
Canada’s Agreement on Internal Trade. 
MICROLOG 98-04537 (2 fiche) 
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Series Titles 


MICROLOG 


Occasional paper. Canadian Wildlife 
Service 


no. 1 Sees shoes rime 
Migratory Birds Convention 
MICROLOG 98-04546 (1 ere 


Occupational analyses series. Canada. 
Occupational & Career Information 
Branch 


Industrial electrician. MICROLOG 98-04576 
(4 fiche) 


Ontario Geological Survey open file report. 

Ontario Geological Survey 

5967 Kimberlite, base metal and gold exploration 
targets based upon heavy mineral data derived 
from surface materials, Kapuskasing, 
northeastern Ontario. MICROLOG 98-05054 
(1 fiche) 

5968 Hemlo-Heron Bay-White Lake high density 
lake sediment and water survey, northwestern 
Ontario. MICROLOG 98-05050 (2 fiche) 


Ontario Geological Survey report. Ontario 
Geological Survey 
298 Quatemary geology, Long Point-Port Burwell 
area. MICROLOG 98-05073 (2 fiche) 


Open file. Geological Survey of Canada 

3589 Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.0.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. MICROLOG 98-04861 
(1 fiche) 

3590 Rock-Eval/TOC data for eight central Alberta 
wells, twps. 35-50, rges. 6-21W5. 

MICROLOG 98-04862 (1 fiche) 

3591 Rock-Eval/TOC data for nine west-central 
Alberta wells, twps. 58-69, rges. 18W5-12W6. 
MICROLOG 98-04863 (1 fiche) 

3601 Gold recovery and kimberlite/diamond 
indicators from Del Bonita upland, Alberta. 
MICROLOG 98-0461 4 (1 fiche) 


Open file report. New Brunswick. Minerals 

& Energy Division 

95-23 Development and pilot testing of a 
continuous copper cementation thickener cone. 
MICROLOG 98-04984 (1 fiche) 

97-14 Selected engineering data : 
bedrock/granular aggregate samples from the 
Fredericton, Grand Lake, Minto and Burtts 
Corner map areas (NTS 21 G/15, 16; 21 J/1,2), 
New Brunswick. MICROLOG 98-05010 (1 fiche) 

98-1 Technical and economic feasibility study on 
the agglomeration and cyanide vat leaching of 
Cape Spencer goid ore, New Brunswick. 
MICROLOG 98-04985 (2 fiche) 

98-2 Restigouche open pit project assessment, 
New Brunswick. MICROLOG 98-05012 (1 fiche) 

98-3 Restigouche mine, New Brunswick : 
development of innovative environmental 
planning and treatment technologies. 
MICROLOG 98-04986 (6 fiche) 

98-4 Restigouche metallurgical study, New 
Brunswick. MICROLOG 98-04987 (5 fiche) 

98-7 Guidelines for peat mining CRT in New 
Brunswick. MICROLOG 98-05009 (1 fiche) 


ORAE project report. Canada. Dept. of 
National Defence. Operational Research & 
Analysis Establishment 
PR Organizational and military impacts of 

high-tech surveillance and detection systems for 
UN peacekeeping. MICROLOG 98-04523 
(1 fiche) 


Processus fédéral d'évaluation et d'examen 
en matière d'environnement. Canada. 
Bureau fédéral d'examen des évaluations 
environnementales 
Concept de gestion et de stockage des déchets de 

combustible nucléaire : rapport. 
MICROLOG 98-05003 (3 fiche) 


Publication hors-série. Service canadien de 
la faune 
no 1 Oiseaux protégés au Canada en vertu de la 
Loi sur la Convention concernant les oiseaux 
migrateurs. MICROLOG 98-04546 (1 fiche) 


no 51 Pid elects humaine de la chasse aux 
Ibler migrateurs au Canada. 
MICROL 98-04547 (1 fiche) 


Rapport. Canada. Service de la protection 

de l’environnement 

SPE 7/AP/27 Réseau national de surveillance de 
la pollution atmosphérique (NSPA), sommaire 
annuel pour, 1994. Ottawa : Environnement 
Canada, Service de la protection de 
l'environnement, Direction générale pour 
l'avancement des technologies 
environnementales, 1997. xxv, 103 p. Bilingue 
(National air pollution surveillance...) . 
MICROLOG 98-05084 (2 fiche) 


SPE 2/TS/10 Programme de surveillance des 
émissions des locomotives, rapport pour l’année 
1995. MICROLOG 98-04824 (1 fiche) 


Rapport d’analyse économique et 
commerciale. Canada. Ministére des 
péches et des océans 
no 154 Enquéte sur la péche récréative au 

Canada, 1995. MICROLOG 98-04910 (2 fiche) 


Rapport technique canadien des sciences 
halieutiques et aquatiques. Canada. 
Ministére des péches et des océans 
2204 Contamination par les BPC des sédiments et 

du crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale après son renflouage. 

MICROLOG 98-04727 (1 fiche) 


Report. British Columbia. Office of the 
Auditor General 
1997/98: 4 Loss reporting in government, waste 
management permit fees, Motor Dealer Act. 
MICROLOG 98-04853 (2 fiche) 


Report. Canada. Environmental Protection 

Service 

EPS 7/AP/27 National air pollution surveillance 
(NAPS) network annual summary for, 1994. 
Ottawa : Environment Canada, Environmental 
Protection Service, Environmental Technology 
Advancement Directorate, 1997. xxv, 103 p. 
Bilingual (Réseau national de surveillance...) . 
MICROLOG 98-05084 (2 fiche) 


EPS 2/TS/10 Locomotive emissions monitoring 
program, reporting year 1995. 
MICROLOG 98-04824 (1 fiche) 


Report. Defence Research Establishment 
Ottawa 
no. 1312 An Analysis of the experimental data 
measured with the modified HF surface-wave 


radar at Cape Bonavista. MICROLOG 98-04694 
(1 fiche) 


Report for discussion. Alberta Law Reform 
Institute 
no. 17 Division of matrimonial property on death. 
MICROLOG 98-04795 (3 fiche) 


Report. Manitoba. Air Quality Management 

Section 

no. 98-03 Manitoba ambient air quality annual 
report,, 1995 & 1996 / By B.P. Krawchuk. 
Winnipeg : Manitoba Environment, 
Environmental Management Division, Air Quality 
Management Section, 1998. xii, 79 p. : iil., Maps, 
Bibl. MICROLOG 98-04893 (1 fiche) 


Report. Manitoba. Manitoba Environment 

no. 97-07 Zebra mussel colonization potential in 
Manitoba, Canada. MICROLOG 98-04982 
(1 fiche) 

no. 97-12 Ambient and source monitoring of VOCs 
from selected manufacturing facilities in East 
Kildonan area of Winnipeg using passivated 
SUMMA type canisters : final report. 
MICROLOG 98-04962 (1 fiche) 


no. 98-04 Water quality assessment, 1996 and 
1997, Whitemud River watershed, Manitoba, 
Canada. MICROLOG 98-04963 (1 fiche) 


Report. Ontario. Lake Huron Management 
Unit 
04-97 Ontario. Lake Huron Management Unit : 
Annual report, 1995-96. Owen Sound, ON : The 
Unit, 1997. |, 107 p. : Hl., Maps, Bibl. 
MICROLOG 98-05086 (2 fiche) 


Report series. Canadian Wildlife Service 

no. 36 Biology of the Kaminuriak population of 
barren-ground caribou, part 3 : taiga winter 
range relationships and diet. 
MICROLOG 98-04540 (1 fiche) 

no. 38 Biology of the Kaminuriak population of 
barren-ground caribou, part 4 : growth, 
reproduction and energy reserves. 
MICROLOG 98-04541 (1 fiche) 

no. 39 Range ecology of Rocky Mountain bighorn 
sheep in Canadian national 
MICROLOG 98-04542 (1 fiche) 

no. 40 Distributions, movements and numbers of 
Peary caribou and muskoxen on western Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
MICROLOG 98-04543 (1 fiche) 

no. 41 Birds in boreal Canada : communities, 
densities and adaptations. MICROLOG 98-04544 
(1 fiche) 

no. 43 Migratory game bird hunters and hunting in 
Canada. MICROLOG 98-04545 (2 fiche) 


Research note. Canadian Forest Service. 

Economic Studies Division 

18 Inter-regional transportation costs of the 
Canadian pulp and paper industry. 

MICROLOG 98-04600 (1 fiche) 

23 Likely developments and new processes in 
pulp, paper and paperboard. 
MICROLOG 98-04596 (2 fiche) 

26 Transportation cost analysis of the Canadian 
pulp and paper industry for the years 1986-91. 
MICROLOG 98-04597 (1 fiche) 

30 An Overview of fiscal and monetary policy and 
its impacts on the Canadian forest sector. 
MICROLOG 98-04587 (1 fiche) 

35a Economic statistics on the forest industry from 
1970 to 1991. MICROLOG 98-04589 (1 fiche) 


School council handbook series. Nova 
Scotia. Dept. of Education & Culture 
3 He school annual reports. 

MICROLOG 98-05021 (1 fiche) 


Série d’analyses de professions. Canada. 
Direction des informations sur les 
professions et les carriéres 
Electricien industriel /électricienne industrielle. 

MICROLOG 98-04578 (5 fiche) 


Série faune du Canada. Service canadien 
de la faune 
no 1 Les Marmettes, leur répartition, leurs 
populations et leurs particularités biologiques : 
étude du genre Uria. MICROLOG 98-04942 
(3 fiche) 


Small business management systems. 
Manitoba. Business Resource Centre 


Bookkeeping — Rev. MICROLOG 98-04965 
(1 fiche) 


Suffield report. Defence Research 
Establishment Suffield 
no. 655 The Decommissioning of DRES Building 
12. MICROLOG 98-04740 (1 fiche) 


Suffield special publication. Defence 
Research Establishment Suffield 
no. 188 Convention on the Prohibition of the 
Development, Production, Stockpiling and Use of 
Chemical Weapons and on their Destruction. 
MICROLOG 98-04756 (2 fiche) 


Sustainable development in Canada 
monograph series. Canada 


no. 6 Canada and freshwater, experience and 
practices. MICROLOG 98-04577 (1 fiche) 


Technical report. Bank of Canada 
no. 81 The Canadian banking system — Rev. 
MICROLOG 98-04521 (1 fiche) 
no. 83 The Benefits of low inflation, taking stock. 
MICROLOG 98-04926 (1 fiche) 


Technical report. Ontario. Southcentral 
Science Section 
no. 005 The Central Appalachian hardwoods 
experience provides silvicultural tools for 
Ontario. MICROLOG 98-05051 (1 fiche) 
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TR-103 SCANSS, Sitvicultural Calibration of 
Aigoma/North Shore Stands : a progress report. 
MICROLOG 98-05079 (1 fiche) 

TR-104 The Fishery of Christie Lake. 

MICROLOG 98-05052 (1 fiche) 

TR-106 The Pike Lake fishery. 
MICROLOG 98-05038 (1 fiche’ 


Technical series. Ontario. Forest 

Management Branch 

Silvicuttural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book II! : ecological and management 
interpretations for northeast site types — Version 
1.1. MICROLOG 98-05064 (3 fiche) 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ecological and management 
interpretations for northwest ecosites — Version 
1.1. MICROLOG 98-05065 (4 fiche) 

Silvicuttural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. MICROLOG 98-05063 (2 fiche) 


Technology transfer notes. Pacific Forestry 
Centre 
no. 9 Web diagnostic tool for common tree 
diseases of British Columbia. 
MICROLOG 98-04883 (1 fiche) 


Working papers. Canada. Human 
Resources Development Canada 
W-97-3E.a Eamings dynamics in Canada : the 
eamings mobility of Canadians, 1982-92. 
MICROLOG 98-04791 (2 fiche) 

W-98-1E The Connection between literacy and 
work : implications for social assistance 
recipients. MICROLOG 98-05132 (1 fiche) 
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Agriculture FEARO Non-depository 
Alberta Federal collections 
Atlantic Provinces Fisheries Northern regions 
Behavioural sciences Fisheries & Oceans Ontario 
British Columbia Canada Physical sciences 
Commerce and Fores Planning, Housing and 
Economics Health and Medical Construction 
Critical Issues Care Industry 
Culture, Recreation and Justice and Law Provincial 
Humanities Labour Public administration 
Depository Program Life sciences Public works 
Education Local/Municipal Quebec 
Energy Manitoba - Science 
Environment Saskatchewan Social affairs 
External affairs Native peoples Social sciences 
Natural Resources, Statistics 
Earth Sciences and Telecommunications 
Mining Transportation 


These collections represent the contents of the Microfiche Collections 
which are sold to subscribers on an annual basis. Individual copies of 
these titles can be ordered using the order form at the end of this section. 


riculture 
998-99 estimates, part Ill, report on plans and 
priorities : Agriculture & Agri-Food Canada. 
98-04646 /2 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
98-04857 /1 

Alberta Agricultural Products Marketing Council : 
Annual report 1996-97. 98-05145/1 

Alberta Dairy Control Board : Annual report 
1996-97. 98-05123/1 

Alternative wheats for Saskatchewan : final report. 
98-05101/2 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
98-05094 /1 

Annual report of production and sales, 1996-97. 
98-05141/1 

Audiovisual resource package for safe food 
handling course for food processors : final 
report. 98-05097 /1 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agriculture et 
agroalimentaire Canada. 98-04646 /2 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Agence canadienne 
d'inspection des aliments. 98-04857 /1 

Budget guidelines for a dairy enterprise based on 
100.0 kgs. of daily butterfat quota. 98-05110/1 

Cattle performance on overwintered forage : final 
report. 98-05093/1 

Controlled raspberry yields through improved 
mulching techniques : final report. 98-05105/1 


Crop protection with chemicals, 1997. 98-04852/5 

Developing environmental indicators for 
agriculture : discussion paper. 98-04535/1 

Development and processing of pigmented wheats 
: final report. 98-05017/1 

Draft standards and guidelines for the land 
application of mechanical pulpmill sludge to 
agricultural land. 98-04936/1 


Economic and agronomic analysis of swath 
grazing vs stored feed : final report. 98-05090/1 

Effect of tillage and crop rotations on leaf spots of 
spring wheat in the brown soil zone : final report. 
98-05115/1 

Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. 98-05114/1 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report — Rev.. 
98-05118/1 

Farm operations cost guide. 98-04969/1 

Field crop production guide. 98-05007 /1 

Fumigation of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hessian fly, Mayetiola 
destructor, from hay. 98-05096/1 

Green plan impact, Canada-Saskatchewan 
Agriculture Green Plan Agreement. 98-05092/1 

The Impact of imports of butteroil/sugar blends on 
the Canadian dairy industry, an economic 
analysis using the FARM model. 98-05112/1 

Integrated management of root maggots in 
vegetable crops : final report. 98-05018 /1 

Manitoba food products directory, 1998. 
98-04903/1 

Nova Scotia Agricultural College : Principal’s 
report 1995-97. 98-04629/1 

Ontario farm management analysis project, 1996. 
98-04649/1 

Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
98-05095/1 

Prince Edward Island Agricultural Insurance 
Corporation : Annual report 1996-97. 98-04836/1 

Programme d'analyse de la gestion des 
exploitations agricoles de l'Ontario, 1996. 
98-04659/1 

Regional testing and development of winter wheat 
cultivars : final report. 98-05104/1 

Regulatory options for livestock operations : 
discussion paper. 98-04948/1 


Role and nature of environmental indicators in 
Canadian agricultural policy development. 
98-04536/1 

Rural agroindustry in Latin America, an evaluation 
of the PRODAR network. 98-04718/2 

Société du crédit agricole Canada : Rapport 
annuel 1996-97. 98-04851/2 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04904 /2 

Testing of forage crop cultivars /species 
adaptation, yield and other characteristics : final 
report. 98-05000/2 

Value-added processing of alpaca fibre : final 
report. 98-05100/1 

Woolly elm aphid control on saskatoon berries : 
final report. 98-05102/2 


Alberta 

1997 status report. 98-04949/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Western Economic Diversification 
Canada. 98-04788/1 

Accreditation handbook 1998 -- 4th ed.. 
98-04938 /2 

Air quality monitoring for dioxins, furans and PCBs 
in the Swan Hills area, summer 1997, July 7 to 
August 1. 98-04923/1 

Alberta Agricultural Products Marketing Council : 
Annual report 1996-97. 98-05145/1 

Alberta. Appeals Commission : Annual report 1996 
& 1997. 98-05137/1 

Alberta Automobile Insurance Board : Annual 
report 1997. 98-05107/1 

Alberta Dairy Control Board : Annual report 
1996-97. 98-05123/1 

Alberta Law Reform institute : Annual report 
1996-97. 98-04841/1 

Alberta. Mental Health Patient Advocate Office : 
Annual report 1997. 98-05120/1 

Alberta Municipal Financing Corporation : Annual 
report 1997. 98-05139/1 

Alberta nutritious food basket price report, 
February 1998. 98-05130/1 
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Collections de microfiches 


août 1998 


Alberta. Office of the Ombudsman : Annual report 
1997. 98-05143/1 

Alberta. Provincial Mental Health Board : Annual 
report 1995-96. 98-05135/1 

Alberta Students Finance Board : Annual report 
1997. 98-05119/1 

Alberta Summit on Justice : public consultation 
guide, an opportunity for input. 98-04925/1 

Alberta’s participation in Team Canada '98, 
Mexico, Brazil, Argentina, Chile : mission report, 
January 10 to 23, 1998. 98-04934/1 

ANG Gathering & Processing Ltd., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. 98-04953/1 


Annual report of production and sales, 1996-97. 
98-05141/1 

Application for a well licence, Tomahawk field, 
Maxwell Oil & Gas Ltd., LSD 13-5-53-5 W5M : 
decision report 97-15, application no. 970239. 
98-04954/1 

Application for a well licence, Twining field, Penn 
West Petroleum Ltd., well licence no. 0213751, 
LSD 16-5-31-23 W4M : examiner report 98-6, 
application no. 970251. 98-04955/1 

Application for well licences and reduced oil well 
spacing, Cabre Exploration Limited, Provost field 
: decision report 98-8, applications no. 970459 
and 1010982. 98-04974/1 


Application for well licences, well licence nos. 
0202155 to 0202162, Purchase Oil & Gas inc., 
Morgan field : examiner report 98-4, application 
no. 970483. 98-04975/1 


Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Diversification de 
l'économie de l'Ouest Canada. 98-04788/1 

Business plan, 1998-2001. 98-05138/1 


Canadian 88 Energy Corp., application to 
construct and operate sour natural gas pipelines 
and well production facility, Burmis area : 
decision 97-16, applications no. 1004834 & 
1010138. 98-04977/1 

Canadian Natural Resources Limited, application 
for a primary recovery scheme for reduced 
spacing In the Bonnyville and Wolf Lake sectors : 
decision 98-5, application no. 1007817. 
98-04964/1 

CE Alberta BioClean Ltd., new MTBE/ETBE plant, 
Fort Saskatchewan area : decision 98-1, 
application no. 960864. 98-04956 /1 

Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
98-04729/1 

Community Organization 1998 Property Tax 
Exemption Regulation : interpretive guide. 
98-04935/1 

Compensation for Alberta government senior 
Officials : final report. 98-04946/1 

Crop protection with chemicals, 1997. 98-04852/5 

Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.0.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. 98-04861 /1 

Division of matrimonial property on death. 
98-04795/3 

Draft standards and guidelines for the land 
application of mechanical pulpmill sludge to 
agricultural land. 98-04936 /1 

Environmental Protection Security Fund : Annual 
report 1996-97. 98-05113/2 

Environmentally significant areas of Alberta. 
98-04922/9 

Farm operations cost guide. 98-04969 /1 

Fetal alcohol syndrome, community resource list. 
98-04928/1 

Funding manual for school authorities in the 
1998-99 school year : a manual for school 
jurisdictions, private schools and private ECS 
operators. 98-05131/3 

Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. 98-04614/1 


A Guide to Aboriginal organizations in Alberta, 
1998. 98-04927/1 

Husky Oil Operations Ltd., application to construct 
and operate two sour oil effluent pipelines and 
associated facilities in the Moose field : decision 
report 97-17, application no. 1007046. 
98-04976/1 

Integrated training centres for youth, a process 
evaluation : final report. 98-04728/1 


Job search : the product Is you, self marketing 
strategies and tools — Rev.. 98-04947/1 


Job seeker's handbook, an introductory guide to 
finding work — Rev.. 98-04970/2 

Limited Ilability partnerships and other hybrid 
business entities. 98-04794/3 

Metis Settlements Appeal Tribunal (Alta.) : Annual 
report 1997. 98-05117/1 


Northstar Energy Corporation, application to 
construct and operate a sweet natural gas 
pipeline in the Carmangay area : examiner report 
98-1, application no. 1015349. 98-04978/1 


Numac Energy Inc., to amend approval no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. 98-04979/1 

Prairie forest products : an industry profile. 
98-05127/1 

Les Produits forestiers des Prairies : un profil de 
l'industrie. 98-05127/1 

Provincial accountability framework for child and 
family services. 98-04924 /4 


Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. 98-04542/1 


Regulatory options for livestock operations : 
discussion paper. 98-04948 /1 

Report and recommendations on knowledge- 
based industries, phase 1. 98-04933/1 


Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. 98-04862/1 

Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 98-04863/1 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
98-04980/1 

Shell Chemicals Canada Ltd., new ethylene 
glycols plant, Fort Saskatchewan area : decision 
98-3, application no. 1008234. 98-04981/1 


Thunder Energy Inc., applications to modify an 
existing sweet gas processing facility to a sour 
gas processing facility and increase the 
hydrogen sulphide concentration of existing 
pipelines, Kelsey area : examiner report 98-2, 
applications no. 1007719 and 1013399. 
98-04957/1 

Tire Recycling Management Assn of Alberta : 
Annual report 1996-97. 98-05134/1 

Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. 98-04950/1 

Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. 98-04958 /1 

Universities Academic Pension Pian : Annual 
report 1997. 98-05121/1 

Water quality assessment of Thunder Lake. 
98-04951/1 

Water quality of Lesser Slave Lake and its 
tributaries, 1991-93. 98-04952/2 

Wildlife corridor and habitat patch guidelines for 
the Bow Valley. 98-04937 /1 


Atlantic Provinces 


1996 Census of Canada, release #5 : ethnic 
origin, labour market and education. 98-05108/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
98-04650/2 

Accession à une propriété abordable au Nouveau- 
Brunswick : document de travail pour recueillir 
des suggestions et favoriser des partenariats. 
98-04983/1 


Affordable homeownership In New Brunswick : a 
discussion paper to stimulate ideas and 
partnerships. 98-04983/1 

Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
98-04726/1 

Annual statistical report, 1995-96. 98-05128/2 


Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
98-04650/2 

Classification plan and retention schedules for 
administrative records. 98-05103/3 


Commission de l’enseignement supérieur des 
provinces maritimes (Canada) : Rapport annuel 
1996-97. 98-04598/1 

Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : rapport 
final. 98-04941/1 


A Complex web : access to justice for abused 
immigrant women in New Brunswick. 
98-04707/2 


Consultant's report on the operation of the Halifax 
Casino : Nova Scotia Gaming Corporation 
operating contract with ITT Sheraton Canada, 
Lid. and Purdy's Wharf Development Limited 

ng on business as Metropolitan 
Entertainment Group. 98-04803/1 

Contamination par les BPC des sédiments et du 
crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale après son renflouage. 98-04727 /1 

Culture, itself a treasure : final report. 98-04829/1 

A Detailed report of educational software 
evaluations, 1997. 98-04814/2 

Development and pilot testing of a continuous 
copper cementation thickener cone. 98-04984/1 

Directory of commercial aircraft and operations, 
1998. 98-05144/1 

The Eastern Canada Shallow Water Ambient Noise 
Experiment. 98-04549/1 

Eel River Bar First Nation Inquiry, Eel River dam 
claim. 98-04825 /2 

Environmental radiation monitoring data for Point 
Lepreau Generating Station, 1997. 98-05142/2 

Estimating the economic value of coastal and 
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impact of the shift to ambulatory care and of 
social economy policies on Quebec women. 
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Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1997. 
98-04907 /1 

Commission canadienne des droits de la personne 
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débouchés d’emploi stratégiques : rapport final. 
98-04733/1 

Évaluation diagnostique du Programme 
emploi/travail autonome pour les diplômés : 
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Spot seeding of jack pine and black spruce. 
98-05031/1 


The Use of fire for natural jack pine regeneration 
on cutovers. 98-05045 /1 


Water temperature monitoring in the Nicola River, 
B.C., 1995 : implications of measured 
temperatures for anadromous salmonids. 
98-04911/1 

Web diagnostic tool for common tree diseases of 
British Columbia. 98-04883/1 


Woolly elm aphid control on saskatoon berries : 
final report. 98-05102/2 

Zebra mussel colonization potential in Manitoba, 
Canada. 98-04982/1 


Local/Municipal 
Action plan for the elimination of child prostitution 
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Alberta Municipal Financing Corporation : Annual 
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Exemption Regulation : interpretive guide. 
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consolidation planning framework, northern 
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evaluation of the Nobody's Perfect Program. 
98-04515/2 
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Information financiére des municipalités, 1995. 
98-05057 /4 
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Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1996. 98-04885 /1 
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Normes de construction visant les appartements 
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Ontario. Ministry of Municipal Affairs & Housing : 
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98-04790/1 
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1997 : report. 98-04999/2 
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document. 98-05042/4 
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enquéte de 1996. 98-04573/1 
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report. 98-05097 /1 

Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. 98-04540/1 
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and energy reserves. 98-04541/1 

Bookkeeping - Rev.. 98-04965/1 
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98-05118/1 

Field crop production guide. 98-05007 /1 
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Saskatchewan-made consumer products directory. 
98-05116/2 


Saskatchewan. Medical Services & Heaïth 
Registration Branch : Annual statistical report 
1996-97. 98-04622/1 
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98-04922/9 
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from Del Bonita upland, Alberta. 98-04614/1 
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Proposal for a northwest Atlantic zonal monitoring 
program. 98-04725/1 
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agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. 98-04985 /2 
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Analyse empirique d'un échantillon de canadiens 
sollicitant la protection de la loi de la faillite. 
98-05074/2 
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Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
98-04726/1 
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support au commandement et contrôle tactique. 
98-04737/2 
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Buffleheads. 98-05133/3 
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Centres de formation intégrée pour les jeunes, 
évaluation des processus : rapport final. 
98-04729/1 

Compagnie des travailleurs du Nouveau- 
Brunswick, évaluation du processus : rapport 
final. 98-04941 /1 

Computational evaluation of damping and 
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series, March 1998. 98-05109/1 

Licensees’ handbook : personal care homes. 
98-05027 /1 

Lignes directrices sur l'exploitation des tourbiéres 
au Nouveau-Brunswick. 98-05009/1 

Limited liability partnerships and other hybrid 
business entities. 98-04794/3 


Loss reporting in government, waste management 
permit fees, Motor Dealer Act. 


Manitoba ambient air quality annual report, 1995 & 
1996. 98-04893/1 

Manitoba food products directory, 1998. 
98-04903/1 à 

Maritime Provinces Higher Education Commission 
(Canada) : Annual report 1996-97. 98-04598 /1 

Mathematics, it really counts : a discussion paper. 
98-05011/1 

La Mathématique, ça compte vraiment : document 
de travail. 98-05011/1 


Metis Settlements Appeal Tribunal (Alta.) : Annual 
report 1997. 98-05117/1 


Minera! statistics yearbook, 1996. 98-04520/3 


Mixed planting of Jack pine, black and white 
spruce. 98-05044/1 

Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1996. 98-04885/1 

Municipal financial information, 1995. 98-05057 /4 

Natural regeneration in boreal mixedwood forests. 
98-05037 /1 

New Brunswick. Dept. of the Environment : Annual 
report 1996-97. 98-04918/1 

The New Brunswick heritage sourcebook : 
addendums — Rev. May 1997. 98-05136/1 

New Brunswick Job Corps, process evaluation : 
final report. 98-04940/1 

North Pickering Development Corporation (Ont.) : 
Annual report 1996-97. 98-05070/1 

Northstar Energy Corporation, application to 
construct and operate a sweet natural gas 
pipeline in the Carmangay area : examiner report 
98-1, application no. 1015349. 98-04978/1 

Northwest Territories. Fair Practices Office : Annual 
report 1996-97. 98-04882/1 

Nouveau-Brunswick. Ministère de l'environnement 
: Rapport annuel 1996-97. 98-04918/1 

Nova Scotia Agricultural College : Principal's 
report 1995-97. 98-04629/1 

The Nova Scotia Department of Labour, a review 
of the Occupational Health and Safety Division. 
98-04802/2 

Nova Scotia Legal Aid Commission : Annual report 
1996-97. 98-04817/1 

Numac Energy Inc., to amend approval no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. 98-04979/1 

Ontario. Bureau du registraire général : Rapport 
annuel 1996. 98-04630/2 

Ontario farm management analysis project, 1996. 
98-04649/1 

Ontario Insurance Commission : Annual report 
1996-97. 98-05059/2 

Ontario Labour Relations Board reports, Nov.-Dec. 
1997. 98-05069/2 

Ontario. Lake Huron Management Unit : Annual 
report 1995-96. 98-05086/2 

Ontario. Ministère des affaires muncipales et du 
logement : Rapport annuel 1996-97. 98-05083/1 

Ontario. Ministry of Municipal Affairs & Housing : 
Annual report 1996-97. 98-05083/1 

Ontario. Office of the Registrar General : Annual 
report 1996. 98-04630/2 

Opportunities for public participation under the 
Clean Air Act : discussion paper. 98-05091/1 

Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
98-05095/1 

Palais des congrès de Montréal : Rapport annuel 
1996-97. 98-04886/1 

Paying dividends, an evaluation of the Northwest 
Territories’ Investing in People strategic initiative 
: year one final report. 98-04767/2 

Phase 1, formative evaluation, PE.I. Choice and 
Opportunity : final report. 98-04736 /1 

The Pike Lake fishery. 98-05038/1 

Plastimet inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. 98-04999/2 

Possibilités de participation publique en vertu de la 
Loi sur l'assainissement de l'air : document de 
travail. 98-05091 /1 

Pre-commercial thinning in biack spruce. 
98-05049/1 

Premier volet, évaluation formative, projet Choix et 
possibilités, |.-R-E. : rapport d'ensemble. 
98-04755/1 

Prince Edward Island Agricultural Insurance 
Corporation : Annual report 1996-97. 98-04836/1 

Prince Edward Island. Dept. of Health & Social 
Services : Annual report 1996-97. 98-04838/1 

Prince Edward Island. Employment Development 
Agency : Annual report 1996-97. 98-04997 /1 
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Prince Edward Island Housing Corporation : 
Annual report 1996-97. 98-04842/1 

A Process evaluation of Success Nova Scotia 2000 
: final report. 98-04730/1 

Process evaluation of the Prince Edward Island 
Ready to Learn project. 98-04765/1 

Programme d'analyse de la gestion des 
exploitations agricoles de l'Ontario, 1996. 
98-04659/1 

Programme de protection des champs 
d'alimentation en eau : document de réflexion. 
98-05125/1 

Programme d'indicateurs du rendement scolaire, 
évaluation en mathématiques de 1997 : rapport 
pour l'Ontario. 98-05040 /1 

Programme initial du secondaire. 98-05013/2 

A Proposed new Municipal Act, draft legislation, 
including explanatory notes : consultation 
document. 98-05042/4 

Proposition de nouvelle Loi sur les municipalités, 
ébauche de projet de loi, avec des notes 
explicatives : document de travail. 98-05041 /4 

Provincial accountability framework for child and 
family services. 98-04924/4 


Quaternary geology, Long Point-Port Burwell area. 
98-05073/2 


La Quête d'un équilibre, harmoniser le travail et la 
famille : programme de formation, guide de la ou 
du responsable de la formation. 98-05030/3 


Radionuclide analyses of Saskatchewan caribou, 
1995 : final report. 98-05016/1 

Rapport annuel de statistiques, 1995-96. 
98-05128/2 

Rapport réglementaire du Directeur général des 
élections sur les élections partielles tenues dans 
la circonscription de Portage la Prairie. 
98-04972/1 


Recommendations on a new university funding 
formula for the distribution of operating granis. 
98-05025/1 

Regional testing and development of winter wheat 
cultivars : final report. 98-05104/1 

Règlement. 98-04916/2 

Regulatory options for livestock operations : 
discussion paper. 98-04948 /1 

Reinvestment strategy for adults with a 
developmental disability. 98-05029/1 

Reinvestment strategy for children and youth. 
98-05047 /1 

Report and recommendations on knowledge- 
based industries, phase 1. 98-04933/1 

Report of Nova Scotia's Select Committee on 
National Unity. 98-05126/7 

Report of the Regional Public Libraries Funding 
Review Committee : sharing resources in Nova 
Scotia — 1997 ed.. 98-05022/1 

Report of the Review of the Addiction Services 
Program for the Province of Prince Edward 
Island. 98-04509/2 

Report on process. 98-04810/1 

Report to the Legislative Assembly of Prince 
Edward Island respecting Resolution no. 20, and 
the principles contained in the Framework for 
discussion on Canadian unity (Calgary 
Declaration). 98-04828/1 

Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), Ill : l’utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
98-04796/1 

Restigouche metallurgical study, New Brunswick. 
98-04987/5 

Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. 98-04986/6 


Restigouche open pit project assessment, New 
Brunswick. 98-05012/1 

Roles and responsibilities, provincial-municipal 
services realignment, social and community 
health services. 98-05148/1 

Royal roots, the Crown in Nova Scotia. 98-04973/1 


Sask Water : Annual report 1997. 98-04662/1 

Saskatchewan Arts Board : Annual report 1996-97. 
98-04870/1 

Annual report 1997. 98-04651/1 

Saskatchewan Associated Entities Fund : Annual 
report 1996-97. 98-04884 /1 

Saskatchewan Cancer Foundation : Annual report 
1996-97. 98-04658/1 

Saskatchewan Extended Health Care Plan : 
Annual report 1997. 98-04618/1 

Saskatchewan Government Insurance. 
Superannuation Pian : Annual report 1997. 
98-05072/1 

Saskatchewan health districts community-based 
treatment and prevention activities for eating 
disorder services, 1997-98. 98-05111/1 

Saskatchewan Housing Corporation : Annual 
report 1997. 98-04632/1 

Saskatchewan Institute of Applied Science and 
Technology : Annual report 1996-97. 98-04620/1 

Saskatchewan. Judges of the Provincial Court 
Superannuation Plan : Annual report 1996-97. 
98-04892/1 

Saskatchewan-made consumer products directory. 
98-05116/2 

Saskatchewan. Medical Services & Health 
Registration Branch : Annual statistical report 
1996-97. 98-04622/1 

Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
98-04621/1 

Saskatchewan Opportunities Corporation : Annual 
report 1997. 98-04896/1 

Saskatchewan Power Corporation. 
Superannuation Plan : Financial statements 
1997. 98-05020/1 

Saskatchewan. Public & Private Rights Board : 
Annual report 1997. 98-04879/1 

Saskatchewan. Public Service Superannuation 
Board : Annual report 1996-97. 98-04908/1 

Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1996-97. 
98-04832/1 

Saskatchewan Western Development Museum : 
Annual report 1996-97. 98-04874/1 

SaskEnergy Incorporated : Annual report 1997. 
98-04848 /1 

SCANSS, Silvicultural Calibration of Algoma/North 
Shore Stands : a progress report. 98-05079/1 

School Achievement Indicators Program, 1997 
mathematics assessment : Ontario report. 
98-05040/1 

Schools in Manitoba, 1998. 98-04850/2 

Selected engineering data : bedrock/granular 
aggregate samples from the Fredericton, Grand 
Lake, Minto and Burtts Comer map areas (NTS 
21 G/15, 16; 21 J/1,2), New Brunswick. 
98-05010/1 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
98-04980/1 

Shell Chemicals Canada Ltd., new ethylene 

glycols plant, Fort Saskatchewan area : decision 

38 3, application no. 1008234. 98-04981/1 

Shelterwood systems in red pine. 98-05036/1 

Silvicultural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. 98-05063 /2 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book III : ecological and management 
interpretations for northeast site types — Version 
1:12 3 

Silvicultural guide to managing for black spruce, 
Jack pine, and aspen on boreal forest ecosites in 
Ontario, book Il : ecological and management 
interpretations for northwest ecosites — Version 
1.1. 98-05065 /4 


Société d'aménagement de North Pickering (Ont.) 
: Rapport annuel 1996-97. 98-05070/1 


Rapport annuel 1996-97. 98-04906 /1 

Solar heating systems In Manitoba. 98-04959/1 

Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. 98-04792/1 

Spot seeding of jack pine and black spruce. 
98-05031/1 

St. Louis Alcoholism Rehabilitation Centre (Sask.) : 
Annual report 1996-97. 98-04602/1 


Standing orders. 98-04916/2 
Statistiques sommaires, 1997. 98-05129/1 


Status of women in provincially assisted Ontario 
universities and related institutions, 1986-87 to 
1995-96. 98-05085 /1 


Statutory officers of the British Columbia 
Legislature, fundamental operating principles 
and related legislation. 98-04793/1 


Statutory report of the Chief Electoral Officer on 
the Portage la Prairie by-election, September 30, 
1997. 98-04972/1 


Strategic plan framework, 97/98-98/99. 
98-04858 /1 


Stratégie de réorientation pour l'enfance et la 
jeunesse. 98-05076/1 


Stratégie de réorientation pour les adultes ayant 
un handicap de développement. 98-05029/1 


The Struggle to juggle : managing the work and 
family balance : training program leader's guide. 
98-05005/3 

Subventions, 1995-96. 98-05082/1 


Summer visitation and outdoor recreation : 
Statistical report, 1997. 98-04653/1 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04904/2 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04899/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04890/2 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04894/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04888/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04891 /1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04901/1 

Suppiementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04898/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04889/2 


Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04902/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04880/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04905/1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04887 /1 

Supplementary information for legislative review : 
departmental expenditure estimates, 1998-99. 
98-04900/1 

Surface rights in Manitoba : a guide for owners, 
occupants and operators. 98-04971/1 

Survey of 1996 graduates in Atlantic Canada. 
98-04595 /2 
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Survol de la zone de planification des Grands Lacs 
et du Saint-Laurent — Rév.. 98-05066/1 

Swan Lake Forest Research Reserve geographic 
information system, user's guide. 98-05053/1 

Systèmes de chauffage solaire au Manitoba. 
98-04959/1 

Technical and economic feasibility study on the 
agglomeration and cyanide vat leaching of Cape 
Spencer gold ore, New Brunswick. 98-04985 /2 

Technical review of the AirCare program, program 
year three, September 1994 to August 1995. 
98-04809/1 

Testing of forage crop cultivars/species 
adaptation, yield and other characteristics : final 
report. 98-05000/2 

Thunder Energy Inc., applications to modify an 
existing sweet gas processing facility to a sour 
gas processing facility and increase the 
hydrogen sulphide concentration of existing 
pipelines, Kelsey area : examiner report 98-2, 
applications no. 1007719 and 1013399. 
98-04957/1 

Tire Recycling Management Assn of Alberta : 
Annual report 1996-97. 98-05134/1 

Towards an active and prosperous Alberta, the 
health and well-being advantage : active living 
for health and well-being. 98-04950/1 

Town of Rivers, Rural Municipality of Daly : 
emergency plan. 98-04961/2 

Trends in types of accident by occupation, 
1992-96, British Columbia. 98-04816/2 

Union Carbide Canada Inc., proposed new 
polyethylene plant, Prentiss area : decision 98-7, 
application no. 970188. 98-04958 /1 

Universities Academic Pension Pian : Annual 
report 1997. 98-05121/1 

University funding formula : technical report. 
98-05024 /1 

The Use of fire for natural jack pine regeneration 
on cutovers. 98-05045/1 

Value-added processing of alpaca fibre : final 
report. 98-05100/1 

Victims of Crime Act : Annual report 1996-97. 
98-04840/1 

Water quality assessment, 1996 and 1997, 
Whitemud River watershed, Manitoba, Canada. 
98-04963/1 

Water quality assessment of Thunder Lake. 
98-04951 /1 

Water quality of Lesser Slave Lake and Its 
tributaries, 1991-93. 98-04952/2 

Welifield Protection Program : discussion paper. 
98-05125/1 

Wildlife corridor and habitat patch guidelines for 
the Bow Valley. 98-04937 /1 

Women count : a statistical profile of women in 
British Columbia — 3d ed.. 98-04844/1 

Woolly elm aphid control on saskatoon berries : 
final report. 98-05102/2 

Workers’ Compensation Board of British Columbia 
: Annual report 1997. 98-05060/1 

Writing school annual reports. 98-05021/1 

Young offenders framework, 1997-2000, a three- 
year workplanning framework 98-05043/1 

Zebra mussel colonization potential in Manitoba, 
Canada. 98-04982/1 


Public administration 

1997 status report. 98-04949/1 

1998-99 budget : budget plan. 98-04854 /2 

1998-99 budget : budget speech. 98-04872/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Resources Canada. 
98-04533/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Veterans Affairs Canada. 98-04634/2 

1998-99 estimates, part lil, report on plans and 
priorities : National Parole Board. 98-04635/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health & Safety. 98-04636/1 


1998-99 estimates, part III, report on plans and 
priorities : Treasury Board of Canada, 
Secretariat. 98-04637 /2 

1998-99 estimates, part Ill, report on plans and 
priorities : Statistics Canada. 98-04638/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. 98-04639/1 

1998-99 estimates, part Ill, report on plans and 
priorities : National Defence. 98-04640/4 

1998-99 estimates, part Ili, report on plans and 
priorities : Atomic Energy Control Board. 
98-04641/1 

1998-99 estimates, part Ill, report on plans and 
priorities : National Energy Board. 98-04642/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television & 
Telecommunications Commission. 98-04643/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Immigration and Refugee Board. 
98-04644/1 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Human Rights Commission. 
98-04645/1 


1998-99 estimates, part III, report on plans and 
priorities : Agriculture & Agri-Food Canada. 
98-04646/2 


1998-99 estimates, part Ill, report on plans and 
priorities : Fisheries and Oceans. 98-04647/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Artists & Producers 
Professional Relations Tribunal. 98-04648 /1 


1998-99 estimates, part Ill, report on plans and 


priorities : Atlantic Canada Opportunities Agency. 


98-04650/2 
1998-99 estimates, part Ill, report on plans and 


priorities : Canadian International Trade Tribunal. 


98-04652/1 
1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Space Agency. 98-04654/2 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. 98-04656 /1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Management 
Development. 98-04657/1 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Heritage. 98-04660/2 
1998-99 estimates, part Ill, report on plans and 

priorities : Environment Canada. 98-04661 /2 


1998-99 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
98-04663/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Finance Canada. 
98-04664 /2 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Auditor General of 
Canada. 98-04665/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
98-04666/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Civil Aviation Tribunal. 98-04667 /1 

1998-99 estimates, part Ill, report on plans and 
priorities : Natural Sciences & Engineering 
Research Council of Canada. 98-04668/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. 98-04669/1 

1998-99 estimates, part Ill, report on plans and 
priorities : National Library of Canada. 
98-04670/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Industry Canada. 98-04671/3 

1998-99 estimates, part Ili, report on plans and 
priorities : Office of the Chief Electoral Officer. 
98-04672/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Northern Pipeline Agency Canada. 
98-04674/1 


1998-99 estimates, part Ili, report on plans and 
priorities : Medical Research Council of Canada. 
98-04675/1 

1998-99 estimates, part III, report on plans and 
priorities : Canada Labour Relations Board. 
98-04676/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Commissioner for Federal 
Judicial Affairs. 98-04677 /1 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Justice. 98-04678/2 


1998-99 estimates, part Ill, report on plans and 
priorities : Indian & Northem Affairs Canada and 
Canadian Polar Commission. 98-04679/2 


1998-99 estimates, part Ill, report on plans and 
priorities : Health Canada. 98-04680/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Human Resources Development 
Canada. 98-04681 /2 


1998-99 estimates, part Ill, report on plans and 
priorities : Office of the Correctional Investigator. 
98-04682/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Citizenship & Immigration Canada. 
98-04683/1 

1998-99 estimates, part Ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
98-04684/1 

1998-99 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment & the Economy. 98-04685/1 


1998-99 estimates, part lil, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. 98-04686/1 

1998-99 estimates, part Ill, report on plans and 
priorities : National Archives of Canada. 
98-04687/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. 98-04688/1 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
98-04689/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
98-04690/1 

1998-99 estimates, part III, report on plans and 
priorities : National Battlefields Commission. 
98-04691/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs & 
International Trade. 98-04692/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Copyright Board. 98-04693/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Transport Canada. 98-04717/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Canadian International Development 
Agency. 98-04720/2 

1998-99 estimates, part Ill, report on plans and 
priorities : National Film Board. 98-04721/1 

1998-99 estimates, part lil, report on plans and 
priorities : Revenue Canada. 98-04722/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Public Works and Government 
Services Canada. 98-04772/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. 98-04773/1 

1998-99 estimates, part III, report on plans and 
priorities : offices of the Information and Privacy 
Commissioners. 98-04774/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Security Intelligence Review 
Committee. 98-04775/1 

1998-99 estimates, part lil, report on plans and 
priorities : Solicitor General Canada. 98-04776/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Royal Canadian Mounted Police. 
98-04777/2 

1998-99 estimates, part Ill, report on plans and 
priorities : Privy Council Office. 98-04778/1 
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1998-99 estimates, Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. 98-04779/1 


1998-99 estimates, part Ill, report on plans and 
priorities : Public Staff Relations Board. 
98-04780/1 


1998-99 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
98-04781/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Registry of the Federal Court of 
Canada. 98-04782/1 

1998-99 estimates, part Ill, report on plans and 
priorities : RCMP Public Compiaints 
Commission. 98-04783/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Patented Medicine Prices Review 
Board. 98-04784/1 

1998-99 estimates, part Ill, report on plans and 
Priorities : RCMP External Review Committee. 
98-04785/1 

1998-99 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. 98-04787 /2 

1998-99 estimates, part III, report on plans and 
priorities : Western Economic Diversification 
Canada. 98-04788 /1 

1998-99 estimates, part Ill, report on plans and 
priorities : Transportation Safety Board of 
Canada. 98-04789/1 


1998-99 estimates, part Ill : report on plans and 
priorities : Human Rights Tribunal Panel. 
98-04856 /1 


1998-99 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
98-04857 /1 

1998-99 estimates, part Ill, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. 98-04865 /2 

1998-99 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
98-04877/1 

1998-99 main estimates, part III, report on plans 
and priorities : Office of the Commissioner of 
Official Languages. 98-04673/1 

The 1998 budget : falling behind on debt 
reduction. 98-04917/1 

1998 Ontario budget : budget papers. 98-04627/3 

1998 Ontario budget : budget speech. 98-04626/1 

Access and privacy directory, provincial 
government and government agencies, Freedom 
of Information and Protection of Privacy Act. 
98-05106/9 

Alberta Municipal Financing Corporation : Annual 
report 1997. 98-05139/1 

Alberta. Office of the Ombudsman : Annual report 
1997. 98-05143/1 

British Columbia Assessment Authority : Annual 
report 1996. 98-04834/1 

Budget 1998-99 : discours sur le budget. 
98-04876/1 

Budget 1998-99 : plan budgétaire. 98-04855 /2 

Budget 1998-99 : renseignements supplémentaires 
sur les mesures du budget. 98-04868/2 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Ressources 
naturelles Canada. 98-04633/2 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Anciens 
combattants Canada. 98-04634/2 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Commission 
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within tactical naval defence. 98-04699 /1 

Added resistance prediction in SHIPMO7 using a 
near-field method. 98-04563/1 

Administration de pilotage des Laurentides 
(Canada) : Rapport annuel 1997. 98-04601 /1 

Adult chinook escapement assessment conducted 
on the Cowichan River during 1996. 98-04914/1 

Aeroballistic range tests of the Basic Finner 
reference projectile at supersonic velocities. 
98-04757/2 

Air quality monitoring for dioxins, furans and PCBs 
in the Swan Hills area, summer 1997, July 7 to 
August 1. 98-04923/1 

Alberta Agricultural Products Marketing Council : 
Annual report 1996-97. 98-05145/1 

Alberta Dairy Control Board : Annual report 
1996-97. 98-05123/1 

Alternative wheats for Saskatchewan : final report. 
98-05101/2 

Ambient and source monitoring of VOCs from 
selected manufacturing facilities in East Kildonan 
area of Winnipeg using passivated SUMMA type 
canisters : final report. 98-04962/1 

Amending and supplying nutrients to poorly 
drained soils with hog manure, using a low 
odour and low cost method : final report. 
98-05094 /1 

Analysis of high-latitude HF propagation 
characteristics and their impact for data 
communications. 98-04586 /2 

An Analysis of the experimental data measured 
with the modified HF surface-wave radar at Cape 
Bonavista. 98-04694/1 

ANG Gathering & Processing Lid., application for a 
permit to construct sour natural gas pipelines in 
the Edson area : addendum to Decision D97-18, 
application no. 1007783. 98-04953/1 

Annotated bibliography on universal design, a 
selection of books on creating accessible 
environments. 98-04804 /1 

Annual and spatial variability in zooplankton 
biomass and species composition, and in eggs 
and larvae of mackerel and cod in the southern 
Gulf of St. Lawrence between 1982 and 1991. 
98-04726/1 

Annual report of production and sales, 1996-97. 
98-05141/1 

Application des techniques de télédétection en 
support au commandement et contrôle tactique. 
98-04737/2 

Application for a well licence, Tomahawk field, 
Maxwell Oil & Gas Ltd., LSD 13-5-53-5 W5M : 
decision report 97-15, application no. 970239. 
98-04954/1 

Application for a well licence, Twining field, Penn 
West Petroleum Ltd., well licence no. 0213751, 
LSD 16-5-31-23 W4M : examiner report 98-6, 
application no. 970251. 98-04955/1 

Application for weil licences and reduced oil well 
spacing, Cabre Exploration Limited, Provost field 
: decision report 98-8, applications no. 970459 
and 1010982. 98-04974/1 
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Application for well licences, well licence nos. 
0202155 to 0202162, Purchase Oil & Gas Inc., 
Morgan field : examiner report 98-4, application 
no. 970483. 98-04975/1 

Assessment work catalogue, Saskatchewan, 1998. 
98-04619/1 

Audio signature of clothing. 98-04555/1 

Audiovisual resource package for safe food 
handling course for food processors : final 
report. 98-05097 /1 

Bioindicators of forest health and sustainability : 
review report and project implementation 
strategies. 98-05068 /2 

Biology of the Kaminuriak population of barren- 
ground caribou, part 3 : taiga winter range 
relationships and diet. 98-04540/1 

Biology of the Kaminuriak population of barren- 
ground caribou, part 4 : growth, reproduction 
and energy reserves. 98-04541/1 

Birds in boreal Canada : communities, densities 
and adaptations. 98-04544/1 

Birds protected in Canada under the Migratory 
Birds Convention Act. /1 

Boundary integral formulation of magnetic-field 
calculations in the London model of 
superconductors. 98-04525/1 

British Columbia environmental industries export 
directory. 98-04860/1 

British Columbia. Forest Appeals Commission : 
Annual report 1997. 98-04837/1 

British Columbia. Ministry of Transportation & 
Highways : Annual report 1996-97. 98-04878/1 

Bronte Creek management plan. 98-05077 /1 

Budget des dépenses, 1998-99, partie III, rapport 
sur les plans et les priorités : Conseil national de 
recherches Canada. 98-04663/2 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. 98-04668/1 

Budget des dépenses, 1998-99, partie Ill, rapport 
sur les plans et les priorités : Conseil de 
recherches médicales du Canada. 98-04675/1 

Budget guidelines for a dairy enterprise based on 
100.0 kgs. of daily butterfat quota. 98-05110/1 

Buffleheads. 98-05133/3 

Bureau de la sécurité des transports du Canada : 
Rapport annuel 1996. 98-04846 /1 

Business plan, 97/98. 98-04859/1 

Business plan, 1998-99. 98-04833 /1 

C4 respirator field of view study, part 2. 
98-04590/1 


CAD interface development for LOCATE 
workspace layout tool : final report. 98-04575/1 
Canada and freshwater, experience and practices. 

98-04577/1 
Le Canada et les eaux douces, expérience et 
pratiques. 98-04577/1 


Canada. National Biotechnology Advisory 
Committee : Report 1998. 98-04827/2 

Canada. National Energy Board : Annual report 
1997. 98-04835/1 


Canada. Office national de l'énergie : Rapport 
annuel 1997. 98-04839/1 


Canadian 88 Energy Corp., application to 
construct and operate sour natural gas pipelines 
and well production facility, Burmis area : 
decision 97-16, applications no. 1004834 & 
1010138. 98-04977/1 


Canadian Natural Resources Limited, application 
for a primary recovery scheme for reduced 
spacing in the Bonnyvilte and Wolf Lake sectors : 
decision 98-5, application no. 1007817. 
98-04964 /1 

Canadien national : Rapport annuel 1985. 
98-04613/1 

Canadien national : Rapport annuel 1987. 
98-04611/1 

Canadien national : Rapport annuel 1988. 
98-04610/1 


Canadien national : Rapport annuel 1989. 
98-04609/1 

Canadien national : Rapport annuel 1990. 
98-04608/1 

Canadien national : Rapport annuel 1991. 
98-04607/1 

Canadien national : Rapport annuel 1992. 
98-04606/1 

Canadien national : Rapport annuel 1998. 
98-04603/1 

Canadien national : Rapport annuel 1994. 
98-04605/1 


Canadien national : Rapport annuel 1996. 
98-04616/1 

Canadien national : Rapport annuel 1997. 
98-04617/1 

Cape Scott Provincial Park, Scott Islands 
Provincial Park : background document. 
98-04805/1 

Cattle performance on overwintered forage : final 
report. 98-05093/1 

Cavitation performance of propeller blade root 
fillets. 98-04522/1 


CE Alberta BloClean Lid., new MTBE/ETBE plant, 
Fort Saskatchewan area : decision 98-1, 
application no. 960864. 98-04956/1 

The Central Appalachian hardwoods experience 
provides silvicultural tools for Ontario. 

98-05051 /1 

Clearcutting and its alternatives for upland black 

spruce. 98-05032/1 


Commercial thinning of jack pine. 98-05062/1 


A Comparison of red pine sawlog management 
and red pine pulpwood management. 
98-05048/1 


Computational evaluation of damping and 
decoupling materials, phase 2. 98-04701/1 


Concept de gestion et de stockage des déchets de 
combustible nucléaire : rapport. 98-05003/3 


La Conjugaison de phase optique à 1.06 um : 
rapport final. 98-04739/1 


Construction standards for accessory suites, City 
of Saskatoon, Saskatoon, Saskatchewan. 
98-04811/1 

Contamination par les BPC des sédiments et du 
crabe des neiges, Chionoecetes opilio, aux 
environs du site du naufrage de la barge Irving 
Whale après son renflouage. 98-04727/1 


Controlled raspberry yields through improved 
mulching techniques : final report. 98-05105/1 


Coping with the coho crisis : a conservation- 
minded, stakeholder-sensitive and community- 
oriented strategy. 98-04944/1 


Creating a seabed mosaic from geocoded 
sidescan sonar Images. 98-04579/1 


Crop protection with chemicals, 1997. 98-04852/5 

Current research 1998-C : Canadian Shield. 
98-04897/3 

DCIEM/HPP metabolic measurement software 
V1.0. : users’ manual. 98-04584/1 


The Decommissioning of DRES Building 12. 
98-04740/1 

Deposition of astaxanthin isomers in chinook 
salmon, Oncorhynchus tshawytscha, fed 
different sources of pigment. 98-04915/1 


The Derivation of spatially referenced ecological 
databases for ecosystem mapping and modeling 
In the Rinker Lake Research Area, northwestern 
Ontario. 98-04800/1 

Design and development of intelligent aiding for 
LOCATE workspace layout tool : final report. 
98-04581 /2 

Detailed core measured section of the 
Bearpaw/Horseshoe Canyon formations, 
C.P.0.G. Strathmore 7-12-25-25W4, east of 
Calgary, southern Alberta. 98-04861/1 

Developing environmental indicators for 
agriculture : discussion paper. 98-04535/1 

Development and evaluation of equivalent-fluid 
seabed models. 98-04565/1 


Development and Implementation of TASCflow3D 
for parallel architecture : final report. 98-04696 /1 

Development and pilot testing of a continuous 
copper cementation thickener cone. 98-04984/1 


Development and processing of pigmented wheats 
: final report. 98-05017/1 

Development of a bioreactor for on-site remedial 
treatment of pollutant containers before 
permanent disposal : final report. 98-05099/1 

Development of a model for the first order bistatic 
ocean clutter radar cross section for ground 
wave radars. 98-04530/1 


Directory of commercial aircraft and operations, 
1998. 98-05144/1 


Dismounted infantry tactical task information 
needs, phase Il : data capture approach. 
98-04752/1 

Disorientation training In non-motion based 
simulator. 98-04556/1 

Distribution of snow crabs of the genus 
Chionoecetes and their habitat in the northern 
part of the Pacific Ocean. 98-04539/1 


Distributions, movements and numbers of Peary 
caribou and muskoxen on western Queen 
Elizabeth Islands, Northwest Territories, 1972-74. 
98-04543/1 

Draft standards and guidelines for the land 
application of mechanical pulpmill sludge to 
agricultural land. 98-04936/1 


Driftwood Provincial Park, preliminary 
management plan. 98-05078/1 

Early stand tending in jack pine plantations. 
98-05033/1 

The Eastern Canada Shallow Water Ambient Noise 
Experiment. 98-04549/1 


Economic and agronomic analysis of swath 
grazing vs stored feed : final report. 98-05090/1 


Effect of processing parameters on cure kinetics in 
filled polyurethanes. 98-04743/1 


Effect of tillage and crop rotations on leaf spots of 
spring wheat in the brown soil zone : final report. 
98-05115/1 


An Efficient piecewise matched-field tracking 
algorithm. 98-04990/1 

Elimination des obstacles au réaménagement des 
terrains contaminés a des fins résidentielles : 
rapport de synthèse. 98-04822/3 


Enhanced variable insulation clothing : final report. 
98-04582/1 
Enhancements to COUPLE. 98-04562/1 


Environmental Protection Security Fund : Annual 
report 1996-97. 98-05113/2 


Environmental radiation monitoring data for Point 
Lepreau Generating Station, 1997. 98-05142/2 


Environmentally significant areas of Alberta. 
98-04922/9 

Equipment setup documentation for diotic and 
diffuse-field masker speech discrimination study 
including pilot study results : final report. 
98-04996/1 

The Establishment of black and white spruce on 
Ontario's boreal mixedwood sites. 98-05034 /1 


Establishment of red & white pine plantations in 
northwestern Ontario. 98-05035/1 


Evaluation and introduction of new woody plant 
cultivars for the nursery and garden centre 
industry : final report. 98-05114/1 


Evaluation d’épinettes blanches génétiquement 
supérieures en vue du reboisement en Abitibi- 
Témiscamingue, projet no 4042. 98-04704/1 


Evaluation of cavitation erosion behavior of a laser 
surface melted experimental nickel aluminum 
bronze. 98-04564/1 

Evaluation of newly developed potato clones for 
production in Saskatchewan : final report -- Rev.. 
98-05118/1 

Evaluation of the cavitation inception prediction 
capabilities of the propeller surface panel code 
ASP-2. 98-04561/1 

Extracting bistatic scattering information from a 
monostatic experiment. 98-04744/1 
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Farm operations cost guide. 98-04969/1 

Fault detection and fault related performance 
degradation in sonar arrays. 98-04550/1 

Field crop production guide. 98-05007 /1 

Final report for the improved window addressable 
memory — Rev.. 98-04531/1 

Finite element based spectral methods for fatique 
damage assessment of ship structures. 
98-04745/1 

Finite element comparative study of ship structural 
detail. 98-04759/1 

Fish facts, 1997. 98-04604 /1 

The Fishery of Christie Lake. 98-05052/1 

Forest Insect and disease conditions in Canada, 
1995. 98-04628/1 

Fumigation of high density baled hay with 
phosphine at a constant temperature of 15 +- 1 
C to confirm the effectiveness of the fumigant 
phosphine for eradicating hessian fly, Mayetiola 
destructor, from hay. 98-05096 /1 

Genetic algorithm inversion of the 1997 
Geoacoustic Inversion Workshop test case data. 
98-04991/1 

Goal-directed data integration for sonar picture 
compilation. 98-04583 /1 

Gold recovery and kimberlite/diamond indicators 
from Del Bonita upland, Alberta. 98-04614/1 

iques à colonnes des éléments nutritifs, un 

guide illustré de la valeur nutritive de certains 
aliments que consomment les populations 
autochtones au Canada. 98-04932/1 


Great Lakes-St. Lawrence planning area overview 
— Rev.. 98-05067/1 

Green plan impact, Canada-Saskatchewan 
Agriculture Green Plan Agreement. 98-05092/1 


Guide manitobain de l'eau pure. 98-05006 /2 

Guidelines for peat mining operations in New 
Brunswick. 98-05009/1 

Hemio-Heron Bay-White Lake high density lake 
sediment and water survey, northwestern 
Ontario. 98-05050/2 

HFSWR trial for aircraft detection and interference 
suppression, phase 2 : final report. 98-04742/1 

How does bovine viral diarrhoea virus cause 
disease : final report. 98-05098 /1 

Husky Oil Operations Ltd., application to construct 
and operate two sour oil effiuent pipelines and 
associated facilities in the Moose field : decision 
report 97-17, application no. 1007046. 
98-04976/1 

Hydrodynamic interaction forces between two 
ships in waves. 98-04551/1 


HyGe programmer's manual for LabVIEW 4.0.1. 
98-04557/1 

Impact head injury : responses, mechanisms, 
tolerance, treatment and countermeasures, 
technical evaluation report. 98-04994 /1 

An Improved strip theory program for ship motions 
and sea loads in waves. 98-04552/1 


Influence of menstrual cycle phase and oral 
contraceptive use during compensable and 
uncompensable heat strain. 98-04749/2 


Information to tenderers package for bituminous 
shale (oil shales) licence to search in the 
Moncton Subbasin, southeastern New 
Brunswick. 98-04998 /1 

Insectes et maladies des arbres au Canada, 1995. 
98-04624/1 

Integrated management of root maggots in 
vegetable crops : final report. 98-05018/1 

Internal review of the Ministry of Environment and 
Energy response to the Plastimet fire, City of 
Hamilton, July 9-12, 1997. 98-05026/1 

An Investigation into the effect of + Gz stress on 
binaural signal detection performance using a 
Spatial audio display : final report. 98-04995/1 

The Investigation of artificial intelligence 
techniques for intelligent monitoring activities, 
vol. | : survey of open literature. 98-04558/1 


Investigation of factors inducing flaming 
combustion in pyrotechnic mixtures : final report. 
98-04568 /1 

Issues In realizing economic benefits from 
research : lessons from case studies. 98-04799/1 

Jid testing of an HY 80 steel weldment. 
98-04989/1 

Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Kapuskasing, northeastern 
Ontario. 98-05054 /1 

Laurentian Pilotage Authority (Canada) : Annual 
report 1997. 98-04601/1 

Leaders environnementaux 2, ARET, action 
volontaire sur les substances toxiques — Mise à 
jour. 98-04615/1 

Lignes directrices pour satisfaire à l'exigence de 
maintenir les expositions au niveau le plus faible 
qu’il soit raisonnablement possible d'atteindre : 
guide d’application de la réglementation G-129 
(F). 98-05075/1 

Lignes directrices sur l'exploitation des tourbières 
au Nouveau-Brunswick. 98-05009/1 

Likely developments and new processes in pulp, 
paper and paperboard. 98-04596 /2 

Liquid chromatography continuous-fiow matrix- 
assisted laser desorption ionization time-of-flight 
mass spectrometry for the detection of bioactive 
peptides and proteins. 98-04559/1 

Locomotive emissions monitoring program, 
reporting year 1995. 98-04824 /1 

Manitoba ambient air quality annual report, 1995 & 
1996. 98-04893/1 

Manitoba food products directory, 1998. 
98-04903/1 

Les Marmettes, leur répartition, leurs PERRIER 
et leurs particularités biologiques : étude du 
genre Uria. 98-04942/3 

A Matched-field backpropagation algorithm for 
source localization. 98-04534/1 

Measuring sustainable development : review of 
current practice. 98-04538 /3 

La Mesure du développement durable : étude des 
pratiques en vigeur. 98-04538/3 

Migratory game bird hunters and hunting in 
Canada. 98-04545/2 

Mineral statistics yearbook, 1996. 98-04520/3 

Mixed planting of jack pine, black and white 
spruce. 98-05044 /1 

Modal damping factors for a ring-stiffened cylinder. 
98-04566 /1 

Motion compensation study : task one report. 
98-04528/1 

Motion compensation study : task two report. 
98-04529/1 

Motions and loads of a hydroelastic frigate model 
in severe seas. 98-04532/1 

The Murres, their distribution, populations and 
biology : a study of the genus Uria. 98-04939/3 

National air pollution surveillance (NAPS) network 
annual summary for 1994. 98-05084 /2 


Natural regeneration in boreal mixedwood forests. 
98-05037/1 

Neurological Limitations of Aircraft Operations : 
human performance implications, technical 
evaluation report. 98-04993/1 

New Brunswick Dept. of the Environment : Annual 
report 1996-97. 98-04918/1 

Normes de construction visant les appartements 
accessoires, ville de Saskatoon, Saskatoon, 
Saskatchewan. 98-04811/1 

Northstar Energy Corporation, application to 
construct and operate a sweet natural gas 
pipeline in the Carmangay area : examiner report 
98-1, application no. 1015349. 98-04978/1 


Nouveau-Brunswick. Ministère de l'environnement 
: Rapport annuel 1996-97. 98-04918/1 

Nuclear fuel waste management and disposal 
concept : report. 98-05002/3 


Numac Energy Inc., to amend al no. 7936 
for reduced spacing in the Wolf Lake and 
Bonnyville sectors : decision D 98-2, application 
no. 1006527. 98-04979/1 

Nutrient bar graphs, an illustrated guide to the 
nutrient value of some foods used by Aboriginal 
people in Canada. 98-04932/1 

The Occurrence, abundance and food of juvenile 
herring and salmon in the Strait of Georgia, 
British Columbia in 1990 to 1994. 98-04912/2 

Oiseaux protégés au Canada en vertu de la Lol sur 
la Convention concernant les oiseaux 
migrateurs. 98-04546 /1 

Ontario farm management analysis project, 1996. 
98-04649/1 

Ontario. Lake Huron Management Unit : Annual 
report 1995-96. 98-05086 /2 

Opportunities for public participation under the 
Clean Air Act : discussion paper. 98-05091 /1 

Optimum dairy farm size in Saskatchewan in 
relation to economic viability : final report. 
98-05095/1 

Outil diagnostique web pour les maladies 
communes des arbres en Colomble-Britannique. 
98-04883/1 

PCB contamination of sediments and snow crab, 
Chionoecetes opilio, around the site of the 
sinking of the Irving Whale barge after its 
recovery. 98-04727/1 

Physical flow modeling of contaminants in a frigate 
cleansing station. 98-04695 /2 

The Pike Lake fishery. 98-05038 /1 

La Planification des ensembles d’habitations 
communautaires : Creative Communities et la 
Collaborative Housing Society, Toronto, Ontario. 
98-04790/1 

Planning cohousing : Creative Communities and 
the Collaborative Housing Society, Toronto, 
Ontario. 98-04790/1 

Piastimet Inc. fire, Hamilton, Ontario, July 9-12, 
1997 : report. 98-04999/2 

Polarized light microscopy as a filter debris 
analysis tool. 98-04554 /1 

Possibilités de participation publique en vertu de la 
Loi sur l'assainissement de l'air : document de 
travail. 98-05091 /1 

Pre-commercial thinning in black spruce. 
98-05049/1 

Prediction of body cooling. 98-04753/1 

Predictions and measurements of full scale 
motions, loads and structural response for CFAV 
QUEST. 98-04746/1 

A Preliminary report on the adult chinook salmon 
escapement study conducted on the Nanaimo 
River during 1996. 98-04913/1 

Prince Edward Island Agricultural Insurance 
Corporation : Annual report 1996-97. 98-04836/1 

Programme d'analyse de la gestion des 
exploitations agricoles de l'Ontario, 1996. 
98-04659/1 

Programme de protection des champs 
d'alimentation en eau : document de réflexion. 
98-05125/1 

Programme de surveillance des émissions des 
locomotives, rapport pour l’année 1995. 
98-04824/1 

Projector on-line monitoring system upgrade 
design report. 98-04524/1 

Proposal for a northwest Atlantic zonal monitoring 
program. 98-04725/1 

Quaternary geology, Long Point-Port Burwell area. 
98-05073/2 


Radionuclide analyses of Saskatchewan caribou, 
1995 : final report. 98-05016/1 

Range ecology of Rocky Mountain bighorn sheep 
in Canadian national parks. 98-04542/1 

Régénération de peuplements feuillus dégradés a 
la suite de coupes à diamètre limite successives, 
projet no 4065. 98-04706/1 

Regional testing and development of winter wheat 
cultivars : final report. 98-05104/1 
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Regulatory options for livestock operations : 
discussion paper. 98-04948/1 

Removing barriers : redeveloping contaminated 
sites for housing : backgrounder. 98-04821 /3 

Report on the use of the Internet in Canadian 
women’s organizations. 98-05071/2 


Le Réseau de surveillance des écosystèmes 
forestiers (RESEF), Ill : l'utilization du RESEF 
pour l'étude de la biodiversité en milieu forestier. 
98-04796/1 

Réseau national de surveillance de la pollution 
atmosphérique (NSPA), sommaire annuel pour 
1994. De 080842 

Response of soil invertebrates to clear-cutting and 
partial cutting in a boreal mixedwood forest in 
northem Ontario : final report. 98-04510/1 


Restigouche metallurgical study, New Brunswick. 
98-04987 /5 


Restigouche mine, New Brunswick : development 
of innovative environmental planning and 
treatment technologies. 98-04986 /6 

Restigouche open pit project assessment, New 
Brunswick. 98-05012/1 

Risk assessment of bacteriologic health hazards in 
the helmet bladder component of a pressure 
breathing for G (PBG) system. 98-04585/1 

Rock-Eval/TOC data for eight central Alberta wells, 
twps. 35-50, rges. 6-21W5. 98-04862/1 

Rock-Eval/TOC data for nine west-central Alberta 
wells, twps. 58-69, rges. 18W5-12W6. 98-04863/1 

Role and nature of environmental indicators in 
Canadian agricultural policy development. 
98-04536/1 

Rural agroindustry in Latin America, an evaluation 
of the PRODAR network. 98-04718/2 

Sask Water : Annual report 1997. 98-04662/1 

Saskatchewan. Oil & Gas Environmental Fund : 
Annual report and financial statements 1996-97. 
98-04621 /i 

SaskEnergy Incorporated : Annual report 1997. 
98-04848/1 


SCANSS, Silvicultural Calibration of Aigoma/North 
Shore Stands : a progress report. 98-05079/1 

Seabed objects size distribution. 98-04580/1 

Selected engineering data : bedrock/granular 
aggregate samples from the Fredericton, Grand 
Lake, Minto and Burtts Corner map areas (NTS 
21 G/15, 16; 21 J/1,2), New Brunswick. 
98-05010/1 

Shear speed gradients and resonances in ocean 
seismo-acoustic modelling. 98-04560 /1 

Shell Canada Limited, application for a well 
licence, Quirk Creek field, LSD 16-19-21-4 W5M : 
decision 98-9, application no. 970451. 
98-04980/1 

Shell Chemicals Canada Lid., new ethylene 
glycols plant, Fort Saskatchewan area : decision 
98-3, application no. 1008234. 98-04981 /1 

Shelterwood systems in red pine. 98-05036/1 

Silvicuttural guide to managing for black spruce, 
jack pine, and aspen on boreal forest ecosites in 
Ontario, book | : silviculture in Ontario — Version 
1.1. 98-05063/2 

Silvicultural guide to managing for black spruce, 
jack pine, and apsen on boreal forest ecosites in 
Ontario, book II! : ical and management 
interpretations for northeast site types — Version 
1.1. 98-05064/3 

Silvicultural guide to managing for black spruce, 
Jack pine, and aspen on boreal forest ecosites in 
Ontario, book II : ical and management 
interpretations for northwest ecosites — Version 
1.1. 98-05065 /4 

Société du crédit agricole Canada : Rapport 
annuel 1996-97. 98-04851 /2 

Software development for transducer calibrations. 
98-04700/1 

Solar heating systems in Manitoba. 98-04959/1 

A Soldier's Day authoring manual. 98-04751 /1 

Soldiers’ Day : software status report. 98-04748/1 
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A Soldier's Day user's manual. 98-04750/1 

Spill response cost recovery, establishing a 
regulation under the Waste Management Act for 
recovering the cost of spill response by the 
government of British Columbia. 98-04792/1 

The Spinnaker optical cable. 98-04527 /1 

Spot seeding of jack pine and black spruce. 
98-05031/1 

Strategic plan framework, 97/98-98/99. 
98-04858/1 

Study of M-out-of-N detection algorithm in rain and 
sea Clutter : final report. 98-04747/1 

Survey of Canadian industrial and research activity 
related to the ultraviolet : final report. 98-04738/1 

Survol de la zone de planification des Grands Lacs 
et du Saint-Laurent — Rév.. 98-05066/1 
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